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TRANSLATOB'S  PREFACE 


I  TRUST  the  reader  will  forgive  the  use  in  this  translation  of  a 
few  words-  not  to  be  found  in  the  dictionary.  Technical  terms 
in  the  original  Grerman,  such  as  'labile'  and  'stabile,'  had 
either  to  be  adopted  as  they  stood  or  to  be  rendered  by  a  cir- 
cumlocution.   I  have  chosen  the  former  alternative. 

I  regret  that  Professor  Erb,  whilst  approving  of  the  term 
'  subaural  galvanisation,'  proposed  by  myself  as  a  substitute  for 
the  objectionable  phrase  '  galvanisation  of  the  sympathetic,'  did 
not  adopt  it  throughout  the  original  edition  ;  but  here,  as 
throughout  the  volume,  my  aim  has  been  to  present  to  the 
reader  the  Author's  meaning  as  much  as  possible  in  his  own 
language. 

My  best  thanks  are  due  to  my  coadjutors  in  the  work  of 
translation.  To  my  friend  Dr.  Cagney,  Assistant-Physician  in 
the  Electrical  Department  of  St.  Mary's  Hospital,  I  am  especi- 
ally grateful  for  the  intelligent  zeal  with  which  he  also  revised 
the  proofs  and  indexed  the  volume. 

A.  DE  WATTEVILLE. 


Welbeck  Street:  April  18S7 
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A  =  anode    (positive  pole), 
anodic. 

K  =  kathode  (negative  pole), 

kathodic. 
C  =  closure  or  contraction. 
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T=:  tetanus,  or  tonic  contrac- 
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KCC  =  kathodic  closure  con- 
traction. 


m.,  cm.,  mm.  =  metre,  centimetre, 


KOC  =  kathodic  opening  con- 
traption. 
AOC  =  anodic  opening  con- 
traction. 
ACC  =  Anodic    closure  con- 
traction. 
E  =  resistance  in  circuit. 
ED  =  reaction  of  degenera- 
tion. 

SIX  =  Siemens  unit. 
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Errata. 

rage  16S,  lines  (>  nnd  8,/w  tetanus  read  telany. 
I'agc  630,  line  6  from  lioltoni,  omit  of. 
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LECTURE  I. 

Historical  Survey — Begipnings  of  Electrotherapeutics — Electrical  Machine- 
Static  Electricity  —  Galvani's  Discovery  —  Dynamic  Electricity — First 
Period :  Galvanotherapeutics — Induction — Second  Period :  Faradisation — 
Duchenne — Froriep — Third  Period  :  Eeintroduction  of  Galvanisation — 
Eemak — Brenner — Kecent  Electrotherapeutics — Its  Aims  and  Develop- 
ment. 

GrENTLEMEN, — The  vast  extent  and  continuous  growth  of 
medical  science  make  division  of  labour  in  the  field  of  research 
absolutely  necessary.  The  tendency  to  specialisation  has  be- 
come irresistible ;  it  is  a  logical  consequence  of  the  conditions 
under  which  we  have  to  work.  The  most  capacious  intellect 
can  no  longer  cover  the  whole  province  of  knowledge  or 
embrace  all  its  details,  far  less  master  them.  Hence  by  a 
natural  process  the  larger  departments  of  medicine,  surgery, 
and  obstetrics  have  already  for  a  long  time  been  recognised  as 
independent  and  homogeneous  wholes.  Gynsecology,  ophthal- 
°iology,  dermatology,  otology,  neurology  are  at  the  present 
time  going  through  a  similar  process  of  abstraction. 

Even  in  therapeutics  a  certain  amount  of  specialisation  is 
becoming  necessary.  The  adoption  of  certain  processes  of 
treatment,  requiring  previous  preparation  and  training  in  out- 
lying branches  of  knowledge,  the  use  of  complicated  apparatus, 
and  much  personal  practice  in  the  details  of  the  methods,  has 
given  rise  to  this  necessity.  It  is  not  medicine  which  has  suf- 
fered from  the  process,  but  rather  the  specialists  themselves, 
who  become  exposed  to  the  dangers  of  exclusiveness  and  its 
unfortunate  consequences. 

From  the  subdivision  of  therapeutics  result  hydrotherapy, 
orthopsedics,  massage,  gymnastics,  balneotherapy,  aerotherapy, 
and  more  especially  electrotliera'py,  by  which  term  is  understood 
the  treatment  of  disease  by  means  of  electrical  currents.  The 
electrical  current  with  its  various  modifications,  gentlemen,  is 
the  one  therapeutic  agent  which  we  shall  consider  in  these 
lectures.    Electricity,  which  plays  such  an  important  part  in 
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modern  diagnosis  and  therapeutics,  has  been  the  subject  of  so 
many  investigations  in  its  relation  to  animal  tissues,  has  proved 
in  so  many  different  cases  a  powerful  and  unique  means  of 
cure,  that  it  is  the  duty  of  every  physician  worthy  of  the  name 
to  devote  some  attention  to  this  agent  and  its  uses  in  the 
practice  of  medicine. 

You  all  know  of  the  striking  developments  which  neuro- 
pathology has  undergone  during  the  past  few  years.  It  is  not 
our  task  here  to  trace  the  causes  of  its  progress,  but  we  may 
affirm  that  electrotherapy  is  intimately  bound  up  with  it. 
Whilst  on  the  one  hand  neuropathology  has  been  enriched  by 
substantial  contributions  at  the  hands  of  electrotherapeutists, 
on  the  other  the  increase  in  depth  and  breadth  of  om  neuro- 
logical knowledge  has  reacted  most  beneficially  upon  the 
application  of  electricity  to  medical  purposes. 

The  use  of  electricity  as  a  means  of  testing  the  excitable 
tissues  rests  upon  a  basis  of  significant  physiological  data,  and 
constitutes  an  important,  often  indispensable,  means  of  diagnosis 
in  a  number  of  nervous  diseases.  In  not  a  few  cases  too  elec- 
trical examination  enables  us  to  establish  a  prognosis  of  sm-prising 
exactitude.  Finally,  the  apparently  increasing  number  of  the 
nervous  ailments  attendant  upon  modern  life  encom-ages  the 
extensive  application  of  a  means  of  treatment  which  has  already 
for  a  long  time  occupied  an  important  position  and  rivals  all 
others  in  the  diversity,  energy,  and  certainty  of  its  effects. 

The  necessity  of  being  conversant  with  the  behaviour  of 
electricity,  and  its  effects  on  the  body  in  health  and  disease, 
has  thus  become  absolute  for  every  neuropathologist ;  it  is  one 
of  the  main  subjects  which  he  must  study.    And  where  is  the 
physician  nowadays  who  must  not  be  something  of  a  neuro- 
pathologist ?  Do  not  '  neuroses '  form  a  most  important  depart- 
ment in  one's  everyday  practice  ?    Nobody,  therefore,  will 
find  the  possession  of  electrotherapeutical  knowledge  useless. 
We  are  far  from  pretending  that  every  physician  should  be  a 
thorough  master  of  electrical  diagnosis  and  treatment,  nor  do 
we  will  to  add  unduly  to  the  weight  of  his  already  over- 
burdened shoulders;  but  we  content  om^selves  with  the  reason- 
able demand  that  he  should  possess  an  elementary  know^^^^^^^^ 
of  the  subject  and  that  he  should  be  conversant  with  the  most 
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important  indications  for  electrical  treatment  in  the  commoner 
forms  of  disease.  Thus  only  will  he  be  able  to  do  for  his 
patients  the  proper  thing  at  the  proper  time. 

Allow  me  at  the  outset  to  throw  a  retrospective  look  upon 
the  development  of  electrotherapeutics  in  former  times. 

Antiquity  does  not  furnish  us  with  many  data.  As  long  as 
men  were  unable  to  generate  electricity  in  sufficient  quantities, 
anything  like  a  regular  medicinal  application  of  it  was  out  of 
the  question.  Still  we  hear  that  the  sources  of  electricity  sup- 
pHed  directly  by  nature  were  turned  to  therapeutical  uses.  It 
is  said  that  patients  suffering  from  gout,  paralysis,  and  other 
disorders  were  placed  by  Eoman  physicians  in  baths  containing 
electric  fishes,  whose  discharges  were  thought  to  be  beneficial. 

The  invention  of  the  electrical  friction  machine  facilitated 
the  use  of  this  agent ;  yet,  though  largely  employed,  we  do  no-^ 
see  that  the  results  amounted  to  much.  De  Haen,  Kratzea- 
stein,  Kriiger,  in  Germany ;  Jallabert,  Sigaud  de  la  Fond,  Ber- 
tholon,  Mauduyt,  in  France,  are  among  those  who,  in  the  last 
century,  applied  the  electrical  machine  to  therapeutics.  Mau- 
duyt in  1773  and  1778  reported  many  facts  of  high  promise. 
But  it  was  only  after  Gralvani's  celebrated  discovery  (1786) 
that  electrotherapeutics  received  a  great  and  durable  impulse. 
A  new  epoch  was  entered  upon,  of  which  the  initial  period 
extended  over  the  first  twenty  or  thirty  years  of  this  century. 
The  invention  of  the  voltaic  pile  in  1800  gave  to  Gralvani's 
discovery  its  true  value  and  laid  the  foundation  of  its  applica- 
bility to  practical  ends. 

Alex,  von  Humboldt  had  previously  (1797)  published  his 
well-known  book  on  <  The  Excited  Nervous  and  Muscular  Fibres,' 
and  thus  entered  upon  the  road,  since  then  followed  with  so 
great  results,  of  electrophysiological  enquiry. 

The  most  distinguished  physicians  of  the  time — Hufeland, 
Eeil,  Sommering,  Pfaff,  and  others — directed  their  attention  to 
the  newly-discovered  force  ;  and  there  soon  appeared  books  by 
G-erman  physicians  (Grrapengiesser,  Augustin,  Loder,  Bischoff, 
Jacobi,  Walther,  &c.)  treating  of  the  curative  value  of 
galvanism,  and  praising  its  influence  in  a  number  of  nervous 
and  other  disorders  (asphyxia,  paralysis,  nervousness,  weakness 
of  sight  and  cataract,  deficient  hearing,  aphonia,  rheumatism. 
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toothache,  &c.)  Numerous  experiments  with  galvanism  were 
being  at  the  same  time  made  in  France  and  Italy. 

The  development  of  electrotherapy  came,  however,  to  a 
standstill ;  it  fell  into  decadence,  owing  chiefly  to  the  expense 
and  trouble  entailed  by  the  possession  of  instruments  and  to  a 
deficient  pathological  knowledge.  A  host  of  quacks  occupied 
the  ground,  and  electricity,  mixed  up  with  animal  magnetism 
and  mesmerism,  lost  its  credit. 

Most,  in  1823,  made  a  futile  attempt  to  save  the  honour  of 
galvanism  and  reintroduce  it  into  therapeutics. 

A  new  era  soon  after  began  in  connection  with  the  dis- 
covery by  Oersted  (1820)  of  the  magneto-electric  phenomena, 
and  that  by  Faraday  (1831)  of  the  phenomena  of  induction. 
This  era  may  be  characterised  as  the  epoch  of  the  induced 
current,  of  faradisation. 

During  the  fourth  decade  of  this  century  instruments 
were  contrived  giving  magneto-electric  and  volta-electric  induc- 
tion currents.  These  machines  yielded,  at  all  times  and  with 
comparative  ease,  currents  of  great  physiological  energy ;  they 
required  but  a  small  expenditure  of  time  and  labour  to  be  kept 
in  action ;  and  improvements  were  soon  made  (automatic 
interrupter,  &c.)  which  adapted  them  peculiarly  to  the  re- 
quirements of  medical  practice.  The  ease  with  which  mus- 
cular contractions  were  obtained  by  their  means,  and  the  behef 
which  then  existed  in  the  similarity  of  action  of  all  electrical 
currents,  naturally  made  these  apparatus  very  popular  among 
physicians.  The  familiar  buzz,  heard  on  all  sides,  testified  to 
the  vigour  of  the  new  electrotherapeutic  movement,  with 
which  one  name  is  intimately  associated — casting  into  the 
shade  those  of  Marshall  Hall  and  Grolding  Bird,  as  well  as  that 
9f  Froriep,  who  largely  applied  in  Germany  the  magneto- 
electric  current — the  name  of  Duchenne  (de  Boulogne),  who 
in  France  carried  out  his  remarkable  investigations  with  the 
volta-electric  induction  apparatus. 

To  this  great  man  we  owe  some  of  the  most  important 
advances  of  the  time.  Duchenne  may  rightly  be  considered  as 
the  founder  of  modern  electrotherapeutics,  though  his  greatest 
achievements  do  not  actually  lie  in  that  direction.  It  is  his  electro- 
physiological researches,  and  still  more  his  neuropathological 
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discoveries,  which  constitute  his  true  claim  to  glory.  He  was 
an  observer  of  extraordinary  acuteness,  of  matchless  care  and 
accuracy  in  his  description  of  morbid  types.  Look,  for  instance, 
at  his  accounts  of  locomotor  ataxy,  of  bulbar  paralysis,  of  pro- 
gressive muscular  atrophy,  of  infantile  paralysis,  of  partial 
paralyses  of  single  muscles  or  muscular  groups. 

The  use  of  the  faradic  current — faradisation,  as  he  himself 
called  it  later — did  him  eminent  service  in  his  researches. 
He  started  from  the  fact  that  the  faradic  current  may  be, 
through  appropriate  methods  of  application, '  localised '  in  parts 
lying  at  a  certain  depth  under  the  skin.  Upon  this  basis  he 
founded  his  system  of  'faradisation  localisee,'  by  means  of 
which  he  carried  out  his  investigations  of  the  muscular  system 
in  health  and  disease.  As  a  consequence  of  his  views  and 
methods,  the  principle  was  established  that  electric  currents 
must  be  localised  in  the  individual  diseased  parts  in  order  to 
obtain  curative  results. 

From  1847  to  1850  he  published  several  papers  wherein  he 
describes  his  method  (named  by  him  at  iirst  'galvanisation 
localisee  '  ),as  well  as  his  physiological  investigations  concerning 
the  functions  of  various  muscles.  The  latter  he  eventually 
expanded  into  a  complete  'Physiologie  des  Mouvements'  (1857), 
wherein  he  records  exact  results  as  to  the  action  of  all  the 
muscles  which  can  be  investigated  by  his  method,  and  establishes 
numerous  conclusions  applicable  to  pathology.  A  valuable 
series  of  electrodiagnostic  observations  came  next,  especially 
concerning  peripheral  traumatic  paralyses,  infantile  paralysis, 
progressive  muscular  atrophy,  partial  muscular  paralyses,  &c. 
These,  with  his  therapeutical  contributions,  were  collected  in 
his  great  work  '  De  I'Electrisation  Localisee,'  the  first  edition  of 
which  appeared  in  1855.  In  the  course  of  time  he  extended 
his  therapeutical  enquiries  into  other  subjects,  such  as  facial 
paralysis,  neuralgia,  anaesthesia,  surdo-mutism,  &c.  On  the 
other  hand,  Duchenne  did  not  conceal  his  conviction  that  the 
faradic  current  was  of  no  great  avail  in  diseases  of  the  central 
nervous  system. 

Duchenne's  labours,  vitiated  as  they  were  to  some  extent 
by  physical  errors  and  therapeutical  illusions,  were  received  very 
warmly  by  the  medical  profession,  not  only  in  P'rance  but  also  in 
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Germany.  A  German  edition  of  his  book  was  prepared  by 
Erdmann  ;  M.  Meyer,  Baierlacher,  Althaus,  Schulz  and  others 
were  stimulated  by  his  influence,  and  brought  out  in  quick  suc- 
cession a  number  of  excellent  contributions. 

The  method  of  Duchenne,  though  empirical  in  its  origin, 
was  generally  accepted,  and  everywhere  found  adepts,  owing 
to  its  simplicity  and  practicability.  Duchenne  had  found  that 
muscles  could  be  excited  directly  as  well  as  indirectly  (that  is, 
from  the  nerves),  and  that  this  could  be  best  effected  at  one 
or  more  points  of  their  surface.  He  called  such  points  '  points 
d'election.'  E.  Eemak  showed  that  these  points  were  nothing 
but  the  points  of  entrance  of  the  motor  nerves  into  the 
muscles,  and  that,  as  a  rule,  it  is  better  to  excite  the  muscles 
through  their  motor  nerves  than  to  do  it  directly.  Thereupon 
arose  a  controversy,  not  very  edifying  in  itself,  but  which  never- 
theless contributed  not  a  little  towards  clearing  up  the  sub- 
ject and  establishing  the  principles  of  '  localised  faradisation.' 
Ziemssen  followed  up  Remak's  idea,  and  carefully  investigated 
the  '  motor  points '  both  on  the  living  and  the  dead  body.  He 
confirmed  the  statement  that  they  represented  points  where 
the  motor  nerves  (within,  or  on  the  edge  of,  muscles)  were 
situated  sufficiently  near  the  skin  to  be  reached  by  the  faradic 
current.  The  results  of  his  researches  were  published  in  his 
valuable  work  'Electricity  in  Medicine,'  the  later  editions  of 
which  contributed  greatly  to  the  progress  of  electrotherapeutics. 

Duchenne's  method  thus  became,  through  the  zealous 
efforts  of  numerous  investigators,  the  common  possession  of 
physicians,  who  applied  it  to  the  treatment  of  muscular  and 
paralytic  affections,  as  well  as  to  some  neuralgic  and  spasmodic 
diseases. 

From  about  this  same  period  (1850)  date  the  beginnings 
of  a  new  electrophysiological  era;  it  was  then  that  the  first 
enquiries  into  the  electrical  phenomena  of  living  nerve  and 
muscle,  and  into  the  effects  of  currents  upon  these  structures, 
were  published.  The  names  of  du  Bois  Reymond,  Eckhard, 
Pfliiger  are  sufficient  to  remind  you  of  the  facts  of  nerve  and 
muscle  current,  electrotonus,  the  law  of  contractions,  &c. 

A  fact  discovered  by  Eckhard,  and  which  was  ascribed  by 
him  to  the  'paralysing'  influence  of  the  galvanic  current  upon 
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nerve  and  muscle,  induced  R.  Remak  to  apply  this  current  to 
the  human  subject  (Dec.  1855).  A  large  number  of  preliminary 
physiological  experiments  led  him  to  make,  pn  June  22,  1856, 
his  first  therapeutical  experiment :  it  was  the  resolution  of  a 
contracture.  Its  result  was  surprising,  and  further  attempts 
in  the  same  and  other  directions  were  also  successful.  Thus 
the  first  step  was  made  towards  the  restoration  of  the  galvanic 
current  as  a  means  of  treatment,  and  with  it  the  present  epoch 
of  electrotherapeutics  was  entered  upon. 

With  restless  energy  Eemak  continued  his  experiments  upon 
a  vast  number  of  patients,  and  with  him  will  always  remain 
the  credit  of  having  established  the  therapeutical  application  of 
the  galvanic  current  upon  a  broad  and  imperishable  basis.  The 
first  complete  expose  of  his  results  appeared  in  1858  under  the 
title  '  G-alvanotherapie  der  Nerven-  und  Muskelkrankheiten.' 
The  book  contains  full  historical  notices,  accounts  of  his 
physiological  and  therapeutical  experiments,  and  more  especially 
a  description  of  what  he  calls  the  '  catalytical '  effects  of  the 
current.  The  action  of  electricity  in  inflammatory  and  similar 
processes  he  thought  to  be  its  most  promising  feature.  Its 
'  antiparalytic '  and  '  antispastic '  virtues  he  leaves  somewhat 
in  the  shade. 

This  work,  the  result  of  innumerable  and  painstaking 
observations,  is  rich  in  interesting  facts  and  details  ;  but,  though 
opening  up  a  wide  horizon  for  the  usefulness  of  the  galvanic 
current,  it  was  looked  upon  with  a  strange  reserve  by  the 
medical  profession.  The  considerable  reputation  acquired  by  its 
author  through  important  researches  in  other  fields  of  medical 
knowledge  did  not  protect  him  from  a  cold  reception  here  ;  his 
results  in  the  field  of  electrotherapeutics  were  held  in  but  very 
low  esteem.  It  is  true  that  several  circumstances  stood  in  his 
way,  such  as  the  somewhat  excessive  enthusiasm  into  which  he 
was  betrayed  by  his  brilliant  results,  the  apparent  unlikelihood 
of  some  of  his  statements,  the  boldness  of  his  physiological 
explanations  and  of  his  diagnostic  and  therapeutic  hypotheses. 

Remak  continued  to  devote  himself  zealously  to  the  study 
of  galvanotherapeutics,  but  it  is  to  be  regretted  that  he  pub- 
lished nothing  further  except  a  few  short  papers  and  communi- 
cations.   In  1864  he  gave  lectures  in  Paris,  which  appeared  in 
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the  French  language  ;  they  contain  in  a  fragmentary  form  the 
most  important  views,  as  well  as  the  germs  of  many  new  facts 
and  ideas.  Eemak  was  prematurely  taken  away  from  science 
in  1865.  It  was  not  granted  to  him  to  enjoy  the  full  recogni- 
tion of  his  work,  though  during  the  last  few  years  he  witnessed 
some  of  his  results  confirmed  by  other  observers,  and  saw  the 
prejudices  which  had  opposed  him  gradually  melting  away. 
Nor  was  this  a  rapid  process.  At  first  there  were  but  few  electro- 
therapeutists  (Baierlacher,  M.  Meyer,  Erdmann,  Schulz)  who 
displayed  a  sort  of  mistrustful  interest  in  Eemak's  work,  and 
made  some  experiments  of  their  own  in  the  same  direction. 
Benedikt,  of  Vienna,  starting  from  Eemak's  position,  occupied 
himself  more  extensively  with  the  applications  of  the  galvanic 
current ;  his  first  papers  appeared  in  1861-62.  Later  he  col- 
lected his  materials  into  a  larger  work, '  Elektrotherapie '  (1868), 
much  of  which,  however,  is  devoted  to  neuropathology.  The 
book  attracted  many  readers  by  its  richness  in  interesting  facts, 
its  novel  views  and  ingenious  hypotheses ;  but  the  numerous 
errors  and  contradictions,. the  premature  statements  and  other 
shortcomings  in  which  it  abounded  exposed  it  to  very  severe  and 
not  undeserved  criticisms.  Still  it  was  not  without  a  certain 
influence  upon  the  development  of  electrotherapeutics. 

At  the  same  time  a  physician  of  St.  Petersburg,  named 
Brenner,  was  investigating  the  therapeutical  applications  of  the 
galvanic  current  in  a  thoroughly  independent  and  original 
manner.  His  publications  are  distinguished  by  the  accuracy  and 
fi.delity  of  their  observations,  the  precision  of  the  conclusions 
reached,  and  the  importance  of  their  results  as  bearing  upon 
medical  practice.  In  1862  Brenner  published  a  paper  in  which 
he  defined  the  '  polar '  method  of  investigation  and  treatment, 
and  opposed  it  to  the  'directional '  method  of  Eemak,  Benedikt, 
and  others.  The  polar  method  proved  to  be  based  upon  sound 
physical  and  physiological  principles,  and  its  promulgation  was 
the  signal  of  fresh  progress  in  electrotherapeutics.  The  physio- 
logical basis  of  the  method  had,  it  is  true,  been  ah-eady  laid  down 
in  the  writings  of  Baierlacher  and  Chauveau.  The  former  had 
even  applied  the  method  of  unipolar  stimulation  to  the  human 
subject,  and  characterised  it  with  the  utmost  clearness ;  but 
Brenner  was  the  first  to  recognise  its  necessity  for  diagnostic 
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and  therapeutical  purposes.  In  1868-69  appeared  his  larger 
work,  containing  the  result  of  his  masterly  and  successful  labours 
in  this  field,  a  work  which  ranks  among  the  most  valuable  con- 
tributions to  our  literature  and  is  a  model  as  a  record  of  accurate 
observations  and  an  instance  of  the  scientific  application  of  facts. 

What  has  contributed  most  to  the  repute,  and  even  to  the 
over-estimation  of  the  galvanic  current,  was  perhaps  the  pheno- 
mena observed  in  certain  peripheral  paralyses.  We  mean  the 
facts  of  the  '  reaction  of  degeneration,'  with  which  you  will 
become  acquainted  later  on,  and  which  attracted  universal 
attention  when  first  described  by  Baierlacher  (1859),  Schulz, 
Brenner,  Von  Griinewaldt,  Neumann,  M.  Meyer,  and  others. 
The  progress  made  upon  this  subject,  and  the  recognition  of  the 
galvanic  current  by  Ziemssen  in  the  third  edition  of  his  work, 
wakened  general  interest  and  stimulated  the  efforts  of  numerous 
observers  in  the  direction  of  experiment  and  therapeutics. 

And  so,  since  the  year  1865  to  the  present  time,  a  number 
of  zealous  disciples  have  arisen  who  have  laboured  to  strengthen 
and  add  to  the  structural  edifice  of  electrotherapeutics.  My 
own  connection  with  the  subject  began  in  1865.  Hitzig,  Eulen- 
burg,  Seeligmiiller,  Burckhardt,  Filehne,  Berger,  Bernhardt,  E. 
Eemak,  Fischer,  belong  to  the  same  period.  From  1867  to  1876 
there  appeared  a  large  number  of  volumes  of  more  or  less  con- 
siderable size,  some  new,  some  expanded  editions  of  former 
works  (Meyer,  Benedikt,  Erdmann,  Eosenthal,  &c.)  ;  as  well  as 
of  various  papers  (Erb,  Seeligmiiller,  Barwinkel,  &c.),  and 
special  enquiries  tending  to  widen  the  domain  of  electrothera- 
peutics in  every  direction.  I  can  only  mention  the  latter, 
arranging  them  in  appropriate  groups. 

We  must  first  take  the  preparatory  physical  contributions, 
which  threw  light  upon  the  possibility  of  reaching  various 
parts  of  the  body,  especially  the  brain  and  the  cord,  which  was 
then  doubted  (Erb,  1867;  Burckhardt,  1870;  Ziemssen,  1872; 
Charcot,  1882).  Next  appeared  contributions  giving  valuable 
information  as  to  the  direction  and  diffusion  of  derived  currents 
in  the  body,  with  varying  positions  of  the  electrodes  (Helmholtz 
and  Erb,  1867  ;  Burckhardt,  1870;  Filehne,  1870  ;  Ziemssen, 
1872);  whilst  others  threw  light  upon  the  resistance  of  the 
human  body  and  its  modifications  (Vigouroux,  1881  ;  Estorc, 
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1882  ;  Gartner,  1882  ;  Jolly,  1884).  Under  the  same  heading 
we  may  mention  the  introduction  of  appropriate  apparatus  and 
accessories  into  the  electrotherapeutical  technique  (commutator, 
rheostat,  galvanometer)  ;  the  improvement  of  batteries,  espe- 
cially of  a  portable  and  yet  effective  description.  Considerable 
progress  had  been  made  since  the  time  when  Eemak  was 
obliged  to  take  to  pieces  and  clean  daily  his  batteries  of 
Daniell's  elements. 

Physiological  experiments  on  the  living  man  were  pursued 
with  much  zeal,  with  a  view  to  confirming  the  results  obtained 
in  animals  and  establishing  their  value  from  a  diagnostic  and 
pathological  point  of  view.  The  law  of  contractions  especially 
was  investigated  in  connection  with  several  nerves  of  the  human 
body,  and  the  results  were  found  to  agree  in  the  main  with 
Pfliiger's  law  (Baierlacher,  1859 ;  Brenner,  1862  and  1869  ; 
Ziemssen,  1866  and  1872  ;  Erb,  1867  ;  Benedikt,  1870;  Filehne, 
1870;  Burckhardt,  1875  ;  Eumpf,  1878). 

The  phenomena  of  electrotonus  were  likewise  closely  studied, 
and,  after  many  difficulties,  found  to  correspond  in  the  living 
man  with  the  data  of  physiologists  (Eulenburg,  1867  ;  Erb, 
1867  ;  Samt,1868;  Briickner,  1868  ;  Eunge,  1870;  E.  Eemak, 
1876  ;  Waller  and  de  Watteville,  1882). 

The  cervical  sympathetic  was  the  subject  of  predilection  with 
many  experimenters,  who  attributed  a  great  curative  virtue  to 
its  galvanisation,  but  whose  physiological  explanations  were 
very  unhappy  (Gerhardt,  1864;  Benedikt,  1867;  Eulenburg 
and  Schmidt,  1868  ;  Meyer,  1868,  1870;  Flies,  1868;  Beard 
and  Eockwell,  1870  ;  Otto,  1873  ;  G.  Fischer,  1875-77). 

The  effects  of  the  galvanic  current  on  the  organs  of  sense 
were  also  studied,  and  not  without  important  practical  results. 
Thus  the  galvanic  reactions  of  the  retina  and  optic  nerve  were 
investigated  by  Brenner  (1868),  who  started  from  the  results  of 
Eitter,  Purkinje,  Helmholtz,  &c.  Brenner  also  in  his  great 
work  treated  exhaustively  of  the  galvanic  reactions  of  the 
acoustic  nerve  (Brenner,  1868  ;  Hagen,  1869  ;  Eulenburg,  1869  ; 
Erb,  1869-71  ;  Neftel,  1871,  &c.) 

We  may  also  mention  the  experiments  with  the  galvanic 
current  on  the  bmin  (Brenner,  1868  ;  Hitzig,  1870,  and  others) 
and  those  on  the  production  of  heat  in  muscle  (Ziemssen,  1836  ; 
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Althaus,  1868),  not  to  speak  of  various  other  smaller  contribu- 
tions. The  appropriate  methods  of  investigation  of  physiological 
and  pathological  excitability  were  at  the  same  time  undergoing 
development.  The  polar  method  became  the  subject  of  much 
discussion  (Brenner,  1862-69  ;  Erb,  1867,  1872  ;  Filehne,  1870  ; 
Burckhardt,  1870;  Hitzig,  1873),  and  a  better  method  for  the 
quantitative  estimation  of  excitability  was  elaborated  (Erb, 
1873  ;  E.  Kemak,  1876). 

The  pathological  changes  of  excitability  were  more  exactly 
and  thoroughly  examined,  and  electrodiagnosis  thereby  placed 
on  a  firmer  footing.  The  theoretical  importance  and  practical 
bearing  of  the  phenomena  included  under  the  name  of  '  reaction 
of  degeneration '  are  now  universally  recognised.  Though  cer- 
tain facts  connected  with  it  had  been  previously  observed  in  some 
forms  of  paralysis  (Baierlacher,  1859;  Schulz,  1860;  Brenner, 
Griinewaldt,1862;  Neumann,  1864;  Eulenburg,Ziemssen,  1866; 
Erb,  1867,  &c.),  the  reaction  of  degeneration  was  first  made  the 
subject  of  experimental  researches  by  myself  (1867-68) ;  and 
the  results  so  obtained  were  important.  Ziemssen  and  Weiss 
almost  contemporaneously  (1868)  confirmed  these  conclusions, 
which  have  since  proved  to  be  of  the  highest  import  for  diag- 
nosis and  prognosis  (Brenner,  1868;  Eulenburg,  1867  1868- 
Erb,  1874,  1876,  1878;  Bernhardt,  1874,  1879;  E.  Eemak,' 
1875,  1879;  Goldschmidt,  1877;  Leegaard,  1880;  and  many 
others). 

Methods  for  testing  the  sensibility  of  the  skin  have  been 
described  by  Leyden,  Bernhardt,  Erb  and  Drosdoff,  Tschiriew 
and  de  Watteville,  Mobius,  whilst  Brenner  (1868)  established 
the  pathological  changes  in  the  acoustic  reactions  in  all  their 
theoretical  and  practical  bearings.  Later  observers  have  been 
able  only  to  confirm  his  results  (Hagen,  1869  ;  Erb,  1868-71  ; 
Eulenburg,  1872  ;  Hedinger,  1870,  &c.) 

As  was  to  be  expected  the  curative  effects  of  the  current  were 
not  neglected  during  the  same  period  of  electrotherapeutical 
activity.  The  first  task  was  to  find  out  how  far  the  expectations 
raised  by  Remak's  writings  were  borne  out  by  experience. 
New  conquests  could  scarcely  be  expected ;  the  necessity  was 
rather  to  impose  a  limit  and  subject  Remak's  assertions  to  a 
severe  control.    Innumerable  facts  have  been  collected;  the 
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current  has  proved  useful  in  many  forms  of  nervous,  muscular, 
and  articular  affections.  Even  in  psychiatry  it  has  made  some 
way  in  the  hands  of  Benedikt,  1870  ;  Arndt,  1870-77 ;  Tigges, 
1873  and  1883. 

It  is  unfortunate  that  no  theory  concerning  the  therapeutical 
influence  of  the  current  can  be  entertained  as  yet.  All  efforts  and 
discussions  to  that  effect  have  hitherto  failed  to  yield  satisfac- 
tory results  (Eemak,  1858  ;  Brenner,  1862-69  ;  Benedikt, 
1867-74;  Erb,  1872  ;  Hoist,  1872  ;  Hitzig,  1873  ;  C.  W. 
Miiller,  1885).  All  attempts  to  reduce  the  action  of  the  current 
to  the  still  obscure  physiological  effects  (exciting  and  modifying 
influences,  electrotonus,  electrolysis,  &c.)  have  ended  in  failures. 
Nor  has  the  once  general  tendency  to  give  the  vasomotor 
changes  (e.g.  through  '  galvanisation  of  the  sympathetic ')  an 
important  place  among  its  effects  promoted  in  any  way  scien- 
tific knowledge. 

We  are  always  brought  back  to  the  so  called  '  catalytical ' 
effects  of  Eemak,  which  shall  be  considered  more  fully  later  on, 
though  we  cannot  be  said  to  possess  a  clear  conception  of  what 
is  included  under  this  term.  Thus  to  the  present  time  we 
are  still  in  the  empirical  stage  with  regard  to  electrothera- 
peutics proper.  Guided  by  physiological  knowledge  and  past 
experience,  we  are  competent  to  collect  facts  by  means  of 
scientific  methods  ;  but  in  their  interpretation  we  must  proceed 
with  the  utmost  caution. 

Whilst  in  Grermany  the  greatest  activity  prevailed,  electro- 
therapeutics was  not  cultivated  with  much  vigour  abroad.  In 
France  great  obstacles  stood  in  the  way  of  the  galvanic  ciurent, 
owing  to  the  influence  of  Duchenne,  who  remained  until  the 
end  faithful  to  faradism;  even  now  it  cannot  be  said  to  be 
thoroughly  understood  and  accepted  by  the  majority  of  the 
profession.  After  the  work  of  Tripier  (1861)  came  that  of 
Legros  and  Onimus  (1872),  which  has  merits,  though  the 
standpoint  taken  by  the  authors  with  reference  to  physiological 
and  pathological  investigations  does  not  appear  to  us  quite 
correct.  More  recently  a  volume  by  Teissier  (1878)  has 
appeared,  which  is  calculated  to  give  to  the  French  reader  an 
idea  of  the  results  reached  in  Germany  by  scientific  electro- 
therapeutical  investigators ;  and  Estorc's  work  on  diagnosis  rests 
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upon  the  same  basis.  Static  electricity  has,  under  the  auspices 
of  Charcot,  once  more  awakened  the  interest  of  numerous  ob- 
servers both  in  France  and  elsewhere  (Vigouroux,  Stein,  Erlen- 
meyer,  Mobius,  Hoist,  Beard,  and  others). 

In  England  still  a  longer  time  elapsed  before  a  general  in- 
terest was  taken  in  the  subject,  and  even  now  there  are  but 
few  special  labourers  in  the  field.  Althaus's  book  (1859-70) 
was  for  a  long  time  the  only  one  worth  mentioning.  More 
lately  contributions  have  appeared  by  Eussell  Eeynolds  and 
Vivian  Poore  and  others,  as  well  as  an  excellent  little  book  by 
de  Watteville,  the  second  edition  of  which  contains  a  very 
clear  exposition  of  electrophysics  and  electrodiagnosis.  A 
^volume  by  Hughes  Bennett,  which  treats  of  the  latter  subject, 
deserves  mentioning,  as  well  as  the  excellent  electrophysio- 
logical labours  of  Waller  and  de  Watteville. 

In  America  a  greater  activity  has  prevailed,  and  a  fair 
number  of  physicians  have  taken  up  medical  electricity. 
Several  useful  papers  have  been  published  by  Neftel ;  Beard  and 
Eockwell  (1871)  have  written  a  large  manual,  containing  much 
practical  and  original  matter,  among  which  we  may  men  tion  the 
method  of  '  general  faradisation  '  and  '  central  galvanisation.' 

In  Italy,  where  the  French  influence  prevailed,  the  faradic 
current  has  been  extensively  used,  though  the  rather  volu- 
minous Italian  literature  has  not  been  put  much  in  requisition 
by  foreign  writers.  Lately,  however,  the  galvanic  current  has 
been  brought  to  the  front  (Namias,  Fubini,  PI.  Schivardi,  Ottoni, 
Eodolfi,  Ciniselli,  Brunelli,  Vizioli,  &c.)  in  that  country. 

It  is  evident  from  this  survey  that  the  new  electro- 
therapeutics, which  has  already  grown  to  be  a  considerable 
branch  of  medical  knowledge,  has  been  promoted  mainly  by 
German  work  and  perseverance.  May  an  increasing  number 
of  energetic  young  workers  devote  themselves  to  this  field  of 
labour,  for  there  still  stands  an  ample  harvest  to  be  gathered 
therein. 
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LECTURE  II. 

e  Different  Kinds  of  Current— Contact  or  Chemical  Electricity— Galvanic 
Current  and  Cell— Induction  Electricity— Faradic  Currents— Usual  Appa- 
ratus and  Accessories— Coils  and  Batteries. 


Gentlemen,— I  am  sure  I  may  take  it  for  granted  that  you  are 
familiar  with  the  physical  theory  of  electricity  in  all  its  chief 
points.    Such  a  knowledge  forms  the  only  reliable  basis  for  a 
rational  and  successful  application  of  the  current  to  thera- 
peutics and  diagnostics.    I  cannot,  therefore,  too  strongly  urge 
you  to  spare  no  efforts  in  gaining  a  thorough  mastery  of  the 
prmciples  of  electrical  science,  so  far  at  least  as  they  are 
involved  in  our  special  branch  of  the  subject.    You  cannot 
become  competent  electrotherapeutists  until  you  have  done 
so  ;  and  you  will  find  your  work  materially  facilitated  by  a 
mastery  of  the  short  and  excellent  works  of  J.  Rosenthal,  Fick, 
Zech,  V.  Beetz,  and  de  Watte ville. 

I  cannot,  however,  avoid  giving  you  a  short  account  of  the 
tacts  involved  in  what  is  to  follow;  but  it  will  be  a  mere 
sketch  which  you  will  have  to  fill  in  for  yourselves. 

Electricity  appears  to  be  differently  modified  according  to 
Its  mode  of  generation  and  the  arrangement  of  the  apparatus 
used  for  its  production.  For  therapeutical  purposes  we  employ 
dynamic  electricity  or  the  electrical  current  almost  exclusively 
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Many  attempts  have  been  made,  and  at  various  periods, 
to  utilise  frictional  or  static  electricity  in  therapeutics;  but 
they  have — even  those  most  recently  made  in  Paris — not 
had  such  results  as  to  secure  for  static  electricity  a  certain 
position  in  this  connection.  We  need  not,  therefore,  speak 
of  this  form  of  electricity,  which,  moreover,  obeys  the  same 
fundamental  laws  which  govern  the  other  form. 

Electrical  currents  may  be  generated  by  various  contri- 
vances. For  our  purpose  we  use  chiefly  those  originating  in 
(1)  the  contact  of  two  metals  and  the  chemical  action  between 
them  (galvanic,  constant,  or  battery  currents),  (2)  in  the 
induction  between  two  wires  (faradic,  interrupted,  or  induced 
currents).  Currents  produced  by  the  powerful  dynamo-electric 
machines  used  in  electric  lighting  and  the  like  need  not  be 
mentioned  here,  though  they  may  eventually  become  adapted 
to  the  requirements  of  electrotherapeutics. 

Galvanism. — The  simplest  construction  for  the  generation 
of  a  '  constant '  current  (we  need  not  here  allude  to  the  contro- 
verted points  concerning  the  theory  of  galvanic  electricity)  is 
as  follows :  If  you  place  two  different  metals  (copper  and  zinc, 
or  also  carbon  and  a  metal,  such  as  zinc)  in  the  shape  of  two 
parallel  rods  or  plates  in  a  liquid  (a  salt  solution  or  dilute 
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acid),  the  contact  of  these  metals  with  the  liquid  produces  a 
division  of  the  electricity  in  the  metals  (fig.  1),  in  such  a  way 
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that  all  the  positive  electricity  accumulates  in  one  of  the 
metals,  all  the  negative  in  the  other,  with  a  certain  difference  of 
potential  (so  called  '  tension ').  This  difference  varies  accord- 
ing to  the  metals  and  liquid  used.  Hence  metals  may  be 
arranged  in  such  an  order  as  to  form  a  series  in  which  the  metal 
standing  at  one  end  is  most  positive  when  in  contact  with  a 
given  liquid,  and  the  one  standing  at  the  other  end  is  most 
negative  under  the  same  circumstances. 

The  simple  combination  of  two  metals  in  a  liquid  is  called 
an  ofen  cell  or  circuit.  If  you  connect  the  free  ends  of  the 
metals  together  by  means  of  a  conductor,  such  as  a  metallic 
wire,  so  as  to  effect  a  closure  of  the  circuit  (comprising  the 
liquid,  the  metals,  and  the  wire),  the  difference  of  potential 
between  the  two  metals  tends  to  become  equalised.  The 
electricity  flows  from  the  one  to  the  other ;  we  have  a  closed 
cell  or  circuit,  in  which  a  current  moves. 

This  equalisation  does  not,  however,  become  absolute  witk 
the  closure  of  the  circuit;  for  there  occurs  a  persistent 
redistribution  of  electricity,  owing  to  the  chemical  action  that 
occurs  at  the  point  of  contact  of  the  metals  with  the  liquid. 
Tenolon  is  ever  renewed  as  long  as  there  is  metal  and  liquid 
left,  which  gives  rise  to  a  continuous  flow  of  electricity  in  the 
circuit. 

The  property  of  keeping  up  a  certain  difference  of  potential 
is  called  the  electromotive  force  of  the  galvanic  couple.  Its 
degree  depends  solely  upon  the  quality  of  the  metals  and 
liquid  used.  The  greater  the  difference  of  potential  between 
the  two  metals,  the  greater  the  quantity  of  electricity  set  free, 
and,  cceteris  paribus,  the  stronger  the  current  generated. 

If  you  connect  together  several  such  simple  cells  or 
elements  so  that  one  metal  of  the  one  be  attached  to  the  other 
metal  of  the  other  (fig.  3)  the  tensions  existing  in  each  are 
added,  and  the  sum  total  of  all  act  at  the  two  ends  of  such  a 
battery.  The  current  passing  through  the  wire  connecting  the 
two  extremities,  positive  and  negative  respectively,  of  the 
battery  is  correspondingly  stronger.  This  method  of  connect- 
ing the  single  cells  together  is  called  'arrangement  in 
series.  In  electrotherapeutics  we  always  use  this  arrange- 
ment for  all  applications  to  the  surface  of  the  body  (our 
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reasons  for  doing  so  will  be  given  further  on);  the  elements, 
connected  in  series,  are  made  into  batteries  of  variable  numbers 


Fig.  3. — Three  cells  conuected  in  sfiries  to  form  a  battei'y.   The  arrows  show  the 
durectiou  of  the  current. 

according  to  our  needs.  In  what  follows  it  will  always  be 
implied  that  the  cells  are  arranged  in  such  series. 

The  external  part  of  the  circuit  of  a  battery  is  formed  by 
the  conductor  connecting  the  first  and  last  cell.  The  current 
which  flows  through  it  has  a  definite  strength  and  direction, 
and  naturally  travels  within  the  battery  in  a  direction  opposed 
to  that  it  has  externally— namely,  from  zinc  to  carbon  inside  the 
cells,  from  carbon  to  zinc  outside.  The  end  of  the  battery  from 
which  the  current  emerges  to  enter  the  external  conductor  is 
called  positive  pole,  or  cmode ;  the  other  end  at  which  it  enters 
the  battery  again,  negative  pole,  or  kathode. 

Let  us  now  divide  the  wire  which  we  may  suppose  to  be  con- 
necting the  two  poles  of  the  battery  and  fix  its  free  extremities 
to  any  conducting  body  {a,  fig.  4).  The  current  will  pass 
through  this  body  also,  according  to  the  laws  which  govern  its 
manifestations.  This  is  what  happens  when  the  body,  or  a  part 
of  it,  is  intercalated  into  the  circuit.  The  point  of  entrance  and 
exit  of  the  current,  and  its  diflfusion  in  the  body,  depend  upon 
the  points  where  we  apply  the  two  extremities  of  the  wire, 
the  resistance  of  the  body,  &c.  All  these  conditions  are  sub- 
jected to  laws  of  whicli  we  shall  presently  speak.  We  also  call 
positive  pole,  or  anode,  the  portion  of  the  external  circuit  which 
brings  the  current  to  the  body,  and  negative  pole,  or  kathode, 
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the  portion  through  which  it  leaves  the  body.  The  actual 
instruments  which  are  used  to  effect  contact  between  the  body 


Fl(i.  4. — Diagram  showing  the  human  body,  a,  iiiti-oilncocl  iato  the  circuit. 

and  the  poles  are  called  electrodes ;  they  vary  much  in  form, 
according  to  the  special  requirements  of  every  ease. 

Electrotherapeutics  consists  simply  in  placing  the  human 
body — usually  a  part  of  it  only — into  the  external  circuit 
of  an  electrical  current ;  in  other  words,  in  submitting  it  to  a 
cxuTent  brouglit  to  it  through  the  electrodes,  and  of  variable 
strength  and  duration,  with  or  without  interrux3tions  or  other 
changes.  You  see  what  an  endless  variety  there  must  be  in 
the  methods  of  application.  The  art  of  the  electrotherapeutist 
consists  in  choosing  the  proper  mode  of  applying  the  current 
in  each  individual  instance  ;  a  clear  conception  of  the  physical 
conditions  of  the  process  must  obviously  be  of  primary  im- 
portance in  these  electrical  maniptilations. 

The  chief  condition  to  be  fulfilled  by  a  galvanic  battery  for 
electrotherapeutical  purposes  is,  therefore,  that  it  shall  yield 
currents  of  sufficient  strength,  durability,  and  uniformity  through 
the  human  body,  such  as  can  be  readily  conveyed  to  it  by 


24 


ELECm  0  THE  RAPE  UTICS. 


means  of  appropriate  electrodes.  We  shall  presently  consider 
the  accessory  apparatus  required  for  medical  uses. 

Faradism. — Under  this  name  we  may  consider  together 
induction  currents  furnished  either  by  magnets  or  galvanic 
currents,  since  both  kinds  are  essentially  of  the  same  nature. 

Cm-rents  may  be  produced  by  the  action  of  magnets  upon  a 
closed  conducting  circuit  (such  as  a  spiral  or  coil  of  wire  of 
which  the  ends  are  conuected  together)  by  suddenly  bringing 
near  or  removiug  a  bar  magnet  from  it.  At  both  events  currents 
are  generated,  of  opposite  directions  to  one  another.  These 
currents  are  the  stronger  the  more  powerful  the  magnet,  the 
more  rapid  the  movement,  the  more  numerous  the  turns  of 
wire  in  the  coil.  If  the  human  body  be  intercalated  between 
both  ends  of  the  spiral,  the  currents  flow  through  it  and  may 
thus  be  utilised  for  physiological  or  therapeutical  purposes. 
The  construction  of  the  so  called  magneto-electric  or  rotary 
apparatus  rests  upon  this  principle;  a  rotating  horse-shoe 
magnet  is  rapidly  brought  near  to  and  removed  from  a  spiral, 
whereby  numerous  currents,  in  rapid  succession  and  alternately 
opposite  directions,  are  generated.  Their  action  in  the  organism 
is  very  marked.  We  need  lose  no  time  by  going  more  deeply 
into  the  structural  details  of  these  apparatus,  the  use  of  which 
has  for  a  long  time  been  given  up  in  medicine,  their  place 
having  been  taken  by  the  more  convenient  galvano-electric 
induction  apparatus. 

Galvanic  currents  are,  through  their  inductive  property, 
a  ready  means  of  producing  currents  similar  to  those  just 
described.  If,  instead  of  a  magnet,  you  bring  quickly  in  the 
neighbourhood  of  another  closed  spiral  a  spiral  of  wire  in 
which  a  galvanic  current  flows,  a  current  is  generated  in  the 
latter  of  opposite  direction  to  the  galvanic  current.  If  now 
you  quickly  remove  the  inducing  spiral,  another  current,  in 
the  same  direction  as  the  galvanic  current,  is  generated  in  the 
other  spiral.  Exactly  the  same  effect  is  produced  if  the  two 
spirals  remain  at  the  same  distance  from  one  another,  and  a 
galvanic  current  is  suddenly  sent  through  the  one  (the 
primary  coil)— in  other  words,  brought  near  from  an  infinite 
distance.  An  induced  current  is  then  generated  in  the  other  or 
secondary  coil.  A  similar  phenomenon  occurs  when  the  galvanic 
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current  is  broken,  i.e.  removed  to  an  infinite  distance.  We 
may  then,  by  suddenly  closing  and  opening  the  circuit  in  the 
primary  coil,  obtain  induction  currents  in  the  secondary,  flowing 
in  the  first  case  in  the  opposite  direction  to,  in  the  second  in 
the  same  direction  as  the  inducing  current.  These  induced 
currents  are  the  stronger  the  stronger  is  the  primitive  current, 
the  greater  the  number  of  turns  in  the  two  coils,  and  the  nearer 
the  two  coils  stand  to  one  another— strongest  therefore  when 
the  one  is  com]Dletely  included  within  the  other. 

When  the  makes  and  breaks,  i.e.  closures  and  openings,  of 
the  current  in  the  primary  coil  succeed  one  another  with  great 
rapidity,  we  obtain  in  the  secondary  spiral  a  continuous  succession 
of  currents,  of  alternately  opposite  directions.  Such  currents, 
produced  by  galvanic  induction,  are  now  generally  called 
faradic  in  electrotherapeutics.  If  you  include  the  human 
body  in  the  circuit  of  the  secondary  spiral,  they  circulate 
through  the  tissues  and  there  display  their  physiological 
properties.  All  such  currents  have  an  extraordinarily  short 
duration  ;  they  are  almost  instantaneous. 

Numerous  forms  of  induction  apparatus  have  been  devised ; 
in  the  ordinary  kind  the  currents  induced  by  the  makes  and 
breaks  in  the  primary  circuit  are  of  unequal  strength.  The  make 
induction  current,  generated  in  the  secondary  coil  by  the  closure 
of  the  inducing  current,  is  delayed  and  weakened  by  an  '  extra 
current '  induced  at  the  same  time  in  the  primary ;  whilst  at 
break  this  extra  current  cannot  circulate,  and  hence  cannot 
influence  the  break  secondary  current.  Every  make  secondary 
current  is  therefore  followed  by  a  stronger  break  secondary 
current.  The  difference  between  the  two  is  considerable,  as 
you  can  readily  find  out  for  yourselves  by  holding  the  electrodes 
of  the  secondary  spiral  and  producing  single  makes  and  breaks 
in  the  primary  circuit.  At  every  break  you  experience  a  lively 
shock,  at  every  make  a  very  weak  one  or  none  at  all.  By 
means  of  a  special  modification  in  the  apparatus  this  difference 
can  be  eliminated  (Helmholtz's  arrangement) ;  but  this  arrange- 
ment is  not  available  in  apparatus  intended  for  therapeutic 
uses. 

The  break  induction  current  has  thus  such  a  predominance 
in  its  effects  on  the  body  that  it  alone  need  be  considered  by 
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US ;  we  may  consistently  speak  of  it  as  alone  existing,  and 
determine  the  polarity  of  the  faradic  electrodes  by  reference  to 
its  direction.  By  anode  and  kathode  of  the  secondary  induction 
coil  we  mean  the  positive  and  negative  poles  of  the  break 
current,  though  from  a  theoretical  point  of  view  we  must  re- 
member that  each  electrode  is  successively  anode  and  kathode. 

The  effect  of  the  inducing  current  is  notably  increased 
when  combined  with  that  of  the  magnet.  If  a  bar  or  bundle 
of  rods  of  soft  iron  be  inserted  into  the  primary  coil  it  is 
magnetised  on  making  the  current,  demagnetised  on  breaking 
it ;  and  the  effect  of  this  magnet  (instantly  brought  near 
from  an  infinite  distance,  and  instantly  removed  to  an  infinite 
distance)  is  added  to  that  of  the  inducing  current.  Hence  you 
see  that  a  core  of  soft  iron  wires  is  included  within  the  primary 
coil  of  the  usual  induction  apparatus. 

All  such  apparatus  possess  a  contrivance  by  which  the  inter- 
ruptions (makes  and  breaks)  of  the  inducing  cm-rent — usually 
supplied  to  the  primary  coil  by  one  or  two  galvanic  elements 
—  are  carried  on  automatically.  A  spring  is  set  in  movement  by 
the  magnetisation  of  the  core,  and  its  vibration  rapidly  makes 
and  breaks  the  contact  through  which  the  inducing  current  flows. 
The  principle  of  this  mechanism,  which  renders  induction 
apparatus  automatic,  is  always  the  same  though  the  details 
of  construction  offer  many  variations  and  include  contrivances 
for  regulating  the  speed  of  interruption.  You  will  best  study 
these  details  by  examining  the  apparatus  themselves. 

I  must  mention  one  more  point  here — namely,  that  induction 
phenomena  occur  in  the  primary  coil  itself,  inasmuch  as  every 
turn  of  wire  acts  upon  all  the  others.  We  cannot  make  use  of 
the  currents  so  generated  when  the  primary  circuit  is  closed  ; 
but  on  opening  it  the  induction  current  may  readily  be  collected 
by  an  appropriate  arrangement,  and  applied  to  therapeutic 
purposes.  This  is  the  so  called  extra  current.  It  is  a  true 
induction  current,  though  generated  in  the  primary  coil,  and 
has  been  called  the  frimary  faradic  current,  in  opposition  to 
the  secondary  faradic  current,  or  cun-ent  generated  in  the 
secondary  coil.  Hence  the  fundamental  principle  of  induction 
apparatus  is  that  by  means  of  the  rapid  interruptions  of  a 
galvanic  current  flowing  through  the  primary  coil  induced 
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cuiTents  are  generated  in  both  secondary  and  primary  coils,  and 
these  may  be  sent  through  the  human  body  by  means  of  appro- 
priate arrangements.  Graduation  of  such  currents  is  effected 
in  various  ways,  such  as  by  pushing  the  coils  towards  or  from 
one  another,  by  moving  the  core  of  iron  wires  in  or  out,  &c. 
The  point  which  you  must  always  keep  clearly  before  your 
eyes  is  that  you  always  have  to  do  in  the  induction  currents 
with  a  large  number  of  successive  and  rapid  fluxes  of  instan- 
taneous dm-ation— very  different  from  the  uniform  and  equal 
flow  of  the  '  constant '  or  galvanic  current. 

Addressing  myself  now  to  the  usual  inductoriums  and 
batteries,  I  shall  give  you  a  short  account  of  their  principles 
rather  than  of  the  details  of  their  construction.  It  seems  to 
me  useless  to  enter  upon  a  description  of  all  or  even  a  few  of 
the  innumerable  and  more  or  less  practical  forms  now  in 
existence.  I  shall  rather  insist  upon  the  conditions  which  such 
apparatus  must  fulfil,  and  then  pass  to  a  fuller  account  of  the  in- 
dispensable accessory  apparatus  required  in  medical  applications. 

The  first  condition  required  from  an  induction  apparatus  is 
that  it  shall  have  large  enough  coils  to  yield  sufficiently- 
strong  currents,  and  that  the  length  and  thickness  of  the 
primary  and  secondary  wires  have  an  approximate  relation. 
Secondary  coils  of  very  fine  wire  always  appear  to  me  to  yield 
more  painful  currents.  Provision  must  be  made  for  the  ready 
use  of  either  the  primary  or  secondary  current  and  for  the 
adequate  graduation  of  both.  Finally,  the  automatic  inter- 
rupter must  act  regularly  and  at  the  required  rate ;  the 
galvanic  elements  must  have  sufficient  electromotive  force  and 
durability  to  furnish  the  necessary  current ;  and  the  primary- 
coil  must  have  a  sufficient  number  of  turns  of  wire  of  the- 
required  thickness. 

These.conditions  are  more  or  less  fulfilled  by  the  numerous 
apparatus  now  generally  in  use.  In  all  scientific  researches, 
and  in  medical  application  at  the  physician's  house,  the  best 
form  is  the  well-known  '  sledge '  of  Du  Bois-Keymond,  such  as  is 
commonly  met  with  in  physiological  laboratories.  This  form  of 
instrument  is  made  with  various  but  unimportant  modifications, 
and  is  supplied  with  a  scale  which  it  is  best  to  graduate  so  as 
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to  have  its  zero  at  the  point  where  the  two  coils  are  completely 
within  one  another. 

For  other  purposes,  especially  for  those  of  practice  out  of 
doors,  portable  apparatus  which  are  constructed  so  as  to  be 
readily  carried  about  are  the  best.  They  consist  of  a  box  con- 
taining the  galvanic  elements  as  weU  as  the  induction  appara- 
tus proper.  The  coils  are  placed  horizontally  or  vertically,  and 
are  provided  with  some  means  of  graduation,  and  not  un- 
frequently  with  a  scale  to  determine  the  graduation.  There  is 
no  lack  of  instruments  of  this  kind,  large  and  small,  more  or 
less  convenient.  Stohrer's  model  has  long  been  familiar  to 
electrotherapeutists.  Numerous  other  firms  supply  reliable 
machines  of  pretty  uniform  quality. 

The  zeal  of  instrument  makers  and  the  fancy  of  inventive 
physicians  have  brought  forth  innumerable  forms  of  very  small 
(so  called  pocket)  apparatus,  which  are  light,  handy,  applicable 
to  many  cases  in  practice,  but  are  of  no  use  for  more  accurate 
work,  such  as  diagnosis,  and  do  not  stand  the  wear  and  tear 
of  active  use.  The  pocket  apparatus  of  Graiffe,  Trouve,  and  others 
may  be  mentioned  as  typical  of  the  kind. 

The  cost  of  an  induction  apparatus  ranges  from  about  ll.  to 
\0l.,  according  to  its  size  and  completeness.  In  choosing  one 
it  is  advisable  to  be  guided  less  by  the  cheapness  than  by  the 
solidity  of  construction,  the  general  usefidness  and  durability 
of  the  instrument. 

For  the  purpose  of  galvanic  batteries  any  element  may  be 
used,  provided  it  is  well  constructed  and  in  good  working  order. 
The  choice  extends  from  the  older  Daniell's,  Grove's,  and 
Bunsen's  cells  to  the  more  recent  ones  of  Stohrer,  Siemens- 
Halske,  Muirhead,  Smee,  Gaiffe,  Leclanche,  &c.  But  in 
practice  it  is  found  that  cells  vary  greatly  in  their  relative 
applicability  to  our  wants  according  to  their  prime  cost  and 
working  cost  and  the  manipulations  required  to  handle,  charge, 
and  clean  them. 

I  must  not,  however,  fail  to  mention  one  point,  viz.  that 
absolute  constancy  is  by  no  means  a  necessary  requirement  for 
elements  used  in  ordinary  practice.  The  stress  laid  by  theore- 
tical electrotherapeutists  and  instrument  makers  upon  the 
importance  of  such  a  constancy  does  not  rest  upon  any  solid 
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grounds.  A  constancy  such  as  we  require  in  our  applications 
to  the  body,  of  three  to  five  or  ten  minutes  at  most,  is  secured 
by  the  use  even  of  the  most '  inconstant '  elements  ;  whilst,  on 
the  other  hand,  the  constancy  of  the  most  perfect  cells  is 
rendered  illusory  by  the  numerous  causes  of  variation  in  the 
current  strength  introduced  into  the  circuit  as  soon  as  the 
living  body  forms  a  part  of  it.  I  may  mention,  among  the 
latter,  increasing  permeation  and  conductivity  of  the  skin  with 
the  duration  of  the  current,  changes  of  resistance  with  changes 
of  temperature  of  the  media,  and  of  the  nature  and  quantity  of 
the  moistening  liquid  applied  to  the  electrodes  ;  polarisation  of 
the  electrodes  and  possibly  of  the  tissues  themselves,  &c.  The 
constancy  of  the  elements  is  of  importance  only  with  reference 
to  the  durability  and  reliability  of  the  battery  as  a  whole,  but 
is  by  no  means  an  absolute  necessity  for  short  and  intermittent 
periods  of  use  with  relatively  weak  currents,  and  may  be  more 
than  compensated  by  other  advantages  possessed  by '  inconstant ' 
elements. 

An  ordinary  medical  battery  should  be  of  moderate  cost  and 
easy  to  handle  and  keep  in  order ;  durability  of  cells,  facili- 
ties for  taking  out  the  cells  and  replacing  them,  convenience 
in  placing  into  circuit  rapidly  and  without  interruption  the 
required  number  of  cells,  are  other  desirable  characteristics  of 
such  an  instrument. 

During  the  last  few  years  great  improvements  have  been 
carried  out  in  this  direction  by  the  combined  efforts  of  elec- 
tricians and  physicians,  and  we  have  now  a  large  number  of 
batteries  made  up  of  various  elements  (Stohrer,  Leclanche, 
Siemens-Halske,  Graiflfe,  &c.)  which  leave  little  to  be  desired. 
A  choice  among  them  cannot  be  directed  by  any  absolute  prin- 
ciple :  there  is  no  battery  which  is  '  the  best '  of  all.  Habit 
and  taste  also  enter  into  account  in  the  formation  of  individual 
judgment  concerning  them. 

There  is  still  a  difficulty  which  has  not  been  overcome,  viz. 
the  construction  of  a  thoroughly  portable  battery  which  shall 
at  the  same  time  be  quite  reliable  and  durable.  Much  pro- 
gress, however,  has  already  been  made  in  this  direction,  and 
batteries  exist  which  are  portable  enough,  though  not  free  from 
inconveniences.    Notwithstanding  that,  as  we  shall  see  in  the 
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next  lecture,  cells  for  therapeutical  purposes  may  be  made  as 
small  as  we  wish,  and  yet  remain  capable  of  yielding  currents 
of  sufficient  strength  ;  still  there  are  practical  limits  to  this 
reduction  of  size,  due  to  the  perishability  of  such  small  cells 
and  to  the  necessity  of  frequently  rej)lenishing  them.  It  would 
be  interesting  to  try  whether  elements  of  the  same  size  but  of 
different  construction  and  elements  of  the  same  construction 
but  of  different  size  vary  in  their  physiological  and  therapeu- 
tical effects.  From  a  purely  physical  point  of  view  it  is  impos- 
sible that  it  should  be  so,  but  there  are  electrotherapeutists 
whose  opinion  and  reported  results  tend  to  such  a  belief. 

I  have  not  any  personal  experience  of  all  the  kinds  of  bat- 
teries made,  but  I  think  that  good  results  are  to  be  obtained 
from  the  use  of  any  with  the  manipulation  of  which  its  owner 
has  become  familiar.  I  still  prefer  for  the  requirements  of 
ordinary  practice  the  cell  made  popular  by  Stohrer  both  for  large 
and  for  portable  batteries,  with  its  recent  improvements  and 
imitations.  Large  batteries  for  the  hospital  and  consulting- 
room  may  be  composed  of  Leclanche  or  some  form  of  Daniell 
elements,  though  they  require  the  assistance  of  a  competent 
workman  for  recharge  or  repair. 


LECTUEE  III. 

Accessories —  Collector  —  Commutator  —  Galvanometer — Measurement  of  the 
Absolute  Current  Strength — Rheostat — Rheophores— Electrodes  and  their 
Vai-ious  Forms — Electrisation  Table — Phy  sical  and  Physiological  Deter- 
mination of  the  Poles. 

Gentlemen, — In  order  to  turn  to  advantage  the  cun-ent  gene- 
rators just  described  you  require  a  number  of  accessories.  They 
must  be  well  constructed  and  skilfully  handled  before  the  current 
can  be  conveniently  and  accurately  applied  in  diagnosis  and 
treatment.    Let  me  advert  briefly  to  these  apparatus. 

By  the  term  collector  is  meant  a  very  necessary  contriv- 
ance which  enables  us  to  throw  into,  and  take  out  of,  circuit  any 
number  of  cells,  preferably  without  interrupting  the  current 
when  once  made.    For  this  purpose  a  number  of  contact. studs. 
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corresponding  to  the  number  of  cells  in  the  batteries  and 
capable  of  being  brought  into  connection  with  the  wires  leading 
to  the  electrodes,  are  suitably  disposed.  The  mechanisms  by 
which  this  is  effected  are  numerous ;  there  may  be  springs 
of  contact  fixed  to  a  movable  sledge  or  to  a  revolving  switch, 
arranged  so  as  to  touch  the  next  stud  before  leaving  the 
previous  one ;  or  there  may  be  plugs,  two  in  number,  of  which 
the  one  is  fixed  to  the  next  stud  before  the  other  is  removed. 
The  most  complete  collector  is  one  which  allows  of  every  cell 
being  taken  singly  ;  this  is,  however,  often  possible  only  for  a 
small  number  of  elements,  and  larger  numbers  must  be  taken  by 
threes,  fives,  or  even  tens. 

A  very  important  accessory,  indispensable  for  all  except 
the  roughest  work,  is  the  commutator,  well  known  in  the 
physiological  laboratory.  It  consists  of  a  contrivance  intro- 
duced into  the  external  part  of  the  circuit  for  the  purpose  of 
reversing  the  direction  of  the  current  beyond  it.  It  may  be 
arranged  so  as  to  perform  simple  interruptions  of  the  current 
in  either  direction,  as  well  as  the  commutation  or  change  of 
direction  of  the  current.  A  form  of  it  (introduced  by  Siemens 
and  Halske,  improved  by  Brenner,  and  now  commonly  used  in 
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Fro.  5.--Dia!rram  representing  tlie  commutator  with  the  vulcanite  disk  (nioviib'o 
ny  means  of  the  Imndlc)  in  three  different  positions.  Contacts  1  and  2  connect  with 
tiie  battery  3  and  4  with  more  distant  points  in  the  circuit.  In  I.  the  anode  is  at 
i,  in  HI.  at  4,  and  tlie  current  is  therefore  reyersed  through  the  circuit.  In  II.  the 
circuit  IS  open.  •  "  . 

Germany)  is  represented  diagi'ammatically  in  fig.  5.  A  re- 
volving disk  of  vulcanite  has  two  .strips  of  metal  so  fixed  to  its 
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periphery  as  to  leave  a  gap  of  about  one  centimetre  between  their 
extremities.  Four  contacts  serve  to  connect  it  with  the  poles  of 
the  battery :  1  and  2  are  so  connected  (anode  + ,  kathode  —  ). 
The  electrodes  are  attached  to  3  and  4.  Each  strip  of  metal 
serves  to  connect  two  contacts,  one  of  each  pair.  Thus  in  fig. 
5,  No.  I.,  1  and  3  and  2  and  4  are  connected  with  one  another 
respectively ;  the  current  now  flows  from  1  to  3,  which  is  thus 
the  anode,  and  after  passing  through  the  external  circuit,  in- 
cluding the  human  body,  returns  through  4  to  2.  The  kathode 
is  4  and  the  current  flows  from  3  to  4. 

Give  a  quarter-turn  to  the  disk  with  the  handle  a,  so  as  to 
make  it  assume  position  III.  You  see  now  that  the  direction  of 
the  current  is  changed.  Contact  1  is  connected  with  contact  4, 
and  contact  2  with  contact  3 ;  4  has  become  the  anode,  3  the 
kathode  ;  the  cvurent  travels  through  the  body  from  4  to  3.  You 
have  effected  a  reversal  of  the  current,  a  commutation. 

If,  however,  you  give  the  handle  the  eighth  of  a  turn  only, 
so  as  to  place  it  as  in  II.,  two  of  the  contacts  touch  the  free  spaces 
between  the  extremities  of  the  metallic  strips ;  the  circuit  is 
opened.  You  can  then  at  wish  close  and  open  it  in  either 
direction  without  effecting  a  commutation.  You  can  make 
either  3  or  4  an  anode  or  a  kathode,  and  through  the  electrode 
attached  to  either  and  fixed  to  a  determined  point  of  the  body 
bring  that  point  under  the  influence  of  an  anode  or  a  kathode, 
producing  either  a  kathodic  closure  (make)  or  an  anodic  closure 
and  a  kathodic  opening  (break)  or  an  anodic  opening. 
You  can  likewise  reverse  the  current  and  effect  a  change 
from  kathode  to  anode  and  from  anode  to  kathode  at  that  same 
point. 

Brenner  has  modified  the  commutator  so  as  to  diminish  at 
wish  the  free  spaces  between  the  strips,  and  so  produce  very  rapid 
commutations,  which  is  advantageous  for  many  diagnostic 
purposes. 

The  commutator  is  indispensable  for  carrying  out  electrical 
examinations,  which,  as  we  shall  see  later  on,  require  repeated 
closures  and  openings  of  the  current  as  well  as  commutations. 
The  instrument  may  vary  in  plan  or  detail  of  construction, 
but  the  main  principles  are  the  same  in  all  kinds,  and  we  need  not 
say  more  about  them.    Commutators  which  do  not  permit 
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the  effecting  of  simple  makes  and  breaks  of  the  current  cannot 
be  of  any  use  for  electrodiagnostic  purposes,  unless  supplemented 
with  a  special  arrangement  for  interrupting. 

An  instrument  absolutely  necessary,  not  only  for  accurate 
investigations,  but  also  in  daily  practice,  is  a  good  galvanometer. 
Previously  galvanoscopes  were  used  only  to  show  whether  any 
current  at  all  was  passing ;  the  necessity,  however,  of  measuring 
ciirrents  in  diagnosis  and  treatment  is  becoming  daily  more  ap- 
parent and  the  galvanometer  is  adapted  to  that  purpose.  I  was 
the  first  to  insist  upon  the  fact  that  quantitative  estimations  of 
the  excitability  of  nerves  and  muscles,  to  electrical  currents,  can 
be  estimated  only  by  means  of  a  galvanometer  ;  the  mere  indi- 
cation of  the  number  of  cells  used,  or  of  the  units  of  resistance 
intercalated  in  the  circuit,  is  utterly  insufficient  and  erroneous. 
I  had  a  galvanometer  constructed  (with  a  vertical  needle  and 
on  the  same  principle  as  the  multiplier)  which  is  not  costly ;  it 
possesses  four  graduations  of  its  sensibility,  and  thus  allows  of 
measuring  widely  different  current  strengths,  which  is  a  great 
convenience  for  all  diagnostic  purposes.    This  instrument  met 
with  a  pretty  general  acceptance  in  Germany,  but  had  a  disad- 
vantage, viz.  that  the  numbers  given  by  each  galvanometer  are 
not  comparable  with  those  of  any  other  instrument,  even  if 
made  on  the  same  model.    The  deflections  vary  greatly  with  the 
sensitiveness  of  each  needle,  so  that  the  data  obtained  by  dif- 
ferent observers  cannot  be  directly  used  for  mutual  comparison. 
In  addition  to  this  the  deflections  are  approximately  propor- 
tional to  the  strength  of  current  only  when  small ;  beyond  a 
certain  point  they  increase  much  more  slowly  than  the  current 
required  to  produce  them. 

Efforts  have  lately  been  made  to  remove  these  deficiencies 
by  constructing  galvanometers  which  show  the  absolute  strength 
of  the  current.  Such  instruments  are  empirically  graduated  so 
as  to  indicate  this  strength  in  terms  of  an  accepted  unit,  so 
that  one  can,  at  a  direct  reading,  say,  This  is  a  current  of  6  or 
10,  or  20  or  25  units  of  strength.  Owing  to  the  diminishing 
influence  of  the  current  upon  the  needle  as  it  is  deflected  from 
the  vertical  plane  of  the  coil,  the  divisions  of  absolute  strength 
become  more  and  more  crowded  together.  The  milliweber, 
now  called  the  milliampere  (ma.),  is  the  unit  according  to  whicli 
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all  the  new  absolute  medical  galvanometers  are  being  gradu- 
ated, since  the  International  Congress  of  Electricians  of  1881 
recommended  its  adoption. 

The  ampere  is  the  unit  of  current  strength  in  the  new  system 
of  electrical  measurements.  It  represents  the  strength  of  a 
cui'rent  of  electricity  impelled  by  an  electromotive  force  of  one 
volt  through  the  resistance  of  one  ohm.  But,  as  it  is  much 
too  large  for  our  purposes,  its  thousandth  part  has  been  adopted 

as  unit :  one  ma.  is  equal  therefore  to  — ^       — . 

^  1000  ohms 

There  is  a  great  advantage  in  being  able  to  express  by  simple 
numbers  (5,  10,  20  milliamperes,  for  instance)  the  strength  of 
the  currents  used  in  testing  the  excitability  of  nerves;  to 
compare  the  results  of  others  with  our  own ;  to  control  exactly 
the  currents  used  in  treatment,  and  to  have  a  dosage  of  elec- 
tricity as  of  every  other  therapeutical  agent. 

The  matter,  however,  is  not  so  simple  as  it  may  appear ; 
there  are  many  difficulties  to  be  overcome  before  we  can  make 
full  use  of  these  advantages.    It  is  true  that  the  technical 
difficulties  met  in  the  construction  of  a  good  galvanometer  are 
nearly  overcome.    We  first  had  the  imperfect  instruments  of 
Graiffe  and  Stohrer ;  those  of  Edelmann  are  somewhat  too  deli- 
cate for  common  use.    The  ordinary  vertical  galvanometers  are 
too  much  exposed  to  the  disturbing  influence  of  the  earth's 
magnetism ;  but  Hirschmann  seems  finally  to  have  produced 
one  which  fulfils  most  of  the  desiderata,  since  it  is  free  from 
the  last-named  drawback,  for  it  does  not  require  to  be  placed 
vertically  to  the  magnetic  meridian  in  order  to  yield  accurate 
readings.    Miiller  asserts  this  instrument  to  be  perfect,  but  its 
oscillations  are  too  considerable  for  use  in  electrodiagnosis. 
Edelmann's  galvanometer  appears  to  me  to  be  the  best  both  as 
a  sensitive  and  as  a  dead-beat  instrument.    A  vertical  scale 
recently  introduced  removes  the  objection  arising  from  the 
difficulty  in  reading  on  the  horizontal  dial.    Unfortunately  it 
is  costly  and  not  portable. 

It  is  highly  necessary  not  to  lose  sight  of  the  fact  that  the 
density  is  not  entirely  dependent  upon  the  strength  of  the 
current,  and  that  its  importance,  physiological  and  therapeu- 
tical, is  paramount.    Anyone  who  has  considered  the  matter 
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must  see  that  the  effect  of  a  current  of  5  milliamperes,  for 
instance,  is  quite  different  when  it  reaches  the  body  through 
an  electrode  of  1  square  centimetre  surface,  from  when  it  does 
so  through  an  electrode  of  20  centimetres.  No  definite  know- 
ledge is  impartedj  therefore,  by  saying  that  a  nerve  reacts  to 
a  current  of  2  milliamperes,  or  that  the  spinal  cord  must  be 
treated  with  a  current  of  10  milliamperes.  An  accurate  de- 
scription of  the  size  and  shape  of  the  electrodes,  and  of  their 
points  of  application,  must  be  added  before  the  statement  of 
the  current  strength  can  be  of  any  practical  value.  The  recent 
work  of  C.  W.  Miiller  contains  a  valuable  suggestion  with 
reference  to  this  point.  He  expresses  the  density '  of  the 
current  at  the  point  of  contact  of  the  body  with  the  electrode, 
by  a  fraction,  of  which  the  numerator  is  the  strength  of 
current  in  milliamperes,  and  the  denominator  the  number  of 
square  centimetres  of  surface  of  the  electrode.  Thus  when  we 
speak  of  a  current  of  -^^  or  -^^-^  we  mean  that  a  current  of  1  or 
5  milliamperes  entered  the  body  through  an  electrode  of  18  or 
30  square  centimetres  respectively.  We  cannot  do  better 
than  to  adopt  this  method ;  but  we  must  not  fall  into  the 
illusion  that  we  ever  can  attain  a  dosage  of  mathematical 
precision ^ — an  impossibility  under  the  conditions  which  govern 
electrotherajieutical  applications. 

In  order  to  graduate  the  current  more  finely  and  smoothly, 
efforts  have  been  made  to  adapt  the  rheostat  to  the  require- 
ments of  electrotherapeutics.  Eesistant  bodies,  such  as  columns 
of  liquid  (water,  salt  solutions,  &c.),  have  been  introduced  into 
the  circuit  itself;  by  others,  resistance  coils  (Brenner's  plug 
rheostat)  have  been  placed  in  a  derived  circuit,  so  as  to 
diminish  the  main  current  by  diminishing  the  resistance  and 
vice  versa.  All  these  instruments  fulfil  their  object  in  a  very 
imperfect  manner.  The  action  of  liquid  rheostats  is  uncertain 
on  account  of  electrolysis  and  polarisation ;  they  act  well  when 
but  few  cells  are  in  circuit,  and  are  of  use,  only,  where  the 
sudden  change  in  the  current  strength,  by  throwing  into  or 
removing  from  circuit  the  number  of  cells  between  consecutive 

'  Tn  accordance  with  the  definition  of  the  term, 
density  =    strength  of  current  _ 
diameter  of  conductor" 
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studs  of  the  collector,  has  to  be  modified.  Glass  tubes  filled 
with  a  40  per  cent,  solution  of  sulphate  of  zinc,  with  zinc 
electrode  inside,  are  well  suited  for  this  purpose.  Moistened 
strings,  or  bands  of  some  tissue,  are  occasionally  serviceable. 

The  plug  rheostat,  especially  in  its  primitive  form  (viz. 
with  three  circles  of  contact  studs),  does  not  allow  of  a  smooth 
graduation,  and  is  of  no  assistance  in  measuring  the  strength 
of  the  current,  since,  with  every  change  of  resistance  in  it,  the 
total  current  is  altered,  and  therefore  an  unknown  fraction  of 
it  reaches  the  body  in  the  main  circuit.  Moreover  the  effect 
of  the  rheostat,  on  the  current  of  different  batteries,  varies,  per- 
haps owing  to  the  varying  internal  resistance  and  polarisation 
of  the  elements ;  and  the  instrument  is  dear  and  inconvenient 
to  manipulate.  The  introduction  of  a  switch  has  diminished 
the  last  drawback,  and  in  Hoist's  modification  arrangements  are 
made  to  increase  or  diminish  the  resistance  by  only  20  ohms 
at  a  time  and  without  sudden  jerks. 

On  the  whole,  no  satisfactory  rheostat  has  yet  been  devised, 
and  we  still  are  in  want  of  some  instrument  yielding  a  fine, 
smooth  graduation  of  the  current. 

In  order  to  carry  the  current  from  the  commutator  to  the 
electrodes,  we  use  conductors  which  are  called  rheojphores.  They 
must  be  as  thin  as  possible,  flexible,  tough,  and  should  measure 
from  1*50  to  2  metres  in  length.  They  are  best  made  of  very 
fine  copper  wires,  and  must  be  thoroughly  insulated  in  order  to 
prevent  short  circuitings  when  accidentally  wetted  and  brought 
into  contact  with  one  another.  Fine  indiarubber  tubing  is 
the  best  material  for  the  purpose.  It  is  important  that  they 
should  be  firmly  connected  with  the  terminals  of  the  battery 
and  with  the  electrodes;  for  this  purpose  they  should  carry 
at  their  ends  strong  pins  to  which  their  wires  are  tied  and 
soldered. 

The  current  is  applied  to  the  body  itself  by  means  of 
electrodes.  Much  depends  upon  their  shape,  size,  and  compo- 
sition ;  one  often  meets  with  electrodes  which  are  unsuited  for 
their  purpose.  The  choice  of  electrodes  must  be  governed  by 
the  end  one  has  in  view,  and  it  is  dictated  by  physical  con- 
siderations, as  we  shall  see  by-and-by. 

I  prefer  metal  electrodes,  made  of  brass  and  strongly  nickel- 
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plated,  though  carbon  ones  may  also  be  used.  Some  are  knob- 
shaped.  The  best  covering  for  them  is  a  moderate  thickness  of 
fine  sponge :  wash-leather  is  not  so  good.  Others  are  in  the 
form  of  plates,  padded  with  soft  flannel  and  covered  with  linen. 
The  plates  may  be  quadrangular  or  rounded  ;  their  edges  must 
be  somewhat  turned  up,  or  they  may  be  concave  and  large. 
An  important  point  is  to  prevent  the  metal  from  protruding  at 
the  edges  and  corners. 

The  size  of  the  electrodes  varies  greatly  with  the  use  to 


a  b  c 


Fjii.  C. — Various  forms  of  electrodes  (actufil  size).  These  are  ailapteil  to  the  handle 
represented  in  fig.  7.  a,  'fine,'  or  the  smallest  electrode;  i, 'small'  electrode;  c, 
'medium'  electrode,  slightly  convex  on  the  surface  and  rounded  at  the  corners.  All 
are  of  nickel-plated  metal ;  a  and  6  covered  with  sponge,  c  with  flannel  and  linen. 

which  they  are  to  be  put.  In  order  to  localise  the  current  upon 
single  points,  such  as  small  nerve  trunks,  motor  points,  &c., 
small  button-like  electrodes  are  to  be  used  with  a  diameter 
(including  the  sponge  cover)  of  not  more  than  half  a  centimetre 
(4-  inch)  ;  we  shall  henceforth  call  them  the  fine  or  smallest  elec- 
trodes (fig.  6,  a).  The  next  in  size,  used  for  the  excitation  of 
the  larger  nerve  trunks,  of  muscles,  for  the  electrisation  of  the 
eye,  face,  neck,  &c.,  may  have  a  total  diameter  of  1^  to  2  cm.  (|- 
to  |-  inch),  and  will  be  called  the  small  electrode  (fig.  6,  6). 
Then  comes  the  electrode  appropriate  to  the  galvanisation  of  the 
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face  and  neck  and  the  localised  galvanic  excitation  of  nerves  and 
muscles — a  flat  square  electrode  of  20  square  centimetres  surface 
(4-5  cm.  nearly,  or  2  inches  side),  which  I  call  the  medvam  elec- 
trode. Finally  there  is  the  large  electrode,  which  is  used  for  the 
applications  to  the  back  for  diseases  of  the  spinal  cord,  for 
sciatica,  for  diseases  of  the  large  joints,  and  in  electrodiagnosis 
as  <  indifferent '  electrode.   It  consists  of  a  rectangular,  concave 


Fin.  7._A,  largo  electroile  (10-12  cm.  x  5-6  em.)  ;  a',  the  same  in  section,  to  sliow  its 
curvature  ;  B,  haiiiUe  to  which  all  the  electrodes  may  be  fitted  at  the  point  a  ;  its  entire 
length  is  about  16  centimetres ;  c,  electric  brush. 


plate,  as  shown  in  the  figure  (fig.  7,  a  and  a'),  and  measures  50 
square  centimetres  area  (5x10  centimetres  side,  or  4-5  x  2'2o 
inches).  Larger  plates  still  (100  to  150  sq. 'centimetres  surface) 
may  occasionally  be  wanted  :  very  large  electrodes.  I  have  used 
some  of  considerable  size  in  the  case  of  very  fat  people  or 
for  other  special  purposes.  Lately  I  have  employed  for  the 
galvanisation  of  the  head,  in  various  cerebral  disorders,  very  large 
electrodes  (100  sq.  cm.  surface,  or  14  x  7  cm.  side— 5-5  x  2-75 
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inches),  curved  so  as  to  fit  the  convexity  of  the  skull  and 
covered  with  a  thick  layer  of  sponge.  They  are  well  adapted  to 
their  purpose,  and  I  shall  henceforth  call  them  the  large  head 

electrodes  (fig.  8). 

Most  of  these  electrodes  may  be  made  of  compressed 
carbon,  but  their  appearance  is  inferior  to  the  metallic  ones, 
and  possess  no  advantage  over  them,  and  when  large  are  very 
inconvenient,  owing  to  their  thickness  and  rigidity. 

I  shall  have  an  opportunity  further  on  of  speaking  of  the 
'normal  exploratory  electrode,'  which  I  propose  for  general 
adoption  and  which  should  measure  10  square  centimetres— 
that  is,  about  3-5  centimetres  diameter  if  round,  3'2  centimetres 


Fia.  8.— Large  bead  electrode  (14  cm.  x  7  am.,  100  sq.  cm.  surface),  seen  in  section. 
It  is  made  of  flexible  metal  and  covered  witli  a  tliick  layer  of  soft  sponge. 

side  if  square.  When  electrodes  differing  in  size  from  the  above 
are  used  it  is  best  to  choose  them  of  such  length  and  breadth 
that  their  surface  can  be  approximately  expressed  in  a  round 
number  of  square  centimetres,  such  as  30,  50,  80,  and  so  on. 

The  electrodes  must  be  screwed  into  solid  handles,  of  which 
the  shape  and  size  may  be  left  to  the  individual  fancy  and 
custom.  I  prefer  the  larger  and  stronger  ones  (fig.  7,  b).  It  is 
immaterial  to  which  end  the  rheophores  are  fixed ;  I  find  it 
more  convenient  to  have  them  attached  to  the  upper  end. 
Handles  fitted  with  an  interrupting  apparatus  are  very  con- 
venient for  many  purposes,  as  they  allow  the  current  to  be 
made  and  broken  by  pressure  of  the  finger  whilst  the  electrode 
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is  held  immovable.  Most  instrument  makers  supply  more  or 
less  simple  and  practical  inteiTupting  handles. 

Whenever  the  electrodes  are  applied  to  the  body  they  must 
be  thoroughly  moistened  ;  for  both  they  and  the  epidermis  are 
msulators,  or  bad  conductors,  when  dry.  It  is  best  to  use  hot 
water  for  the  purpose.  Cold  water  does  not  conduct  so  well, 
penetrates  the  epidermis  much  more  slowly,  and  is  unpleasant 
to  most  patients.  Salt  water,  which  conducts  much  better,  has 
so  many  inconveniences  (oxidation  of  electrodes  by  electrolysis, 
irritation  of  the  skin,  soiling  of  clothes,  &c.)  that  I  have  long 
ago  abandoned  its  use,  except  when  the  extraordinary  resist- 
ance of  the  body  so  diminishes  the  current  strength  as  to  pre- 
vent the  desired  effect. 

Hitzig  has  employed  and  recommended  unpolarisable  elec- 
trodes for  therapeutical  pm-poses,  on  the  ground  of  their  giving 
rise  to  less  pain.  They  have  failed  to  come  into  general  use,  be- 
cause their  advantages  are  more  than  outweighed  by  the  compli- 
cated manipulations  they  require.  Single  plates  of  amalgamated 
zinc,  padded  with  sponge,  soaked  in  a  solution  of  sulphate  of 
zinc,  and  covered  with  linen,  may  be  used  for  the  purpose. 

In  addition  to  the  electrodes  above  described  you  will 
want  some  of  special  form,  and  among  them,  particularly,  a  dry 
metallic  electrode  and  one'  made  of  wire,  like  a  brush  (fig.  7,  c). 
The  treatment  of  the  urethra,  bladder,  uterus,  rectum,  larynx, 
&c.,  requires  appropriate  instruments,  consisting  chiefly  of  long 
metal  rods  covered  with  indiarubber,  tipped  with  knobs  of 
various  sizes,  according  to  the  purposes  they  are  intended  to  fulfil. 

This  is  about  all  the  apparatus  you  need  for  most  of  the  prac- 
tical, and  even  scientific,  requirements  of  electrotherapeutics. 
It  is  convenient  to  have  them  arranged  in  such  a  way  as  to 
have  them  all  under  immediate  control.  Various  patterns  of 
'  electrising  tables  '  have  been  made  for  this  purpose,  more  or 
less  elegant  and  complete.  They  often  include  needless  com- 
plexities and  are  patronised  chiefly  by  specialists  that  delight 
in  elaborate,  showy,  and  costly  apparatus. 

For  my  own  part,  I  prefer  to  work  without  complicated 
apparatus,  whenever  it  can  be  done,  and  have  been  in  the 
habit  of  placing  on  a  strong  table  my  battery  of  thirty  cells 
(Stohrer*s),with  an  induction  apparatus  (sledge), a  galvanometer, 
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a  rheostat,  and  a  commutator,  the  whole  being  disposed  so  as 
to  be  readily  under  command  from  my  seat.  A  small  apparatus, 
with  simple  metallic  plugs,  allows  of  sending  the  (primary  or 
secondary)  faradic  current  or  the  galvanic  current  through  the 
same  electrodes,  which  are  attached  to  a  single  pair  of  binding 
screws  on  the  table.  The  current  alternator-combiner-reverser 
devised  by  de  Watteville,  which  allows  of  taking  either  faradic 
or  galvanic  current,  or  both  together,  and  to  reverse  them  also, 
is  sdll  more  convenient.  These  various  instruments  are  con- 
nected together  by  wires  running  under  the  table,  the  top  of 
which  is  movable.  Plugs  throw  the  galvanometer  and  the 
rheostat  in  and  out  of  the  circuit.  A  vessel  containing  hot 
water  is  fixed  to  the  front  of  the  table,  and  a  drawer  contains 
the  small  accessories  and  electrodes.  The  total  cost  of  such  a 
table  ranges  between  \5l.  and  18L 

Before  I  leave  this  subject,  let  me  say  a  word  on  the  deter- 
mination of  the  poles,  which  is  often  required  to  be  made  when 
the  connections  cannot  be  followed  out.    The  easiest  methods 
are  the  test  of  blue  litmus  paper,  which  the  positive  pole,  or 
anode,  turns  red  ;  and  that  by  electrolysis  of  iodide  of  potas- 
sium.   Starch  is  moistened  with  a  solution  of  the  iodide,  and 
the  ends  of  the  rheophores  dipped  into  it ;  a  vivid  deep  blue 
colour  is  produced  at  the  anode,  through  the  liberation  of 
iodine.    This  test  is  not  applicable  to  faradic  currents,  which  do 
not  effect  electrolysis  (unless  of  enormous  strength),  without 
the  assistance  of  special  arrangements  (single  break  shocks; 
discharge  by  sparks).     The  physiological  effects  of  the  two 
poles  serve  to  discriminate  them  as  accurately  as  their  chemical 
action;  the  negative  pole,  or  kathode,  placed  on  a  motor 
nerve,  excites,  when  the  current  is  made,  a  much  more  powerful 
muscular  contraction  than  the  anode.    The  anode  produces  on 
the  tongue  a  more  marked  sensation  of  taste  when  the  poles 
are  placed  upon  the  cheeks.    Many  people  can  also  determine 
the  polarity  of  an  electrode  by  observing  the  quality  and 
colour  of  the  flash  produced  when  it  is  applied  to  the  eye. 
You  see  that  we  have  means  enough  for  the  discrimination  of 
the  galvanic  poles  whenever  required.    The  kathode  of  the 
faradic  break  current  can  also  with  ease  be  recognised  by  its 
greater  effect  upon  motor  and  sensory  nerves. 
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LECTUEE  IV. 

Pliysical  Laws  of  Current  Diffusion  and  their  application  in  Electrothera- 
peutics—Ohm's Laws— Current  Strength— Eesistance  in  different  con- 
ductors—Kesistance  of  Animal  Tissues,  and  of  the  Epidermis  in  particular 
—Differences  obtaining  between  Lidividuals,  and  the  Consequences  of 
These— Internal  and  External  Eesistance— Inferences  as  to  the  Construc- 
tion of  Apparatus— Current  Density  and  the  Laws  by  which  it  is  deter- 
mined—Practical Conclusions  with  reference  to  the  various  Kequirements 
of  Electrotherapeutics— Electrolytic  and  Cataphoric  Effects. 

In  the  great  majority  of  cases,  the  main  object  of  electrical 
applications  is  to  localise  a  current  of  definite  strength,  density, 
and  direction,  in  a  diseased  portion  of  the  body.  Either  both, 
or  more  usually,  one  pole  only,  is  applied  upon  the  part  to  be 
tested  for  diagnosis  or  submitted  to  a  curative  influence. 

We  have  already  studied  the  sources  of  the  currents  and 
the  apparatus  necessary  for  their  convenient  application  to  the 
human  body.  To-day  we  have  to  enquire  how  we  conduct  a 
current  into  the  human  body,  and  how  we  can  localise  it  as  we 
want,  upon  certain  points  of  it.  It  is  necessary,  therefore,  that 
we  should  recall  to  our  minds  the  laws  of  diffusion  in  conduct- 
ing bodies.  The  human  organism  is  nothing  but  a  mass  of 
conducting  substance,  of  definite  resistance,  and  behaves  with 
reference  to  electrical  diffusion  exactly  like  any  other  such  mass. 

Those  laws — well  known  under  the  name  of  Ohm's  laws — 
are  of  the  highest  importance  in  electrotherapeutics.  It  is 
only  by  keeping  them  before  your  minds,  and  acting  in  intelli- 
gent accordance  to  them,  that  you  will  be  able  to  make  a 
truly  rational  and  scientific  use  of  the  current.  No  other  prin- 
ciple in  electrophysics  can  be  compared  with  them  in  importance 
from  our  point  of  view ;  and  you  must  therefore  be  thoroughly 
conversant  with  them  in  all  their  aspects  and  applications.  I 
must,  however,  confine  myself  here  to  recapitulating  these  laws 
briefly,  and  leave  it  to  you  to  fill  up  the  outline. 

1.  The  intensity  of  the  current,  or  better  the  cxii^eni 
strength  (C),  depends  first  upon  the  electromotive  force  (E)  of 
the  apixiratus  used  for  its  generation  (i.e.  upon  the  metals  and 
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liquids  used  in  the  cells  and  the  difference  of  potential 
between  them,  upon  the  force  of  the  inducing  magnet  and 
thf  number  of'  tm-ns  in.  the  coils,  &c.)  All  other  conditions 
being  the  same  (external  circuit,  form  of  generator,  &c.),  the 
current  strength  is  directly  proportional  to  the  electromotive 
force  of  the  battery  or  other  source  of  electricity. 

Now  the  several  kinds  of  cells  and  arrangements  of  cells 
differ  in  their  electromotive  force -a  circumstance  which  must 
not  be  lost  sight  of  when  a  choice  has  to  be  made.  When  a  certain 
current  strength  is  wanted-and  in  electrotherapeutics  it  must 
not  fall  below  a  certain  average-elements  of  a  relatively  high 
electromotive  force  and  coils  of  fair  capacity  must  be  chosen. 
These  conditions  are  fulfilled  by  the  apparatus  commonly  used. 

2.  You  will  soon  find  that,  with  equal  electromotive  forces, 
the  nature  of  the  external  circuit  influences  greatly  the  strength 
of  the  current  (as  measured  on  one  of  the  instruments  devised 
by  physicists  for  that  purpose).  The  reason  of  it  is  that  the 
external  circuit  offers  a  certain  resistance  (R)  to  the  current, 
which  varies  with  the  constitution  of  the  external  circuit;  and 
with  every  change  in  this  resistance  a  change  in  the  current 
strength  must  obviously  occur.  The  law  which  embodies  this 
fact  is  expressed  by  saying  that  the  strength  of  the  current  is 
inversely  proportional  to  the  resistance  in  the  circuit. 

We  may  reduce  the  two  statements  just  made  to  the  single 
expression  that  the  cm-rent-strength  is  equal  to  the  electro- 

motive  force  divided  by  the  resistance:  C=  — .  This  propo- 
sition is  of  the  highest  practical  importance ;  for,  as  we  shall 
see,  we  have  to  deal  in  the  body  with  considerable  resistances ; 
so  that,  in  electrotherapeutics,  generators  endowed  with  a  rela- 
tively large  electromotive  force  yield  comparatively  moderate 


currents. 


3.  Further  investigations  will  show  you  that  it  is  not  only  the 
quality  of  the  conductor  in  circuit  (i.e.  the  substance  of  which 
it  is  made,  such  as  metal,  liquids,  organic  tissues,  &c.)  but 
also  its  slm^e  which  influences  the  resistance  offered  to  the 
current.  If  you  take,  for  instance,  a  given  mass  (say  500 
grammes)  of  copper,  and  turn  it  now  into  a  short  thick  cylinder, 
next  into  a  wire  50  yards  in  length,  you  will  find  that  the 
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resistance  of  the  wire  is  very  different  from  that  of  the  cylinder 
Experience,  indeed,  has  shown  that  the  resistance  of  a  conductor 
^s  directly  proportional  to  its  Length  (i.e.  increases  with  every 
increase  of  its  length),  and  inversely  proportional  to  its 
diameter  (i.e.  increases  with  every  diminution  of  its  diameter). 
Hence  it  follows  that  the  current  strength  (cf.  prop.  2)  dimi- 
nishes with  every  increase  of  length  in  the  conductor  (i.e.  is 
inversely  proportional  to  its  length),  and  increases  with  every 
iricrease  of  diameter  (i.e.  is  directly  proportional  to  its  diameter). 
The  current  is,  caiteris  paribus,  the  stronger  the  thicker  and 
shorter  the  conductor  in  circuit;  the  weaker  the  longer  and 
thinner  that  conductor. 

From  these  important  propositions  certain  consequences 
immediately  follow,  which  must  be  gone  into  with  some  detail, 
on  account  of  the  great  importance,  from  an  electrotherapeutical 
point  of  view,  of  the  facts  involved.  The  various  conducting 
bodies  oflfer  very  dififerent  resistances  to  the  passage  of  the 
current;  the  metals  are  by  far  the  best  conductors,  silver 
having  the  least  resistance  of  all.  Next  come  copper,  gold,  zinc, 
iron,  platinum,  German  silver,  &c. ;  mercury  has  the  highest 
resistance  (about  50  times  that  of  silver),  and  is  used  in  the 
construction  of  Siemens's  standard  unit  of  resistance,  which 
consists  in  a  column  of  mercury  1  metre  high  and  1  sq.  mm. 
surface  area  (  =  0-95  ohm  nearly). 

Liquids  offer  much  greater  resistances  than  metals. 
Solutions  of  salts  and  dilute  acids  conduct  10,000  to  300,000 
times  less  than  mercury ;  pure  distilled  water  is  said  to  have 
120,000,000  times  the  resistance  of  mercury,  but  the  admixture 
of  a  mere  trace  of  a  salt  or  an  acid  to  it  diminishes  this 
number  considerably. 

Animal  tissues  belong  to  the  class  of  conductors  of  which 
the  resistance  is  considerable.  They  may  be  considered  from 
our  present  point  of  view  as  saline  solutions  of  variable  con- 
centration, for  their  conductivity  depends  upon  the  blood  and 
interstitial  liquids  which  saturate  them.  The  various  attempts 
at  determining  the  resistance  of  the  several  tissues  themselves 
(nerves,  muscles,  glands,  bones,  &c.)  have  led  to  very  dis- 
crepant results.  According  to  Eckhard,  muscle  is  the  best 
conductor  of  the  body,  and  its  resistance  is  half  that  of  nerves, 
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tendons,  and  cartilage.  The  resistance  of  bone  is  thought  to  be 
16  to  22  times  that  of  muscle. 

Other  observers  found  other  numbers.  Eanke  found  that 
the  resistance  of  living  nerve  and  muscle  is  about  the  same, 
but  that  dead  rigid  muscle  conducts  twice  as  well.  Hermann, 
on  the  other  hand,  finds  that  the  resistance  of  living  muscle  is 
less  than  that  of  all  other  tissues  ;  Harless  states  the  resistance 
of  nerves  to  be  15  times  less  than  that  of  distilled  water;  he 
estimates  it  to  be  about  115,000,000  times  that  of  copper. 

From  all  these  data  we  may  conclude  that  the  difference  of 
conductivity  between  the  several  animal  tissues  varies  within 
comparatively  narrow  circuits,  and  that  inside  the  warm  living 
body  they  present  resistances  corresponding  to  and  varying 
with  the  amount  of  blood  and  other  liquids  they  contain.  The 
best  conductor  of  all  appears  to  be  the  muscular  tissue.  Bone, 
which  is  permeated  with  a  network  of  fine  vessels,  has 
evidently  a  higher  conductivity  than  that  erroneously  ascribed 
to  it.  Its  resistance  does  not  preclude  the  current  from  pene- 
trating into  the  cranial  or  spinal  cavities,  as  was  formerly 
assumed. 

We  must  bear  in  mind  that  nerve  and  muscle  offer  a  much 
greater  resistance  to  currents  traversing  them  transversely 
than  longitudinally  (5  to  1  in  nerve,  9  to  1  in  muscle  according 
to  Hermann).  Imbibition  of  saline  liquids  does  not,  therefore, 
seem  to  determine  resistance  altogether,  but  the  internal 
polarisation  which  occurs  as  soon  as  the  current  passes  must 
play  a  considerable  part  in  the  matter. 

In  electrotherapeutics  we  usually  have  to  do  not  with 
exposed  tissues,  but  with  parts  covered  with  their  integuments 
(the  skin  and  epidermis),  and  this  is  a  circumstance  of  the 
highest  importance,  though  too  often  left  out  of  sight.  The 
chief  resistance  of  the  human  body  to  the  current  is  usually 
offered  by  the  epidermis,  and  in  presence  of  this  resistance 
every  other  may  be  left  out  of  consideration.  It  is  this  resist- 
ance of  the  epidermis  which  practically  determines  the  strength 
of  current  sent  by  a  definite  electromotive  force  through  a 
given  part  of  the  body,  though  it  does  not  determine  the  dif- 
fusion of  the  current  through  the  deeper  tissues. 

The  epidermis  consists  of  two  layers,  the  horny  and  the 
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mucous.  The  latter  consists  of  soft  cellular  elements  and 
presents  the  same  resistance  as  the  other  animal  tissues.  The 
former  consists  of  dry,  horny  cells,  and  might  be  considered 
almost  as  an  insulator— that  is,  as  a  body  presenting  an  enormous 
resistance  to  the  current— a  fact  which  you  can  easily  demon- 
strate upon  the  thickened  dry  epidermis  of  the  heel  or  palm. 
Saturation  with  hot  water  or  salt  and  water  converts  this 
horny  layer  into  a  conductor. 

If  this  horny  epidermis  were  to  cover  the  whole  body  with 
perfect  uniformity  the  percutaneous  application  of  electricity 
would  be  made  very  difficult ;  at  any  rate  we  should  require 
more  powerful  apparatus.  But,  apart  from  the  microscopical 
interstices  which  exist  between  the  individual  histological 
constituents  of  the  epidermis,  the  latter  is  traversed  by 
numerous  apertures  lying  more  or  less  closely  together.  These 
apertures  are  those  of  the  sweat  and  sebaceous  glands  and  hair 
follicles,  and  lead  into  canals  containing,  and  surrounded  by, 
saline  liquids.  An  easy  way  is  thus  offered  to  the  current  into 
the  deeper  epidermic  and  other  tissues  of  the  body.  The  resist- 
ance of  any  portion  of  the  epidermis  depends  largely  upon  the 
number  of  such  apertures  it  contains.  We  can  thus  understand 
why  Drosdoff  found  no  correlation  between  the  thickness  and 
the  conductivity  of  the  integuments  at  various  points  of  the 
surface.  Even  when  thoroughly  moistened  the  epidermis 
becomes  a  tolerable  conductor  only  where  it  is  very  thin. 

At  any  rate  the  variations  in  the  thickness  of  the  epidermis, 
in  the  degree  of  saturation,  and  in  the  number  of  sweat  ducts, 
&c.,  it  contains,  are  sufficient  to  explain  why  its  resistance  varies 
at  different  points  of  the  body,  and  at  the  same  points,  at 
different  times  and  in  different  individuals.  These  variations 
are  very  considerable  indeed ;  sex,  age,  race,  and  mode  of  life 
have  the  greatest  influence  in  determining  them.  Exposed  por- 
tions of  the  skin  behave  differently  from  those  that  are  covered 
or  protected  ;  the  activity,  as  well  as  the  number  of  the  sweat 
glands  diminishes  resistance,  as  do  also  frequent  bathing  or 
washing,  friction  or  inunction,  &c.  In  certain  pathological 
conditions  also  the  resistance  is  greatly  altered ;  for  instance, 
in  hysterical  haemianfesthesia  Vigouroux  and  Estore  have  found 
that  it  is  greater  on  the  affected  side,  and  that  tliis  increase 
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accompanies  the  phenomeBon  of  '  transfer  '  to  the  opposite  side 
of  the  body,  though  after  a  few  applications  of  the  current  these 
manifestations  tend  to  disappear.  ' 

It  is  necessary  to  pay  careful  attention  to  the  great  varia- 
tions in  the  conductivity  of  the  human  body  observed  under 
all  these  circumstances ;  and  I  shall  illustrate  this  proposition 
by  giving  the  results  of  a  few  observations  which  bring  into 
relief  both  the  local  and  individual  differences  of  resistance.  If 
you  place  electrodes  of  exactly  the  same  size,  equally  moistened 
with  warm  water  and  for  an  equal  period,  upon  various  sym- 
metrical points  of  the  body  (the  number  of  cells  in  circuit  and 
the  galvanometer  remaining  the  same),  you  will  find  that  the 
strength  of  the  current,  estimated  in  degrees  of  galvanometric 
deflection,  will  vary,  as  the  following  instance  shows ; 


Electrodes  on  the  two  temples  .... 

.  40° 

„       „    cheeks  .... 

.  50° 

)j 

„      sides  of  neck  .... 

.  35° 

)) 

„      scapulse  ..... 

.  20° 

J) 

„     hmbar  muscles 

.  5° 

3» 

„      anterior  surface  of  thighs 

.  3° 

)> 

„      external  surface  of  thighs 

2° 

)» 

»     popliteal  spaces 

.  26° 

11 

„     anterior  surface  of  forearm 

.  25° 

»> 

„      external  surface  of  forearm 

.  22° 

1» 

palms 

.  20° 

These  phenomena  are  to  be  observed  on  every  individual. 
The  ditferences  between  the  resistances  of  the  same  points  of 
the  skin  in  different  individuals  are  still  more  striking.  In  ten 
healthy  young  men  I  have  found  the  following  deflection  on 
applying  the  electrodes,  with  the  same  number  of  cells,  over 
the  sternum  (anode)  and  right  ulnar  nerve  (kathode) : 

16°    4°  8°. 


10°    18°  9' 


HO 
I 


6° 


In  two  young  girls  ten  cells,  with  kathode  on  neck  and 
anode  on  sacrum,  gave  deflections  of  33°  and  5°  respectively. 
In  the  latter  eighteen  cells  were  necessary  to  obtain  a  deflec- 
tion of  33°. 

In  two  men  with  lead  paralysis,  and  who  both  were  taking 
sulphur  baths,  the  following  differences  of  resistance  were  ob- 
served : — 
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Experiment  L—Amde  on  Stemim,  Kathode  on  Left  Deltoid. 


6  cells 
2 


Cash  A  Casc  W)  Cash  B  Oipre  20) 

.    31°  deli.  4°  defl! 

•  36°    „  2°  „ 

•  16°  0°  .. 


Experiment        Anode  on  Strnmm,  Kathode  on  li.ir/ht  Radial. 

Came  A  fapre  44)  Case  B  fage  26) 

6  cells  29°  defl.  7°  defl. 

^    "  24°    „  3°  „ 

2    "  14°    „  ^°  „ 

Such  enormous  differences  are  testified  by  numerous  other 
examples. 

The  resistance  of  the  same  portion  of  the  skin  in  the  same 
individual,  undergoes  considerable  variations  with  increasing 
strength  of  current,  more  complete  soaking,  hypereemia,  &c. 
This  fact  is  most  important  in  the  quantitative  estimation  of 
excitability,  and  can  be  demonstrated  with  the  greatest  ease. 
Leaving   the   electrodes  in  situ,  we  find  that  the  initial 
galvanometric  deflection  increases  with  the  dm^ation  of  the 
current  (the  number   of  cells   remaining   the   same).  It 
increases  with  every  fresh  closure,  and  still  more  with  every 
reversal,  of  the  current,  and  finally  remains  fixed  at  a  much 
higher  number  than  at  the  beginning  of  the  experiment. 
This  diminution  of  resistance  is  still  more  striking  when  we 
begin  with  a  small  number  of  cells,  which  is  gradually  increased, 
and  diminished  again  to  the  original  number.  In  the  following 
example  the  number  of  cells  is  increased  by  fours ;  at  every  step 
the  current  is  made  several  times  and  reversed  until  the  needle 
reaches  its  final  point  of  rest.  The  deflections  were  as  follows  : — 


"With  8  ceiis  . 

.  0° 

defl. 

With  20  cells  . 

.  46° 

defi 

»  12    „  . 

.  6° 

)> 

„    16    „  . 

.  40° 

»i 

„  16    „  . 

.  28° 

)1 

12 

.  34° 

)» 

„  20    „  . 

42° 

J» 

))      8    „  . 

.  26° 

)f 

„  24    „  . 

.  50° 

»i 

„      4    .,    .  . 

.  12° 

The  resistance  was  thus  gradually  reduced  until  four 
cells  gave  a  considerably  larger  deflection  than  twelve  cells  pre- 
viously did.  This  circumstance  makes  it  difficult  to  perform 
the  gradual  '  switching  out '  of  the  current,  of  which  you  shall 
hear  by-and-by.  Among  the  immediate  causes  of  this 
diminution  of  resistance  by  the  action  of  (he  current  itself 
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some  are  of  a  physical  order  ('  cataphoric,'  i.e.  due  to  actual 
transference  of  liquid  into  the  epidermis),  for  it  is  observed  on 
the  dead  body  also  ;  but  we  must  not  overlook  the  physiolo- 
gical effects  of  the  ciurrent  upon  the  blood  vessels  of  the  skin, 
which  are  dilated,  those  due  to  the  greater  quantity  of  liquids  in 
and  about  the  integuments,  and  the  activity  of  the  sweat  glands. 
The  application  of  a  sinapism  likewise  .greatly  diminishes  the 
resistance  of  the  skin. 

You  will  often  be  astonished  to  see  what  considerable  resist- 
ances are  offered  by  the  skin  of  children,  and  still  more  by  that 
of  old  people ;  so  that  in  the  latter  you  may  apply — to  the  head, 
for  instance — a  number  of  cells  which  the  strongest  of  young 
men  could  not  bear.  The  galvanometer  will  tell  you,  however, 
that  this  '  tolerance '  or  '  torpor '  of  the  brain  is  merely  a 
phenomenon  due  to  a  high  resistance  of  the  skin.  Thus  I  have 
been  obliged  to  apply  24  cells  (in  full  working  order)  to  the 
head  of  an  old  man  of  70  to  obtain  the  requisite  current 
strength  (30°- 35°  defl.)  You  will  every  day  be  able  to  make 
observations  of  this  nature.  You  must  therefore  make  it  ,an 
absolute  rule  to  estimate  the  resistance  by  means  of  a  few 
preparatory  galvanometric  observations  before  examining  or 
treating  any  patient. 

With  reference  to  the  absolute  amount  of  this  resistance  very 
variable  and  illfounded  statements  have  been  made.  The  researches 
of  Jolly  and  Gartner,  however,  have  finally  decided  the  point.  In 
contrast  to  the  extravagant  and  inconsistent  estimates  of  previous 
writers  are  the  more  accurate  conclusions  of  these  observers.  The 
resistance  of  the  human  body,  and  therefore,  in  reality,  of  the  skin, 
has  been  variously  taken— from  difierent  points  of  view,  and  usually 
without  any  accurate  determination  of  tlie  surface  area  of  the  elec- 
trodes—as between  1-6,000  or  perhaps  5,000  Siemens's  units.  • 

Gartner,  on  the  other  hand,  and,  after  him.  Jolly,  making  use  of 
Wheatstone's  method,  which  is  alone  reliable,  ascertained  the  initial 
resistance  of  the  skin  to  be  vastly  greater  than  this.  From  their 
experiments,  performed  at  various  parts  of  the  skin,  and  upon  dif- 
ferent individuals,  with  electrodes  of  about  12-5  sq.  cm.  surface,  it 
appears  that  the  resistance  nearly  always  exceeds  100,000,  that  it 

'  Siemens's  unit  is  that  which  is  usually  taken  for  the  expression  of  resist- 
ance  to  the  current.    It  is  the  measure  of  the  resistance  of  a  column  of  quick- 
silver,  1  sq.  mm.  sectional  area  and  1  metre  in  height. 
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ranges  usually  between  200,000  and  400,000,  and  that  it  sometimes 
attains  to  600,000  S.U.  On  the  cheeks  and  temples  it  is  generally 
less  than  100,000 ;  and  what  is  very  remarkable,  it  is  far  the  least  at 
the  palms  (30-40,000)  and  soles  (23-32,000)  (Jolly).  This  initial 
resistance,  however,  is  instantly  and  rapidly  reduced  under  the  action 
of  a  moderate,  and  still  more  of  a  powerful,  galvanic  current;  so 
that  with  12  of  Stohrer's  cells  it  is  lowered  in  5  seconds  to  in  30 
seconds  to  \,  and  by  repeated  reversals  may  be  brought  to  or  even 
3^  of  its  original  proportions.  In  this  way  a  resistance  at  the  outset 
of  2-400,000  may  be  brought  down  to  20-10-7,000  S.U.  This  dimi- 
nution of  resistance,  however,  occurs  but  slightly,  or  not  at  all,  in  the 
case  of  the  palms  and  soles,  and  here  we  see  how  it  was  that  the 
older  observers,  working,  as  they  did,  with  powerful  currents,  ascribed 
to  these  parts  the  greatest  measure  of  resistance. 

Now  Gartner  has  established  that  a  similar  diminution,  but  to  a 
less  degree,  may  be  effected  on  the  dead  body,  and  that  it  takes  place 
almost  exclusively  in  the  cuticle.  It  cannot  be  doubted  that  the 
principal  agent  in  the  process  is  the  'cataphoric'  action  of  the  current; 
but  Jolly  insists,  and  to  my  mind  with  good  reason,  upon  attributing 
their  due  share  in  the  phenomenon  to  the  physiological  effects,  such 
as  the  dilatation  of  the  blood  vessels,  saturation  of  the  tissues,  and 
stimulation  of  the  sweat  glands. 

These  facts,  however  interesting  in  themselves,  are  of  secondary 
importance  for  our  pui^ose.  We  are  not  engaged  with  currents  of 
infinitesimal  proportions  and  momentary  duration;  and  we  have 
therefore  to  do,  in  every  instance,  with  the  modified  and  reduced 
resistance.  We  seldom  have  to  apply  electricity  to  the  soles  or 
palms,  and  relatively  to  the  other  parts,  after  the  process  of  reduc- 
tion, these  retain  their  excessive  resistance.  For  these  reasons,  the 
exposition  which  I  have  already  given  remains  the  most  serviceable 
for  practical  purposes. 

Compared  with  the  effects  of  the  resistance  of  the  skin  on 
the  current  strength,  that  of  the  actual  distance  which  the 
current  has  to  travel  through  the  body  is  of  small  importance. 
It  may  be  considerable  without  influencing  the  strength  of  the 
current,  which  is  mainly  regulated  by  the  condition  of  the 
epidermis  at  the  point  of  contact  of  the  electrodes.*  A  preg- 
nant illustration  of  this  fact  is  that  when  the  electrodes  are 

'  AccordiDg  to  Jolly,  the  resistance  of  the  two  layers  of  cuticle  is  equi- 
valent to  about  300  times  that  of  the  remaining  tissues  included  when  a  current 
is  transmitted  from  one  arm  to  the  other. 
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placed  on  the  nape  of  the  neck  and  the  popliteal  space  respec- 
tively, the  current  is  much  stronger  than  when  they  are  both 
placed  on  the  shoulder  blades  or  lumbar  region,  though  the 
distance  is  more  than  1  metre  in  the  first  instance,  less  than 
12  or  15  centimetres  in  the  latter.  The  following  experi- 
ment illustrates  these  facts. 

Healthy  man,  middle-aged ;  two  electrodes  (A,  B)  of  the  *  medium  ' 
size  are  placed  upon  different  points;  current  of  10  cells  allowed  to 
flow  until  the  needle  comes  to  rest ;  then  a  reversal  is  made  and 
both  deflections  noted-    Resistance  150. 


Position  of  Electrodes 

Distance  be- 
tween tlieiu  in 
Centimetres 

First 
Deflection 

Second 
Deflection 

A  Nape  of  the  neck  .       .       .  "1 
B  Popliteal  region    .       .       .  / 

100 

19° 

24° 

A  Eight  lumbar  region    .       .  "\ 
B  Left       „        „         .  ./ 

10 

10° 

15° 

A  Sternum       .       .       .       ,  "1 
B  Forearm  (inner  aspect) .       .  / 

60 

2° 

8° 

A  Sternum       .       .       ,  ."l 
B  Deltoid  / 

21 

11° 

15° 

A1 

■g  >  Forearm  (inner  aspect) 


5 

1° 

2 

2° 

By  varying  in  other  ways  the  relative  position  of  the  electrodes 
in  such  an  experiment  we  obtain  clear  proof  that  it  is  not  their  dis- 
tance from  one  another  which  determines  the  current  strength. 


^  It  is,  therefore,  of  all  the  resistances  in  circuit,  that  of  the 
epidermis  which  exercises  the  chief  influence  upon  the  strength 
of  the  current.  Since  the  length  of  this  conductor  (i.e.  the  thick- 
ness of  the  epidermis)  varies  within  comparatively  narrow  limits,  it 
is  its  diameter  which  finally  regulates  the  strength  of  current 
through  the  body  obtainable  from  a  given  electromotive  force. 
This  diameter  can  be  modified  at  will,  and  is  nothing  more 
than  the  extent  of  the  surfaces  of  the  skin  through  which  the 
current  penetrates  into  and  emerges  from  the  body.  In  other 
words,  it  is  the  size  of  the  electrodes  upon  which  mainly 
depends  the  current  strength ;  the  nature  and  extent  of  the 
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tissues  under  the  epidermic  layer  is  of  relatively  small  conse- 
quence. 

The  practical  consequences  of  these  propositions  are  of 
the  highest  importance.  The  electrodes  must  be  the  larger 
the  stronger  the  current  required  (the  limitations  to  this  dictum 
will  be  considered  further  on  when  we  speak  of  the  density). 
This  can  easily  he  shown  on  the  galvanometer ;  electrodes  of 
various  sizes  applied  to  the  same  points,  with  the  same  number 
of  cells  in  circuit,  gave  the  following  current  strengths  : — 

'  Smallest '  electrodes   4° 

'Small'          „    13° 

'  Medium '        „    20° 

'Large'           „    30° 

It  is  obvious  that  the  size  of  the  electrodes  cannot  be  increased 
beyond  certain  limits.  In  order  to  avoid  the  necessity  of  using 
large  metallic  plates  or  carbon  electrodes,  pads  of  moistened 
blotting-paper  have  been  applied  to  the  skin,  upon  which  an 
ordinary  electrode  was  placed.  But  this  method  is  very  incon- 
venient, and  experiments  I  have  made  with  reference  to  the 
conduction  of  the  current  through  these  pads  have  convinced 
me  that  there  are  no  advantages  to  be  gained  thereby. 

4.  The  current  in  a  closed  circuit  traverses  not  only  the 
external  portion  of  it,  but  the  cell  itself,  in  which  the  metals 
and  liquids  contained  offer  a  certain  resistance,  according  to  their 
nature  and  disposition.  Such  a  resistance  is  known  as  the  'inter- 
nal '  resistance,  whereas  the  resistance  of  the  remainder  of  the 
circuit  is  designated  as '  the  external  resistance.'  Both  together 
form  the  '  total '  resistance,  and  the  same  laws  apply  to  each. 
Hence  the  internal  resistance  increases  with  the  increasing  length 
and  diminishes  with  the  increasing  diameter  of  the  conducting 
media ;  in  other  words,  the  farther  the  two  metals  are  from  one 
another  and  the  longer  the  path  in  the  liquid,  the  greater  the 
resistance  (and  the  weaker  the  current) ;  the  larger  the  metallic 
surfaces,  or  the  deeper  their  immersion  in  the  liquid,  the  larger 
the  diameter  of  the  path  in  the  liquid  and  the  smaller  the  resist- 
ance (the  stronger  the  current).  Hence  the  internal  resistance 
is  also  of  importance,  and  the  formula  we  have  been  considering 

previously  becomes  C  =  where  K  represents  the  internal 

and  r  the  external  resistance. 
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We  may  therefore  modify  the  current  strength  by  altering 
one  of  three  factors — the  electromotive  force,  the  internal  and  the 
external  resistance.  In  electrotherapeutics  the  given  external 
resistance  we  have  to  deal  with  is  that  of  the  part  of  the  human 
body  included  between  the  electrodes.  Hence  in  order  to  alter  the 
current  strength  in  the  circuit  we  must  introduce  changes  in  one 
of  the  other  two  factors,  either  (1)  adding  to  or  subtracting  from 
the  electromotive  force  or  (2)  diminishing  or  increasing  the  in- 
ternal resistance.  A  simple  consideration  will  show  you  that  we 
must  under  definite  circumstances  do  either  the  one  or  the 
other,  and  that  both  do  not  suit  every  case. 

In  electrotlierapeutical  applications  we  have  to  work  under 
two  very  different  conditions.  When  we  send  the  current 
through  the  skin  for  medical  purposes  the  circuit  contains  the 
human  body,  which  presents  an  enormous  resistance — a  resist- 
ance much  greater  than  that  of  the  battery  itself.  The  ex- 
ternal resistance  is  here,  therefore,  much  more  considerable  than 
the  internal.  When  in  surgery,  on  the  other  hand,  we  use  the 
galvanocautery  it  is  a  metallic  wire,  a  good  conductor,  which 
forms  the  external  part  of  the  circuit ;  the  resistance  of  the 
latter  is  much  less  than  the  internal  resistance  of  the  battery. 
You  will  readily  perceive  the  principle  implied  by  this  illus- 
tration, and  see  how  it  is  that  in  the  first  case  changes  in  the 
internal  resistance  remain  without  any  appreciable  effect  upon 
the  current  strength,  whilst  in  the  second  such  changes  have 
necessarily  a  great  influence  and  are  the  main  condition  to 
determine  that  strength. 

It  can  be  readily  shown  with  regard  to  the  first  case  that  if 
we  wish,  for  example,  to  increase  the  current  strength,  we  cannot 
do  this  by  diminishing  the  internal  resistance  by  the  enlarge- 
ment or  deeper  immersion  of  the  metals  or  their  closer  approxi- 
mation to  one  another,  &c.,  but  only  by  the  addition  of  new 
electromotive  force,  i.e.  by  an  increase  in  the  number  of 
elements. 

Let  us  assume  that  in  the  percutaneous  application  of  the 
current  in  a  given  case  the  internal  resistance  is  8,  the  external 
200  units,  then — 

E  1  1 


for  one  element  C  = 


li  +  r    8  +  200  208 
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for  two  elements  C  = 


2E  2  2  1 


2K-fr    16  +  200    216  108 

for  four  elements  C=-^^— =  _-l  =_i-  =  A  . 

4R  +  r    32  +  200    232  58 

In  other  words,  we  have  almost  doubled  the  current  strength 
by  doubling  the  number  of  elements,  and  so  in  proportion.  On 
the  other  hand,  if  we  use  larger  cells  we  shall  diminish  the 
internal  resistance.  Taking  the  same  numbers  as  before,  we 
have  for  an  element  twice  as  larsre 

E  11 


R,         4  +  200  204' 

and  so  the  current  strength  practically  has  not  been  increased. 

Let  us  see  now  what  happens  when  the  internal  resistance 
is  large  as  compared  with  the  external,  a  condition  that  obtains 
in  galvanocaustics.  Let  us,  for  simplicity's  sake,  assume  R  to 
be  equal  to  200  and  r  to  8 ;  we  shall  have 

E  1  1 


for  one  cell  C  = 


for  one  cell  twice  as  large  C 


R  +  r    200  +  8  208 

E  1  1 


R  ,       100+8  108 

E  11 

for  one  cell  four  times  as  large  C=  =— — ^=^"0  • 

R  ,        DO  +  o  00 

Thus  you  see  that  here  the  ciurent  is  increased  by  increas- 
ing the  size  of  the  elements,  but  not  by  multiplying  their 
number. 

Hence  we  conclude  that  in  medical  practice,  in  the 
percutaneous  application  of  the  current  to  the  human  body, 
the  current  strength  is  increased  by  multiplying  the  number 
of  elements,  but  not  by  enlarging  the  individual  cells.  It 
follows  that  the  large  elements  which  were  formerly  employed 
are  unnecessary.  We  may  use  as  small  ones  as  we  like,  making 
their  size  depend  merely  upon  conditions  of  a  technical  and 

practical  nature. 

We  ha,ve  been  jnst  now  discussing  the  regulation  of  the 
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current  strength  through  modification  in  the  battery  power ; 
you  will,  however,  remember  that  it  may  likewise  be  effected 
by  means  of  a  rheostat  included  in  the  main  or  in  a  derived 
circuit. 

5.  A  clear  conception  of  the  density  of  the  current  is  of 
the  utmost  importance  towards  an  understanding  of  the  effects 
of  the  current  and  its  rational  application  in  practice. 

The  experiments  of  physiologists  teach  us  that  an  appreciable 
exciting  effect  upon  the  peripheral  and  central  nervous  system 
occurs  only  when  the  current  passing  through  those  structures 
has  a  certain  '  density.'  It  is  at  least  probable  that  the  same 
condition  obtains  also  for  the  therapeutic  effects  of  the  current, 
that  at  least  a  considerable  portion  of  them  are  only  produced 
when  the  diseased  part  is  brought  under  the  influence  of  a 
current  of  the  requisite  density. 

By  the  term  density  of  the  current  we  understand  the 
relation  of  the  strength  of  the  current  to  the  transverse  section 
of  the  conductor  through  which  it  passes.  The  strength  of  the 
current  remaining  the  same,  its  density  is  inversely  proportional 

C 

to  the  transverse  section  of  the  conductor,  or  D  =  — .  This 

b 

relation  will  be  understood  most  readily,  I  believe,  if  you  consider 
the  subject  under  a  material  image,  and  suppose  the  electrical 
current  to  be  composed  of  a  large  number  of  individual  parallel 
threads.  The  greater  the  number  of  threads  composing  acurrent, 
the  greater  is  the  strength  of  the  current;  the  greater  the 
number  of  threads  which  are  compressed  into  a  unit  of  the 
transverse  section,  the  greater  is  the  density  of  the  current. 
The  more  of  these  threads  that  go  to  form  a  current  the  greater 
its  strength ;  the  more  are  packed  together  into  a  unit  of  area 
the  greater  its  density.  If  you  imagine  a  current,  for  example, 
of  1,000  threads  carried  in  one  case  through  a  metallic  con- 
ductor having  1  sq.  cm.  transverse  section,  in  another  case 
through  one  which  has  an  area  of  2  sq.  cm.,  the  1,000 
threads  in  the  second  case  will  be  dispersed  over  twice  as  great 
an  area  as  in  the  former  ;  the  current  therefore  possesses  but  half 
the  density  in  the  latter  instance,  while  it  has  the  same  strength 
in  both  cases.  Fig.  9  may  serve  as  a  diagrammatic  representation 
of  these  facts.    The  current  is  comparable  to  a  girl's  hair,  which 
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may  be  gathered  up  into  a  naiTow  tress  or  allowed  to  flow  loosely 
without  changing  the  number  of  its  constituent  parts. 

It  now  appears  that  appreciable  physiological  and  thera- 
peutical efiFects  do  not  occur  until  the  number  of  threads  of 
current,  passing  through  the  transverse  section  of  a  given 
portion  of  animal  tissues,  exceeds  a  certain  limit.  It  is 
therefore  important  to  obtain  a  clear  idea  of  these  conditions 
and  to  describe  fully  the  methods  by  which  it  is  possible  to 
bring  any  desired  part  of  the  body  under  the 
influence  of  a  current  of  a  certain  density. 

For  this  pui-pose  you  must,  first  of  all,  form 
an  idea  of  what  happens  to  the  current  and 
its  threads  when  we  introduce  them  into  the 
body  in  the  ordinary  manner — i.e.  from  any  two 
points  on  the  surface  of  the  body,  by  means  of 
electrodes  which  are  applied  to  those  parts.  A 
number  of  threads  of  cuiTent,  corresponding 
to  its  strength,  here  enter  the  body;  and 
they  are  dispersed  in  all  directions  ^  according 
to  Ohm's  laws.  All  the  threads  of  the  current 
enter  through  the  area  of  the  electrodes,  and 
are  then  spread  over  the  much  larger  area  of 
the  body  or  part  of  the  body  included  between 
them.  The  greatest  density,  therefore,  must 
always  be  present  immediately  beneath  the 
electrodes ;  when  these  are  of  equal  size,  the 
density  of  the  current  must  be  equal  at  both 
electrodes  (see  fig.  10);  if  the  electrodes  are 
of  different  sizes,  the  greatest  density  must 
always  exist  iinder  the  smaller  one,  because 
the  same  number  of  threads  of  the  current 
are  here  compressed  into  a  smaller  space  (see 
fig.  11). 

In  the  interior  of  the  body  the  greatest  current  strength 
will  be  found  in  the  straight  line  connecting  the  electrodes,  i.e. 
in  the  line  of  least  resistance  according  to  proposition  3 ;  the 
largest  number  of  threads  of  the  cm-rent  will  be  here  close 

'  These  '  tlireads  of  current '  (Stromfdden')  are  really  rfcr currents,  when 
not  in  the  straight  line  connecting  the  two  electrodes. 


rici.  9. — Diagram- 
matic represeutation  of 
varying  density  of  tlie 
current,  its  strength 
remaining  the  same ; 
the  same  number  of 
threads  of  current  in 
part  b  of  the  conductor 
compressed  into  half 
the  area  of  jiart  a  :  the 
density  iu  b  istherefore 
twice  as  great  as  in  «. 
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together,  and  therefore  the  relatively  greatest  current  density 
will  also  be  found  in  this  situation.    You  must  not  imagine, 


Fis.  10. — Diagrammatic  represen- 
tation of  tUe  clistribntion  and  density 
of  tlie  current  witli  two  electrodes  of 
equal  size  :  the  density  beneath  them 
is  equal. 


+ 


Fig.  11. — Diagrammatic  represen- 
tation of  the  density  of  tlie  current 
with  electrodes  of  different  sizes,  the 
A  twice  as  lai'ge  as  the  K  ;  the  density 
beneath  the  K  is  twice  as  great  as 
beneath  the  A. 


Fifi.  12.— Diagrammatic  represen- 
tation of  the  density  of  the  cui-rent  in 
its  transverse  passage  tlirough  the 
body.  Ttie  ineffective  threads  of  cur- 
rent aredotted.  Theai)proximatezone 
of  greatest  density  is  shaded. 


Pig.  13. — Diagi-animatic  represen- 
tation of  the  density  of  tlie  current 
upon  application  of  the  electrodes  to 
the  same  surface,  close  to  one  .another. 
Ineffective  threads  of  current  dotted. 
ZoJio  of  greatest  density  shaded. 


however,  that  this  density  can  ever  be  considerable,  since,  on 
account  of  the  great  area  of  the  body  and  the  approximately 
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uniform  conductivity  of  its  parts,  the  density  must  diminish 
markedly  very  close  to  the  electrodes.  However,  under  specially 
favourable  conditions— such  as  the  transverse  conduction  of  the 
current  through  the  head  with  tolerably  large  electrodes,  or  its 
transverse  conduction  through  an  extremity— a  fairly  consider- 
able current  density  may  be  secured  even  in  the  depths  of  the 
tissues.  According  to  the  relative  position  of  the  electrodes, 
the  zone  of  relatively  greatest  density  of  the  current  between 
the  electrodes  will  vary  somewhat  in  shape;  in  transverse 
passage  of  the  current  through  the  body  or  individual  parts  of 
it,  this  zone  will  have  the  shape  of  an  expanding  cylinder, 
extending  from  one  electrode  to  the  other,  as  in  fig.  12;  if,  on 
the  other  hand,  the  electrodes  are  placed  near  one  another 
upon  the  surface  of  the  body,  it  will  approximate  to  the  shape  of 
a  section  of  a  sphere  or  cylinder,  the  base  of  which  corresponds 
to  the  surface  of  the  body,  as  represented  in  fig.  13.  In  both 
figures  the  shading  represents  the  zone  of  greatest  density,  the 
latter  increasing  as  the  zone  narrows  towards  the  two  extremi- 
ties. Those  parts  of  the  body  situated  outside  of  this  zone, 
although  they  necessarily  receive  a  certain  number  of  threads 
of  current  (determined  by  Ohm's  laws),  nevertheless  present 
such  a  slight  density  of  current  that  they  may  be  left  entirely 
out  of  consideration. 

Grentlemen,  you  must  become  thoroughly  impressed  by 
those  considerations,  think  them  over,  and  accustom  yoiu-selves 
to  illustrate  by  means  of  diagrams  the  various  instances  in 
which  the  phenomena  may  occur ;  for  therein  Kes  the  very 
quintessence  of  electrotherapeutical  technique.  Our  object 
almost  always  is  to  localise  a  current  of  a  certain  density  in 
definite  parts  of  the  body,  and  this  can  be  done  only  by  having 
a  clear  idea  of  the  facts  just  developed  with  regard  to  the 
strength  and  to  the  density  of  a  current.  Upon  this  depends 
exclusively  the  choice  of  the  electrodes  and  of  their  points  of 
a})plication  for  each  of  our  various  purposes.  Allow  me  to 
illustrate  this  by  a  few  important  examples. 

A.  If  you  wish  to  localise  a  current  of  a  given  strength 
with  a  certain  density  in  one  definite  point,  not  far  removed 
from  the  surface,  two  electrodes  of  different  sizes  are  employed, 
the  smaller  one  being  placed  as  near  as  possible  to  the  point  in 


PRACTICAL  APPLICATION  OF  DENSITY. 


59 


question,  whilst  the  larger  one,  which  you  choose  as  large  as 
possible,  lies  at  a  considerable  distance ;  the  end  desired  will  be 
attained  the  more  certainly  the  greater  the  difference  between 
the  sizes  of  the  electrodes.  You  must  of  course  remember  that 
if  one  is  very  small,  the  requisite  current  strength  will  have  to 
be  secured  by  an  increase  in  the  number  of  elements,  as  the 
smaller  surface  of  the  electrode  causes  a  considerable  increase  in 
the  resistance.  Such  is  the  method  we  employ  daily  in  the 
electrical  examination  of  individual  nerves  and  branches  of 
nerves,  in  the  local  excitation  of  these  organs  or  of  the  motor 
muscular  points  for  therapeutical  purposes,  &c. 


Fig.  14.— Diaprrammatic  representation  of  the  distribution  and  density  of  the  tlu-eads 
of  current  with  regard  to  tlieir  entrance  deeply  into  the  tissues  (in  this  instance  into  tlie 
spinal  cord),  a,  when  the  electrodes  are  in  close  proximity  ;  6,  when  far  removed  from 
one  another. 

B.  If  you  wish  to  localise  the  current  in  larger  parts  near 
the  surface,  choose  two  moderately  large  electrodes  of  equal 
size  and  apply  them  relatively  near  to  one  another  upon  the 
part  of  the  body  in  question,  so  that  the  latter  falls  within  the 
spherical  segment  of  relatively  greatest  density,  as  shown  diagram- 
matically  in  fig.  13.  This  method  should  be  adopted,  for 
example,  if  your  purpose  is  an  energetic  electrisation  of  the 
deltoid,  the  biceps,  the  gluta3us,  the  vastus  internus,  an  enlarged 
joint,  &c. 

C.  If  you  intend  to  localise  the  current  in  parts  situated 
deeply,  you  may  use  one  of  two  methods.    According  to  the 
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first  the  electrodes  should  be  as  large  as  possible  and  be  placed 
upon  the  part  in  question  at  the  greatest  possible  distance  from 
one  another ;  for  the  closer  the  electrodes  are  to  one  another 
the  greater  will  be  the  difference  between  the  length  of  those 
threads  of  current  which  pass  superficially  and  those  which  pass 
deeply  from  one  electrode  to  the  other,  and  thus  the  greater 
the  number  which  will  remain  near  the  surface.  If  the  elec- 
trodes are  widely  separated  this  difference  will  become  less,  and 
comparatively  more  threads  of  current  will  pass  into  the  deeper 
parts,  as  is  shown  in  fig.  14.  This  method  is  especially 
employed  in  the  treatment  of  the  spinal  cord,  which  is  relatively 

far  removed  from  the  surface;  the 

#rule  here  is  'large  electrodes,  widely 
separated.' 
Or  you  may  choose  two  electrodes 
of  equal  size  and  apply  them  in  such 
a  manner  that  the  part  in  question  is 
situated,  as  far  as  possible,  in  the 
straight  line  connecting  them  (shown 
in  fig.  12  to  be  the  cylinder  dia- 
grammatically  represented  therein). 
Fig.  15.— Diagrammatic  repre-  This  method  is  especially  adapted  for 

seiitation  of  the  best  method  of  appli-  c  i  J  i. 

cation  of  the  electrodes  in  order  to  treatment   of  dcCp-SCated   discaSCS  of 

bring  a  lesion,  situated  deeidy  iu  ,  i      ,      .      /  .  , 

■the  left  cerebral  hemisphere,  into  the  Dram  (aS  IS  shoWU  clcarly  in  the 
the  field  of  the  most  dense  and        , .   .    .        \ .  , 

effective  threads  of  current.  adjoining  diagram),  but  may  also  be 

employed  to  influence  circumscribed 
foci  of  disease  in  the  spinal  cord,  for  the  treatment  of  morbid 
processes  situated  deeply  in  the  viscera,  &c. 

One  of  these  three  methods  of  application  will  sufiice  under 
any  circumstances  to  give  you  the  desired  results.  But  you 
must  be  always  quite  clear  about  the  one  you  are  to  choose  and 
the  reasons  why  you  choose  it. 

It  may  be  noticed  here  that  these  conditions  governing  the 
distribution  of  electrical  currents  in  the  human  body  hold  good 
chiefly,  as  it  seems,  for  the  galvanic  current,  at  least  so  far  as 
the  action  upon  deeper  parts  is  concerned.  As  Helmholtz  has 
shown,  the  faradic  current  appears  to  act  somewhat  differently 
in  this  respect,  and  does  not  enter  deeply  with  the  same 
rapidity  and  readiness  as  the  galvanic  current.    This  fact  may 
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explain  various  electrotherapeutical  observations,  such  as  the 
fact  that  deeply  situated  nerves  and  muscles  are  much  more 
readily  excited  by  the  galvanic  than  by  the  faradic  current, 
that  the  latter  does  not  produce  the  expected  eflfect  upon  the 
spinal  cord  and  brain,  the  viscera,  &c.  This  is  certainly  a  point 
of  practical  importance. 

In  conclusion  I  will  refer  briejAy  to  two  of  the  physical  effects 
of  the  current,  which  are,  perhaps,  of  no  slight  significance  in 
electrotherapeutics.  At  any  rate  we  have  constantly  been 
compelled  to  invoke  their  aid  in  the  framing  of  hypotheses  in 
explanation  of  the  curative  effects  of  the  current. 

The  first  is  the  electrolytic  action  of  electrical  currents. 
You  are  acquainted  with  all  the  details  of  this  action,  and  I 
need  remind  you  merely  that,  in  the  passage  of  the  current 
through  certain  compound  conductors  (electrolytes),  these  are 
decomposed  into  their  component  parts,  the  latter  being  given  off 
at  the  two  poles— the  so  called  electronegative  elements  (oxygen, 
iodine,  chlorine,  &c.)  and  the  acids  at  the  anode,  the  electro- 
positive elements  (hydrogen,  potassium,  sodium,  copper,  &c.), 
the  alkahes  and  bases,  at  the  kathode.  Thus  water  is 
decomposed,  hydrogen  being  given  off  at  the  negative,  oxygen 
at  the  positive  pole  ;  chloride  of  sodium  and  iodide  of  potassium 
likewise  yield  soda  at  the  kathode,  chlorine  and  iodine  at  the 
anode. 

Exactly  similar  phenomena  occur  also  in  animal  fluids  and 
tissues;  as  Dubois-Reymond,  Hermann,  and  others  have  shown, 
the  electrolytic  processes  occur  wherever  a  current  passes  from 
another  conductor  into  an  electrolyte,  where  two  electrolytes 
are  in  apposition,  and  also  in  the  interior  of  more  solid  masses 
which  are  permeated  by  an  electrolyte  and  through  which  a 
current  is  flowing.  The  animal  organism,  when  penetrated  by 
an  electrical  current,  presents  such  a  condition ;  electrolytic 
processes  may  therefore  develope  within  it. 

Decomposable  fluids,  however,  or  electrolytes,  are  present 
also  in  the  elements  which  produce  galvanic  currents,  and 
these  are  subject  to  electrolysis  during  the  closure  of  the 
circuit.  Ions  are  thus  set  free  in  a  gaseous  or  solid  form  at 
both  metal  plates  ;  a  new  electromotive  force  is  thus  generated 
in  the  battery,  opposed  to  and  enfeebling  the  original  main 
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current.  This  process  is  called  polarisation  of  the  battery.  It 
IS  the  cause  of  the  inconstancy  of  the  ordinary  simple  batteries  ; 
in  other  words,  their  electromotive  force  gradually  diminishes 
during  the  period  of  closure.  You  all  know  of  the  attempts 
which  have  been  made  to  prevent  polarisation  and  produce  so 
called  constant  elements.  Their  object  has  been  completely 
attained  in  the  elements  of  Daniell,  Bunsen,  Leclanche,  and 
others.  These  are  matters  of  the  greatest  interest  from  a 
physical  point  of  view  and  for  certain  technical  purposes. 

Much  has  been  said  concerning  the  necessity  of  using  such 
elements  in  electrotherapeutics ;  but  let  me  repeat  that  for 
our  purposes  really  constant  elements  are  quite  unnecessary, 
smce,  on  the  one  hand,  even  inconstant  batteries  will  suffice 
during  the  short  period  of  the  application  of  the  current ;  and, 
on  the  other  hand,  it  is  a  well-ascertained  fact  that  even  with 
the  most  constant  elements  we  can  never  succeed  in  pro- 
ducing anything  like  a  uniformly  constant  current  in  the  human 
body. 

This  does  not  mean,  however,  that  certain  constant  elements, 
having  so  many  advantages  arising  from  their  durability,  uni- 
formity, and  facility  of  manipulation,  do  not  deserve  the  prefer- 
ence. Only  it  is  immaterial  for  ordinary  therapeutical  purposes 
whether  the  elements  possess  a  perfect  constancy  or  not. 

The  various  forms  of  current  are  endowed  with  very  dififerent 
degrees  of  electrolytic  activity;  by  far  the  greatest  is  pos- 
sessed by  the  galvanic  current,  much  less  by  the  magneto- 
electric  induction  cm-rent,  and  still  less  by  the  volta-electric 
induction  or  faradic  current.  These  facts  have  been  connected 
with  the  great  difference  of  duration  that  obtains  amongst  the 
various  forms  of  electric  current ;  and  P  may  mention  that  some 
have  ascribed  their  therapeutical  effects  to  the  electrolytic 
action  of  each.    But  I  shall  revert  to  this  subject  later. 

The  other  physical  effect  to  which  I  wish  to  call  attention  is 
the  so  called  mechanical  or  catapho7-ic  action  of  the  electrical 
current.  It  is  possibly  of  great  importance  in  therapeutics  and 
depends  upon  the  general  fact  that,  during  the  passage  of  a  current 
through  an  electrolyte,  contained  in  porous  bodies  (such  as  clay, 
baked  or  not,  animal  and  vegetable  tissues,  &c.),  fluid  is  moved 
from  the  anode  to  the  kathode,  i.e.  in  the  direction  of  the 
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current.  The  amount  of  fluid  conveyed  in  the  porous  body,  m 
a  unit  of  time,  is  so  much  larger  the  stronger  the  current  and 
the  less  the  conducting  power  of  the  fluid.  Firm  particles, 
suspended  in  the  fluid,  are  said  to  move  m  the  opposite 
direction  to  the  fluid  itself.  It  is  evident  that  the  animal 
tissues  are  constructed  in  such  a  manner  as  to  favour  the  pro- 
duction of  these  cataphoric  effects. 
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LECTUEE  V. 

Action  of  Electric  Currents  upon  the  Healthy  Living  Body-Electrophysiology 
of  the  Motor  Nerves  and  Muscles— Excitation— Pfliiger's  Law  of  Contrac- 
tion—Polar Effects— Unipolar  Method  of  Investigation— Polar  Law  of  Con- 
traction and  its  Degrees— Faradic  and  Galvanic  Eeactions  of  the  Muscles— 
Electrotonic  Phenomena— Electrotonus  in  the  Living  Man— Modifying  and 
Eefreshing  Effects. 

I  NOW  pass  to  the  physiological  effects  of  electricity  upon  the 
living  body.  We  shall  first  determine  in  what  manner  electric 
currents  influence  the  individual  organs  of  the  human  body 
under  physiological  conditions,  and  what  consequences  follow 
their  application  to  these  parts.  In  this  way  important  deduc- 
tions may  be  drawn  from  all  the  data,  with  regard  to  diagnosis, 
as  well  as  to  the  treatment  of  morbid  conditions.  Concerning 
the  physiological  effects  of  currents  there  is  a  considerable 
accumulation  of  facts,  for  modern  physiologists  have  expended 
upon  this  subject  more  time  and  energy  than  upon  the  solution 
of  any  other  problems ;  and  if  the  clear  and  exact  knowledge  of 
the  effects  of  an  agent  is  a  necessary  condition  for  its  rational 
application  in  therapeutics,  we  find  ourselves  in  a  peculiarly 
satisfactory  position  with  reference  to  electricity.  The  electro- 
physiology  of  the  nervous  system  and  of  the  muscles  teaches  us 
a  large  number  of  most  important  and  interesting  facts  ;  and 
we  possess  concerning  it  a  depth  and  exactness  of  knowledge 
scarcely  excelled  in  any  other  branch  of  physiology. 

And  yet  a  closer  investigation,  made  in  the  light  of  our 
special  practical  wants,  soon  teaches  us  how  very  incomplete 
physiological  science  still  is,  and  how  many  important  problems 
remain  unsolved.  Electrophysiology  does  not  yet  afford  a 
sufficiently  secure  basis  for  any  bold  construction  of  therapeu- 
tical hypotheses.  It  may  even  appear  that  those  effects  of  the 
current  which  physiology  has  attentively  studied  are  not  those 
upon  which  curative  applications  must  be  founded. 

The  influence  of  electric  currents  on  the  motor  nerves  and 
the  muscles  has  been  most  intimately  studied.  This  subject  is 
of  importance  to  us,  because  it  forms  a  safe  starting  point  for 
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electrodiagnosis,  and  also  because  the  diseases  of  the  motor 
system  form  the  chief  object  of  our  therapeutics. 

I  turn  first  to  the  motor  nerves,  paying  special  attention  to 
the  exciting  (or  stimulating)  effects  of  electrical  currents  upon 
them; 

It  is  a  fact  which  can  be  demonstrated  at  any  moment  that 
the  motor  nerves  of  man  and  the  vertebrates  (either  laid  bare  or 
left  in  situ)  can  be  excited  by  the  application  of  electrical  cur- 
rents (faradic  or  galvanic),  and  that  this  excitation  is  mani- 
fested by  a  muscular  contraction  in  the  muscle  supplied  by  the 
excited  nerve. 

Electric  excitation  has  been  reduced  to  a  law  by  Dubois- 
Eeymond.  '  It  is  not  the  absolute  degree  of  the  density  of  the 
current  at  any  certain  moment  which  acts  as  an  excitant  to  the 
motor  nerves,  but  only  the  change  in  its  degree  from  one 
moment  to  another  ;  i.e.  it  is  only  variations  in  the  density 
which  excite,  and  their  action  is  the  more  intense  the  greater 
their  amplitude  in  a  unit  of  time  ;  or  their  amplitude  being 
equal,  the  more  rapidly  they  occur  ;  most  intense,  therefore, 
upon  sudden  closure  and  opening  of  the  current.' 

From  this  it  follows  that,  as  a  rule,  a  perfectly  constant 
galvanic  current  does  not  produce  any  excitation  during  its  flow ; 
furthermore,  that  a  very  gradual  diminution  or  increase  of  the 
current  remains  without  any  visible  exciting  effect,  even  for 
currents  of  great  strength  ;  and  finally,  that  simple  variations 
of  density,  the  circuit  remaining  closed,  may  act  as  a  stimulant, 
provided  that  such  variations  occur  in  sufficient  amount  and 
with  a  certain  rapidity. 

Hence  follows,  also,  the  powerful  exciting  effect  of  faradic 
currents  upon  the  motor  nerves ;  they  are  made  up  of  ciu*rents 
of  very  short  and  abrupt  ^course,  and  thus  set  up  in  the  nerve 
very  considerable  and  very  sudden  variations  of  density.  If  you 
allow  induction  shocks  to  act  upon  a  motor  nerve,  each  shock  will 
be  followed  by  a  short  muscular  contraction,  corresponding  to  the 
strength  of  the  induction  current.  The  contractions  are  more 
energetic  at  the  opening,  than  at  the  closing,  cm-rent  of  the 
secondary  coil.  If  you  allow  a  series  of  such  shocks  to  act  upon 
a  nerve,  an  identical  series  of  muscular  contractions  will  follow ; 
if  the  succession  of  these  excitations  attains  a  certain  rapidity, 
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the  individual  contractions  will  run  into  one,  another  and  be 
'summated'  into  a  single  permanent  or  tetanic  contraction. 
It  is  unnecessary  to  enter  into  the  details  of  the  excitant  effect 
of  faradic  currents,  which  have  as  yet  scarcely  been  investigated 
bv  physiologists ;  it  will  suffice  to  mention  that  each  indi- 
vidual induction  current  acts  usually  as  a  mere  closure  shock  ; 
the  opening  excitation  appears  to  be  insufficient  to  produce 
any  noticeable  effect. 

The  exciting  effects  of  the  galvanic  current  on  the  motor 
nerves  are  easier  to  understand,  and  have  been  much  more 
thoroughly   studied.    Every  sufficiently  ample  variation  m 
the   density  of  a   galvanic  current,  conveyed  to  a  nerve, 
produces  an  excitation  of  the  nerve,  and  thereby  a  muscular 
contraction ;  the  latter  most  marked  in  the  case  of  variations 
of  density  arising  from  makes  and  breaks  of  the  circuit.    It  was 
early  recognised  that  the  excitant  effects  produced  by  making 
and  breaking  currents  of  various  strengths,  and  also  by  changing 
the  direction  of  the  current  in  the  nerve,  present  certain  differ- 
ences, and  much  time  and  labour  has  been  devoted  to  discover- 
ing the  relations  between  these  differences  and  the  respective 
stimuli.    Pfliiger  was  the  first  to  give  an  accm-ate  and  scientific 
formula  for  these  phenomena  (Pfliiger's  law  of  contractions). 
We  understand  by  this  term  the  appearance,  in  a  definite  order, 
of  muscular  contractions  produced  by  the  closure  and  opening, 
through  the  nerve,  of  galvanic  currents  of  varying  strength  and 
direction  (ascending  or   descending).     This   law,  however, 
applies  to  the  exposed  and  exsected  nerve  only,  and  is  stated  as 
follows  : — 

With  xveak  currents,  in  either  direction,  contraction  occurs 
on  closure  alone,  but  none  is  produced  on  opening ;  the  con- 
traction is  somewhat  stronger  on  closure  of  the  ascending,  than 
of  the  descending,  current. 

With  moderate  currents,  contractions  occur  on  opening  and 
closing  in  both  directions  ;  but  the  former  are  always  weaker 
than  the  latter. 

With  very  strong  cwrrents  (such  as  are  never  employed  on 
human  beings),  contraction  occurs  only  on  opening,  none  on 
closure  of  the  ascending  current;  only  on  closure,  none  on 
opening  of  the  descending  current. 
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By  a  series  of  most  ingenious  experiments,  the  results  of 
which  have  been  confirmed   and  exjDanded  by  Bezold  and 
others,  Pfliiger  was  able  to  reduce  these  phases  of  his  law 
of  contractions  to  facts  which   are   both   well  established 
scientiBcally  and  most  important  for  us.    The  chief  of  these 
is  that  the  exciting  effect  of  the  galvanic  current  occurs  only 
at  the  poles  and  starts  from  them ;  i.e.  the  excitation  on  closure 
occurs  at  the  kathode  only,  on  opening  at  the  anode  only. 
Pfliiger  also  found  that  the  exciting  action  of  the  kathode  is 
greater  than  that  of  the  anode,  and  that  the  closure  excita- 
tion of  a  given  current  is  greater  than  its  opening  excitation. 
It  was  further  found  that  the  more  central  portion  of  a  motor 
nerve  is  more  excitable  than  the  peripheral  portion;  and, 
finally,  that  with  very  strong  currents'  considerable  resistance 
to  the  propagation  of  the  excitatory  wave  occui's  at  both  poles, 
and  increases  with  the  strength  and  with  the  period  of  closure 
of  the  current.    Pfliiger's  law  can  be  explained  on  these  data 
in  the  simplest  manner.    With  %veah  cm-rents  contraction 
occurs  only  on  closure  in  both  directions  of  the  current,  because 
contraction  on  closure  is  the  stronger  and  aj^pears  first ;  con- 
traction on  closure  of  the  ascending  current  appears  somewhat 
earlier,  because  the  central  part  of  the  nerve  on  which  the 
kathode  is  placed  is  somewhat  more  excitable.    When  the 
current  is  moderate  the  closure  contraction,  in  both  directions 
of  the  current,  is  stronger  than  the  opening  contraction,  on 
account  of  the  predominant  exciting  effect  of  the  kathode. 
When  the  current  is  very  strong,  the  resistance  to  the  conduc- 
tion of  the  nerve  impulse,  which  is  developed  at  the  poles  and 
disappears  but  slowly,  inhibits  the  propagation  of  the  closure 
excitation  when  the  current  is  ascending,  and  the  propagation 
of  the  opening  excitation  to  the  muscle  when  the  current  is 
descending,  and  thus  produces  this  peculiar  phase  of  the  law  of 
contractions. 

You  must  especially  bear  in  mind  the  fact,  arising  from 
the  considerations  just  presented  to  you,  that  these  phenomena 
of  muscular  contraction  depend  only  upon  the  different  effects 
of  the  two  poles;  and  that  the  closure  contraction  (CC)  is  the 
effect  of  the  kathode  only,  the  opening  contraction  (OC)  the 
effect  of  the  anode  only ;  that  the  closure  excitation  (kathodic 


OPENmO  AND  CLOSURE  TETANUS.  73 

action)  is  considerably  greater  than  the  opening  excitation 
(anodic  action).  We  shall  find  that  these  statements  apply  to 
the  human  subject  also. 

This  is  not  the  place  to  discuss  the  very  plausible  View  lately  put 
forward  (P.  Griitzner,  Tigerstedt,  Biedermann,  Hering),  and  accordmg 
to  which  there  is  in  general  no  such  thing  as  an  opening  excitation,  but 
what  is  regarded  as  such  is  in  reality  either  due  to  the  occurrence  of 
secondary  polarisation  currents  upon  the  cessation  of  the  primary  polar- 
ising current,  and  opposed  to  it  in  direction,  or  else  it  is  determined  by 
the  production  of  a  normal  nerve  current  in  the  nerves  acted  upon. 
This  theory,  at  any  rate,  is  competent  to  explain  the  manifesta- 
tions of  the  law  of  contractions  in  a  satisfactory  manner,  but  physio- 
logists have  yet  to  satisfy  themselves  of  its  truth.  In  electrical 
diagnosis  and  treatment  it  is  of  secondary  importance. 

You  will  observe,  that  when  the  current  is  strong,  its  closure 
is  not  followed  by  a  simple  short  contraction,  but  often  by  a 
long-drawn  tonic  or  tetanic  contraction,  which  gradually 
subsides  (closure  tetanus,  CT).  Physiologists  have  taken  much 
trouble  to  explain  this  phenomenon,  which  is  opposed  to 
the  law  of  Dubois-Reymond  and  compels  us  to  assume  that 
the  motor  nerve  is  excited  also  by  a  current  flowing  uniformly 
through  it.  It  is,  indeed,  assumed  that  even  weak  descending 
currents  have  a  tetanising  influence;  but  the  explanation  of 
this  fact  is  not  clear,  and  if  I  mention  it,  it  is  only  because 
we  are  constantly  in  a  position  to  affirm  its  occurrence  in 
man. 

A  similar  question  is  that,  much  discussed  by  physiologists,  of 
the  opening  tetanus — that  is,  of  an  opening  contraction  which 
assumes  the  shape  of  a  tonic  persistent  spasm.  This  phenome- 
non is  not  easily  observed  in  quite  fresh  and  normal  nerves,  but 
only  in  such  as  have  been  already  modified  or  the  excitability 
of  which  is  much  increased.  An  explanation  of  it  is  not  dif- 
ficult to  derive  from  Pfliiger's  law  of  electrotonus.  Unlike 
closure  tetanus,  the  opening  tetanus  is  very  rarely  observed  in 
man,  and  apparently  under  pathological  conditions  only. 

Pfliiger's  laws  also  explain  another  phenomenon  which  was 
at  first  known  under  the  name  oi  voltaic  alternatives.  When  the 
circuit  has  been  closed  some  time  and  the  current  has  flowed  in 
one  direction,  the  excitability  of  the  nerve  is  increased  to  open- 
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ing  excitations  by  currents  in  the  same  direction,  to  closure  in 
the  opposite ;  repeated  changes  in  the  direction  of  the  current 
(which  in  electrotherapeutics  we  term  current  reversals),  there- 
fore, produce  a  considerable  increase  in  the  amount  of  contrac- 
tion. This  cannot  bj  any  means  be  explained  by  the  diminution 
in  the  resistance  of  the  tissues,  which  is  undoubtedly  brought 
about  by  the  reversals,  but  rather  by  the  summation  of  the 
exciting  effect  of  the  anode  (disappearance  of  anelectrotonus) 
and  of  the  kathode  (development  of  katelectrotonus)  at  one  and 
the  same  part  of  the  nerve,  where  both  effects  alternate  at  each 
change  of  polarity. 

Furthermore,  Kumpf  has  recently  shown,  by  a  series  of 
physiological  experiments,  that,  in  a  motor  nerve  which  is  still 
connected  with  the  central  organ,  the  opening  contraction  of 
the  ascending  current,  after  long  flow  and  with  considerable 
strength,  occurs  considerably  later  than  in  one  which  is  separated 
from  the  central  organ.  This  we  shall  observe  occasionally 
under  pathological  conditions.  Biedermann  has,  however, 
disputed  Eumpf's  assertion. 

Valentin  (1863)  had  already  stated  that  the  only  constant 
reaction  of  the  normal  living  nerve  was  produced  by  the  closure 
of  a  current  in  either  direction. 

I  have  to  add  further  that  motor  nerves  are  absolutely  non- 
excitable  to  a  strictly  transverse  passage  of  the  current,  whether 
faradic  or  galvanic,  and  also  to  very  short  (under  0*0015  second) 
galvanic  currents,  a  peculiarity,  however,  which  is  much  more 
marked  in  muscles. 

The  practical  physician  has  not  to  do  with  the  discovery  of 
physiological  facts  and  their  reduction  to  laws  ;  he  has  to  apply 
them  to  his  art,  and  for  him  the  question  is  whether  the  law 
of  contractions  can  be  demonstrated  upon  the  motor  nerves  of 
the  living,  healthy,  and  whole  human  body  in  such  a  way,  and 
with  such  a  completeness,  that  it  may  serve  as  a  starting  point 
for  such  applications  as,  for  instance,  the  diagnosis  of  nerve 
lesions. 

Experience  shows  that  such  a  proof  can  be  obtained  with 
the  utmost  certainty,  though  the  difficulties  in  the  way  of  a 
satisfactory  result  are  great,  at  least  from  a  purely  physiolo- 
gical point  of  view  j  but  the  latter  does  not  concern  us,  and 


LAW  OF  CONTRACTIONS  IN  MAN. 


76 


experiments  for  proving  the  law  of  contractions  in  the  hvmg  man 
cannot  be  compared  in  exactitude  with  the  experiments  of  the 
laboratory.  We  cannot  expose  the  nerve  isolated  to  a  great 
length  and  place  it  upon  the  electrodes  ;  we  have  to  deal,  on  the 
contrary,  with  nerves  which  are  surrounded  with  more  or  less 
thick  layers  of  well-conducting  tissues,  and  which  are  permeated 
by  a  large  number  of  the  threads  of  current  diffusion.  We  can- 
not, therefore,  possibly  maintain  any  uniform  current  density 
in  the  nerve.    The  greatest  density  of  the  current  will  always 


Fl(!.  16.— Diagrammatic  representation  of  the  area  of  current  diffusion  in  the  ordi- 
nary percutaneous  application  of  taotli  eleotrorles  to  a  nerve  (ulnar  nerve  in  the  arm). 
The  threads  of  current  in  the  region  beyond  the  zone  of  the  effectual  current  density 
are  dotted.  There  are  four  different  directions  of  the  current  in  the  nerve. 


be  found  immediately  beneath  the  electrodes  ;  even  in  the 
intrapolar  portions  of  the  nerves  the  density  will  soon  become 
so  slight,  if  the  electrodes  are  not  closely  approximated,  that  a 
part  of  the  nerve  may  be  regarded  as  not  traversed  by  the 
current ;  and  it  will  be  especially  impossible  to  maintain  a 
definite,  single  direction  of  the  current  in  the  living  nerve, 
surrounded  as  it  is  by  soft  parts.  A  glance  at  the  above 
diagram  (fig.  16),  which  embodies  a  fact,  first  promulgated  by 
Helmholtz  and  afterwards  worked  out  by  Filehne,  will  show 
that  in  ordinary  percutaneous  application  not  less  than  three, 
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perhaps  even  four  efficient  directions  of  the  current  must  be 
present  in  such  a  nerve.  In  the  neighbourhood  of  each  pole 
there  occur  two  tracts  permeated  by  an  ascending  and  by  a 
descending  current  respectively. 

Thus  it  is  impossible  to  institute  a  strictly  physiological 
experimentation  on  the  living  man ;  more  especially  the  direc- 
tion of  the  current,  which  has  erroneously  been  considered  of  so 
great  importance,  must  be  excluded  from  all  account ;  we  must 
strive  to  find  the  law  of  contractions  of  the  living  motor  nerve 
within  the  body  without  reference  to  it.^  We  have  seen,  how- 
ever, that  all  the  phenomena  of  the  law  of  contractions  depend 
solely  upon  polar  effects  ;  the  first  two  phases  of  the  law,  more- 
over, show  that  for  them  at  least  the  direction  of  the  current 
is  of  no  consequence,  since  it  does  not  interfere  with  the  pro- 
duction of  the  polar  effects. 

Indeed,  there  is  no  doubt  that  we  may,  on  physiological 
principles,  simpHfy  our  task  and  reduce  it  to  the  testing  of 
the  pure  polar  effects  on  human  nerves.  We  must  find 
whether  we  can  demonstrate  these ;  whether  they  occur 
according  to  a  definite  law,  and  appear  with  regularity  under 
increasing  strengths  of  current. 

This  problem  is  solved  without  much  difficulty.  If  but  one 
pole  is  brought  into  the  immediate  vicinity  of  the  nerve  to  be 
tested,  and  the  other  is  removed  as  far  as  possible,  the  density 
of  the  current  under  the  first  pole  will  be  comparatively  so 
great  that  its  action  will  be  brought  into  play  almost  exclusively. 
This  action  may  thus  be  examined  separately  on  closure  and 
opening,  and  with  any  direction  of  the  current. 

This  simple  and  obvious  method  was  first  introduced 
into  electrotherapeutics  by  Baierlacher.  He  established  the 
law  of  contractions  by  experiments  made  on  the  peroneal  and 
ulnar  nerves,  but  he  did  not  deduce  any  practical  consequences 
from  the  facts  he  observed.  Brenner,  on  the  other  hand,  deserves 
the  credit  of  having  systematically  studied  the  method  and 

'  In  two  works  which  he  has  lately  published,  Strieker  has  adduced  the 
results  of  many  physiological  experiments  undertaken  with  the  view  of  csta- 
blisliing  the  fact  that  the  law  of  contractions  has  no  reference  to  the  direction 
of  the  current.  We  must  leave  it  to  physiologists  to  decide  whether  these 
experiments  are  conclusive. 
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■  applied  it  to  man  in  its  full  development.  Thus  was  derived 
the  so  called  polar  method  of  investigation  in  diagnosis, 
from  which  also  Brenner  obtained  a  polar  method  of  thera- 
peutics. 

But  this  method  offers  also  certain  difficulties  and  peculi- 
arities, which  one  must  know  and  keep  before  one's  eyes  in  order 
to  obtain  results  of  any  value.  Filehne,  following  up  the 
researches  of  Eob.  Schultze,  has  considerably  facilitated  the  com- 
prehension of  the  conditions  obtaining  here,  and  removed  the 
difficulties  which  appeared  to  stand  in  the  way  of  a  reconciliation 
between  the  physiological  and  polar  law  of  contractions. 


'      Fia.  17.— Diagrammatio  represientation  of  the  primary  and  secondary  (virtual)  polar 
action,  with  the  unipolar  application  of  the  electrode  to  a  nerve  trunk. 

We  can  by  no  means  produce  an  entirely  isolated  action  of 
the  poles  in  a  nerve ;  if  the  current  enters  a  nerve  at  any 
point  (that  is,  if  there  is  an  anode  at  any  part  of  the  nerve)  it 
must  make  its  exit  at  some  other,  perhaps  at  various  places  (i.e. 
it  must  have  a  kathode  somewhere).  It  will  depend  solely  upon 
the  density  of  the  current  of  exit  in  how  far  the  action  of  this 
second  pole  or  virtual  electrode  comes  into  play.  In  fact,  a 
glance  at  fig.  17,  which  gives  a  diagrammatic  representation  of 
the  phenomena,  will  show  that  an  isolated  pole  placed  upon 
a  nerve  cannot  have  only  one,  but  must  have  two  opposite 
poles  in  its  immediate  neighbourhood.    If  the  current  enters 
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through  the  anode  with  a  certain  density,  the  derived  currents 
will  expand  along  both  directions  of  the  nerve  with  diminish- 
ing density  ;  the  kathode  may  be  regarded  as  present  at  the 
point  at  which  the  density  has  become  so  slight  that  the 
current  is  ineffective.  Every  anode  is  therefore  placed  between 
two  kathodes  of  much  less  density,  and  the  converse  occurs 
when  the  isolated  kathode  is  applied  to  the  nerve.  We  must, 
therefore,  in  this  method  of  application,  expect  to  hnd,  under 
these  circumstances,  the  action  of  the  opposite  pole  added  to  the 
action  of  the  pole  applied  directly,  though  very  much  enfeebled ; 
and  this  is  what  really  happens,  as  I  have  just  told  you.  We 
obtain,  in  addition  to  the  closure  effect  of  the  kathode,  a  weak 
opening  effect,  due  to  the  virtual  anode;  and,  in  addition 
to  the  opening  effect  of  the  anode,  a  closure  effect  of  the  virtual 
kathode.  The  more  or  less  prominent  manifestation  of  the 
secondary  effect  will  depend  solely  upon  the  peculiarities  of 
the  anatomical  relations  and  upon  the  density  of  the  current  in 
the  nerve  to  which  they  give  rise ;  indeed,  we  see  that  this 
secondary  effect  varies  in  prominence  from  nerve  to  nerve,  but, 
as  we  have  to  compare  reactions  of  similar  nerves  under  varying 
conditions,  this  fact  offers  no  practical  difficulty. 

Now,  the  polar  method  of  examination  consists  in  that  one 
electrode,  termed  '  exciting,'  is  brought  in  as  close  approxima- 
tion as  possible  to  the  nerve  to  be  examined  (e.g.  fixed  over 
the  facial,  ulnar,  &c.,  nerve),  and  then  connected  as  desired 
with  the  anode  or  kathode  of  the  battery,  so  as  to  test  the 
effect  of  either  on  closure  and  opening  of  the  current.  The 
other  or  '  indifferent '  electrode  is  placed  on  some  remote  part 
of  the  body  (sternum,  spine,  epigastrium,  &c.)  It  is  best  to 
accustom  oneself  always  to  use  the  indifferent  electrode  in  the 
same  position  on  the  body.  I  choose  the  sternum  exclusively, 
since  the  electrode  can  most  readily  be  applied  there  by  the 
person  examined. 

The  necessary  closures  and  openings  of  the  circuit  are  best 
made  by  means  of  the  metallic  commutator.  When  the  kathode 
lies  over  the  nerve  and  the  circuit  is  closed,  we  say  that  we 
make  a  kathodic  closure  (KC).  If  now  we  open  the  circuit 
we  make  a  kathodic  opening  (KO);  likewise  we  speak  of 
anodic  closures  (AC)  and  anodic  openings  (AO).  Abbreviations 
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such  as  those  given  here  will  be  found  a  great  [convenience  in 
practice  and  have  been  universally  adopted. 

It  is  best  to  begin  (with  a  low  current  strength)  by  examin- 
inty  KG  by,  say,  three  closures,  and  at  the  same  time  observing 
KO ;  AC  and  AO  are  then  examined  in  the  same  manner. 
To  secm-e  the  opening  contraction  it  is  advisable  to  keep  the 
current  closed  for  a  little  while,  as  this,  you  have  already  heard, 
increases  the  excitability  to  the  opening  stimulus.  With 
increasing  current  strengths  you  then  examine  at  what  strength 
the  several  contractions  and  tetanus  are  obtained,  and  can  then 
an-ange  them  in  a  formula  for  the  sake  of  clearness,  in  which 
the  various  degrees  of  contraction  are  represented  as  C,  C,  C", 
or  C,  CC,  CCC,  &c.,  according  to  the  strength  of  the  contraction. 
In  making  these  examinations  you  make  it  a  rule  to  employ 
the  greatest  uniformity  and  regularity  of  method,  because  in 
this  way  only  can  you  arrive  at  results  which  may  be  compared 
with  one  another,  and  can  eliminate  to  a  certain  extent  the 
numerous  sources  of  error  to  which  such  investigations  in  the 
human  subject  are  necessarily  exposed. 

With  this  method  you  will  easily  arrive  at  the  conclusion 
that  in  most  motor  nerves  of  man  the  concordance  of  Brenner's 
proposition  with  physiological  facts  is  complete,  and  that  the 
kathode  excites  chiefly  on  closure,  the  anode  chiefly  on  opening ; 
that  in  consequence  the  excitation  is  propagated  from  the 
kathode  at  closure  and  from  the  anode  at  opening.  You  will 
further  find  that  the  excitant  effect  of  the  kathode  is  notably 
greater  than  that  of  the  anode.  The  resulting  contractions  are 
short,  vigorous,  and  very  rapid,  provided  they  do  not  pass  into 
a  condition  of  tonic  spasm. 

From  this  it  follows  that  the  earliest  contraction  produced  by 
excitation  of  a  motor  nerve  is  the  KCC,  and  that  the  subsequent 
manifestations  can  be  evoked  only  by  increasing  the  current 
strength.  Hence  the  different  stages  in  the  law  of  contractions 
can  be  deduced  without  difficulty.  Let  us  take,  for  example,  the 
ulnar  nerve,  which  is  easily  excited.  On  submitting  it  to  the 
test  we  shall  find,  let  us  say,  that  8  cells  are  required  to  produce 
the  first  KCC,  and  that  with  this  number  there  is  no  response 
to  KO,  AC,  and  AO.  Now  with  10  cells  in  circuit  this  KCC 
becoraes  more  energetic,  and  we  get  in  addition  a  feeble  ACC, 
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and  perhaps  an  equally  feeble  AOC.  With  12  cells  the 
KCC  is  very  vigorous  and  may  assume  a  tonic  character  (feeble 
KCT);  ACC  and  AOC  are  stronger,  especially  the  latter; 
KO  is  still  without  effect.  Finally,  with  14,  16,  and  18 
cells  we  get  a  powerful  KCT,  ACC,  AOC,  and  last  of  all  an 
evident  but  ill-developed  KOC. 

We  may  therefore  conveniently  distinguish  three  stages  in 
the  law  of  contractions.  It  is  not,  in  my  opinion,  expedient  to 
establish  a  larger  number,  although  six  and  even  more  have 
been  laid  down.  To  extend  the  series  would  entail  much 
confusion,  and  its  members  would  not  bear  the  constant 
relation  in  reference  to  different  nerves  which  I  can  claim  for 
the  three  stages  which  I  have  taken. 

First  Stage  (weak  current) :  KCC. 

Second  Stage  (moderate  current):  KCC  stronger.  ACC 
and  AOC  also  occur,  of  about  equal  strength,  though  sometimes 
one,  sometimes  the  other  appears  a  little  earlier  in  different 
nerves.  Thus  ACC  is  usually  first  in  the  facial  and  ulnar,  AOC 
in  the  musculo-spiral.  These  are  small  differences  undoubtedly 
due  to  the  anatomical  position  of  the  nerves  and  to  the  density 
of  the  derived  currents  instituting  the  virtual  electrode  (fig.  18), 
which  is  dependent  thereon  and  causes  the  closure  contraction. 

Third  Stage  (strong  current):  KCC  becomes  tonic  (KCT); 
ACC  and  especially  AOC  become  more  powerful,  and  at  the 
same  time  weak  KOC  occurs  (often  hidden  by  the  persistence 
of  KCT  till  the  current  is  broken). 

Fiu-ther  stages  do  not  occur  in  the  living,  healthy  man ;  a 
further  advance  would  be  the  occurrence  of  anodic  opening 
tetanus,  but  this  has,  to  my  knowledge,  not  yet  been  observed 
in  the  healthy  motor  nerves  of  man.  With  very  high  strengths 
of  current  it  is  easier  to  produce  a  slight  prolongation,  with 
tonic  character,  of  ACC. 

For  the  notation  of  the  law  of  contractions  Brenner  has 
introduced  a  very  simple  and  practical  formula,  which  contains 
the  six  possible  exciting  factors  (KC,  KD=kathodic  duration, 
i.e.  the  period  of  closure  of  the  circuit;  what  is  termed 
closure  tetanus  is  a  KD  reaction;  KO,  AC,  AD=anodic  dura- 
tion and  AO),  by  the  side  of  which  the  strength  and  duration 
of  the  contractions  may  be  appended  in  a  manner  readily 
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understood.  The  following  would  be  a  formula  for  the  three 
stages  of  the  law  of  reaction  of  the  motor  nerve : 


First  Stage. 

KCC 

KD- 

KO- 

AC- 

AD- 

AO- 


Second  Stage. 

KCC 

KD- 

KO- 

ACO 

AD- 

AOC 


Third  Stage. 

KCC" 

KDC> 

KOC 

ACC 

AD- 

AOC 


It  may  serve  to  make  the  above-mentioned  facts  clearer  if  I  add 
here  a  schematic  representation  of  the  different  strengths  of  the  con- 


Density  =j. 


Density  =1. 


Fig.  18.— Diagrammatic  representation  of  the  varying  density  of  the  active  (-)  and  the 
virtual  (  + )  pole  upon  unipolar  application  of  the  kathode  to  the  nerve. 

tractions  obtained  by  the  several  K  and  A,  C  and  O  excitations, 
having  regard  to  their  derivation  according  to  the  views  just  ex- 
pounded concerning  the  polar  actions  and  their  underlying  physical 
conditions.  The  strength  of  the  individual  contractions  (C)  in  any 
nerve  is,  cteteris  paribus,  obviously  the  product  of  the  amount  of 
excitation  of  the  active  pole  (P)  and  the  density  of  the  current  at 
the  point  of  excitation  (D),  i.e.  C=PD.  We  will  assume  that  the 
amount  of  excitation  of  the  K=l,  of  the  A.=\.  We  will  represent 
these  by  simple  numbers,  and  assume  the  density  of  the  current  at 
ihe  active  electrode  (in  the  most  shaded  part  of  fig.  18)=1,  and  that 
at  the  point  of  secondary  polar  action  (shaded  lightly  in  the  figure) 
as  This  is  probably  over-estimating  it,  just  as  the  expression  -Jr 

is  excessive  for  the  representation  of  the  exciting  effect  of  the  anodo 
VOL.  VI. 
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with  reference  to  the  kathode  taken  as  unity.  But  the  two  errors 
tend  to  rectify  each  other  and  the  statement  will  serve  well  enough 
for  the  purposes  of  a  schematic  representation.  It  will  entail  no 
appreciable  error  to  neglect  the  consideration  of  the  threads  of  current 
which  pass  lower  down,  under  the  conditions  of  the  method  we  have 
adopted. 

Now  let  the  exciting  electrode  be  the  K.  "When  the  current 
is  closed  it  acts  with  an  excitation  force  1  and  density  1. 
Therefore  KCC  =  1  x  1.    Consequently  its  strength=]. 

But  on  opening  the  current  the  excitation  occurs  not  at  the 
real  K,  but  at  the  virtual  A  (lightly  shaded  in  the  diagram), 
with  an  excitation  force =^  and  density  |-.  What  we  term  the 
KOC  therefore  is  of  a  strength  ^x\  =  \. 

Again,  let  the  exciting  electrode  be  the  A.  When  the 
circuit  is  closed  the  excitation  takes  place  not  at  the  real  A  but 
at  the  virtual  K  (lightly  shaded),  with  the  kathodic  excitation 
force  =  1  and  density  ^.  The  ACC  has  therefore  a  strength 
1  X  i  =  i 

^  ^  2  2* 

But  in  this  case  on  opening  the  circuit  the  excitation  occurs 
at  the  A  itself  (darkly  shaded  in  the  diagram),  with  anodic 
excitation  force  =  |-  and  density  1.  AOC  therefore  =  ^  x  1  and 
its  strength  =  \. 

With  a  definite  current  strength,  then,  the  contractions  pro- 
duced by  the  different  stimuli  arrange  themselves  in  the  fol- 
lowing order  and  proportions : 

KCC  =  1  or  4 
ACC  =  i  or  2 
AGO  =  I  ov  2 
KOC  =  i  or  1 

The  attentive  reader  will  readily  understand  that  this  series 
practically  corresponds  to  observed  facts,  although  the  individual 
figures  are  inadequate  to  represent  the  actual  strength  of  the 
individual  contractions.* 

The  statements  which  I  have  made,  gentlemen,  hold  equally 
for  all  the  motor  nerves  in  the  human  body,  and  you  can 

>  De  Watteville  has  recently  published  {Brain,  vol.  iii.  p.  23,  1880)  a  similar 
explanation  of  these  phenomena.  I  would  therefore  remark  that  I  have  been  for 
many  years  in  the  habit  of  introducing  this  scheme  into  my  course  of  lectures 
on  electrotherapeutics. 
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demonstrate  this  truth  in  each  so  far  as  they  come  within  your 
reach.  You  will  find  that  they  do  not  all  behave  precisely 
alike,  but  that,  especially  in  reference  to  the  part  played  by 
the  ACC  and  the  AOC  and  the  comparative  difficulty  of  in- 
ducing a  KOC,  they  display  considerable  variation  from  one 
another.  This  arises,  as  we  said  before,  from  the  anatomical  pecu- 
liarities, and  the  diffusion  of  the  current  which  depends  upon 
them.  You  must  therefore  compare  together  only  effects  pro- 
duced on  the  same  portion  of  single  nerves.  It  is  not  necessary 
to  go  fully  here  into  the  phenomena  observed  in  all  the  nerves  ; 
you  may  find  more  on  this  subject  in  the  works  of  Ziemssen 
and  of  Brenner,  and  you  will  derive  still  greater  profit  from  a 
personal  testing  of  these  circumstances  in  all  their  details  on 
appropriate  individuals. 

The  former  publications  relate  to  experiments  made  without 
galvanometric  record,  so  that  no  idea  can  be  formed  of  the  necessary 
current  strengths.  I  therefore  add  here,  as  an  example,  some  results 
of  the  galvanic  investigation  of  several  nerves  in  a  healthy  young 
man,  from  which  one  can  readily  gather  the  relative  efficiency  of  the 
dififerent  stimuli  in  the  several  nerves.  The  method  of  mvestigation 
was  tbe  one  usually  adopted.  I  have  indicated  only  the  galvano- 
metric readings  and  left  out  the  number  of  elements,  which  are  of  no 
consequence. 

Tbe  galvanometric  readings  given  here  are  those  at  which  tbe 
corresponding  contractions  first  appeared.  The  '  standard  '  electrode 
was  used.    Resistance  in  galvanometer=150. 


KD  means  the  appearance  of  tetanus  (KT).  The  figures  in  brackets  denote  the  current  strength 
reckoned  according  to  recent  usage  In  milliampferes. 


Excitation 

Accessory  Nerve 

Ulnar  Nerve 

Musculo-spiral 
Nerve 

Peroneal  Nerve 

KG 
KD 
KO 
AC 
AO 

10°  (0-25) 
21°  (6-0) 
28°  (7-0) 

27°  (ro) 

1.5°  (3  0) 

8°  (0-5) 
35°  (4'0) 
36°  (4'5) 
14°  (1-75) 
28°  (1-25) 

10°  (1-0) 
.30°  (8'0) 
35°  (-) 
35°  (4-5) 
25°  (4-0) 

20°  (1-25) 
32°  (6  0) 
39°  (7  0) 
32°  (4  0) 
27°  (2-5) 

From  this  you  will  appreciate  tbe  relative  efficiency  of  the  dif- 
ferent stimuli  in  each  nerve,  as  well  as  amongst  themselves. 

Tbis  table  is  instructive  in  reference  to  the  order  of  appearance  of 
AOC  and  ACC  in  the  several  nerves.  You  see  that  the  accessory 
and  tbe  musculo-spiral  react  to  AO  much  sooner  than  to  AC.  In 

o  2 
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the  peroneal  the  AOC  does  not  appear  much  before  the  AOC ;  in  the 
ulnar  much  later.  These  relations  are  apparently  the  same  in  all 
healthy  individuals,  but  even  in  the  nerves  where  the  ACC  appears 
early  the  AOC  speedily  reaches  the  precedence  with  greater  strength. 

The  electrical  excitability  of  the  voluntary  muscles  has  been 
a  subject  of  much  contention  and  never-ending  labour  to  the 
physiologist.  The  long-disputed  question  whether  the  muscles 
possess  excitability  of  their  own,  independently  of  the  motor 
nerves  (or,  more  properly  stated,  whether  the  undoubted  excita- 
bility of  the  muscles  can  be  brought  into  effect  by  other  means 
than  through  the  motor  nerves),  appears  now  at  last  to  be 
settled,  and  the  existence  of  muscular  excitability  to  be  esta- 
blished beyond  a  doubt.  This  question,  of  purely  theoretical 
interest  to  the  physiologist,  since  the  idio-muscular  excitability 
is  never  taken  into  account  in  the  normal  organism,  has  never- 
theless a  considerable  significance  for  us  pathologists,  inasmuch 
as,  apart  from  morbid  irritative  processes  in  the  muscular  tissue 
itself,  we  often  meet  with  morbid  processes  in  which  the  idio- 
muscular  excitability  is  demonstrable,  independently  of  any 
action  on  the  part  of  the  motor  nerves,  and  in  which  its  determi- 
nation subserves  important  diagnostic  and  prognostic  purposes. 

It  has  been  found  by  physiologists  that  Dubois-Eeymond's 
law  of  excitation  also  holds  good  for  the  muscles.  It  has  been 
shown,  however,  that  the  muscular  tissue  has  not  the  same  pro- 
perty as  nerves  of  reacting  to  currents  of  very  short  duration  ; 
hence  its  excitation  by  faradic  currents  is  more  difficult  than  by 
galvanic. 

The  muscles,  however,  respond  to  the  faradic  current  like 
the  nerves,  with  a  contraction  at  each  single  induction  shock  of 
definite  strength,  and  with  a  tetanic  contraction  to  a  number  of 
such  shocks  rapidly  succeeding  one  another. 

The  law  of  galvanic  contraction  for  muscles  has  been  vari- 
ously given  by  successive  observers.  From  the  recent  researches 
of  Engelmann,  Hering,  and  Biedermann  it  appears  to  be  entirely 
analogous  to  that  of  the  motor  nerves,  and  to  depend  upon 
the  fact  that  the  closure  excitation  occurs  only  at  the  kathode, 
the  opening  excitation  only  at  the  anode.  With  moderate 
current  strengths  closure  and  opening  contractions  occur  at 
both  poles,  but  the  latter  are  much  weaker  and  often  entirely 
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absent.  An  opening  contraction  occurs  regularly  only  with 
higher  current  strengths  and  very  prolonged  duration  of  closure  ; 
this  is  perhaps  due  to  the  fact  that  muscle  reacts  badly  to  short 
excitations,  and  that  the  break  is  such  a  short  excitation. 
With  strong  currents  a  certain  degree  of  shortening  of  the 
muscles  persists  after  the  closure  as  well  as  the  opening  con- 
traction (closure  and  opening  duration  contraction  ;  the  latter  is, 
however,  difficult  to  obtain). 

The  direct  muscular  excitability  is  peculiarly  difficult  to  test 
in  the  living  man,  where  we  are  unable  to  excite  the  muscle 
itself  independently  of  the  nervous  fibre  distributed  through- 
ly out  its  whole  mass.  We  cannot  draw  conclusions  from  the 
instances  where,  owing  to  pathological  conditions,  the  motur 
nerves  are  degenerated  in  their  very  terminations  ;  for  though 
the  idio-muscular  excitability  is  here  present  the  fact  that  we 
have  to  do  with  pathological  alterations  of  the  muscular  sub- 
stance itself  vitiates  any  conclusions  we  might  draw.  Still  such 
facts  prove  the  existence  of  an  idio-muscular  excitability,  though 
we  remain  in  uncertainty  as  to  the  exact  physiological  behaviour 
of  the  healthy  muscular  fibre  in  presence  of  electrical  currents. 

To  the  faradic  current,  when  the  automatic  interrupter 
is  used,  living  muscles  react  with  more  or  less  energetic  tetanic 
contractions,  according  to  its  strength.  To  single  induction 
shocks  they  respond  with  distinct  contractions.  These  will  be 
more  marked  according  as  the  exciting  electrode  is  applied 
more  nearly  to  the  place  of  entrance  of  the  motor  fibre — most 
evident,  therefore,  when  this  place  (the '  motor  point ')  is  directl}' 
stimulated.  Upon  this  fact  depends  the  method  of  '  localised 
faradisation  of  muscles,'  first  employed  by  Duchenne,  developed 
afterwards  by  Remak,  and  finally  systematised  in  the  hands  of 
Von  Ziemssen.  By  its  means  we  are  enabled  to  effect  the  faradic 
excitation  of  all  the  superficial  muscles  and  of  some  that  are  more 
deeply  situated. 

The  galvanic  reaction  of  living  muscle  consists  of  a  single 
closure  contraction  when  both  poles  are  applied  to  the  muscle. 
An  opening  contraction  occurs  only  exceptionally.  This  fact  I 
have  learnt  as  the  result  of  numerous  experiments ;  and  in 
those  I  found  it  necessary  to  avoid  the  motor  points  as  far  as 
possible,  a  precaution  which  can  be  observed  only  in  the  case  of 
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the  long  and  powerful  muscles,  such  as  the  biceps  brachialis, 
the  extensors  in  the  thigh,  the  deltoid,  and  vastus  internals,  the 
pectoralis  major,  and  the  like.  This  absence  of  an  opening 
contraction  may  perhaps  be  accounted  for,  as  I  have  already  said, 
by  the  relatively  sKght  excitability  of  muscle  to  an  opening 
stimulus  of  short  duration.  The  closure  contractions  are  rapid 
and  vigorous.  Still  it  has  often  seemed  to  me  that  they  were 
less  prompt  and  lightning-like  than  those  produced  through  the 
nerve.  They  occasionally  too  displayed  a  tendency  to  tonic 
spasm.    But  they  are  in  no  case  precisely  sluggish. 

Another  thing  to  be  observed  is  that  the  KCC  is  at  times 
but  little  better  marked  than  the  ACC,  and  this  afifords  a  striking 
contrast  to  the  normal  reaction  in  the  nerve.  Jolly  has  noticed 
the  same  thing,  and  he  has  even  found  ACC  >  KCC.  In  explana- 
tion of  the  phenomenon  much  light  is  to  be  derived  from  the 
noteworthy  statements  of  Hering,  who  points  out  that,  with  the 
usual  disposition  of  the  electrodes,  the  several  parts  of  the  muscle 
that  are  respectively  anodic  and  kathodic  must  have  very  com- 
plicated relations  under  different  conditions  of  shape,  size,  situa- 
tion, and  anatomical  structure.  If  you  reflect  further  that  the 
substance  of  the  muscle  under  examination  is,  relatively  to  the 
neighbouring  soft  parts,  of  far  greater  extent  than  the  nerve 
similarly  investigated,  and  that  in  consequence  the  former  re- 
ceives a  much  greater  quantity  of  the  current,  and  that  so  the 
<  virtual '  electrode  is  rendered  more  efficient,  and  also  that  the 
afferent  motor  nerve  must  occasionally  fall  under  the  influence 
of  the  virtual  electrode,  while  the  muscle  thus  becomes  compara- 
tively more  excitable  to  KC  than  to  AO,  you  Avill  not,  perhaps, 
arrive  at  any  sufficient  explanation  of  the  phenomenon,  but  you 
will  find  it  equally  a  matter  of  astonishment  that  its  reaction 
should  differ  only  so  slightly  from  that  of  the  nerve. 

It  is  obvious  that  a  localised  galvanisation  of  the  different 
muscles  is  also  possible,  and  its  methods  and  principles  are  the 
same  as  those  upon  which  the  faradic  cm-rent  is  similarly 
employed. 

There  is  another  and  a  very  important  class  of  effects  pro- 
duced by  the  action  of  the  electric  current  upon  motor  nerves. 
These  are  its  modifying  or  electrotonic  effects.  They  are  those 
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which  are  expressed  by  a  change— increase  or  diminution— m 
the  condition  of  excitability— chemical,  physical,  or  mechanical 
—of  motor  nerves  and  muscles,  which  is  effected  by  the  passage 
of  the  current  through  these  structures  and  lasts  for  a  variable 
time  afterwards.  These  effects  have  been  made  the  subject  of 
the  closest  physiological  research,  and  they  have  been  combined 
under  the  name  of  '  electrotonic  phenomena.'  To  Pfliiger  belongs 
the  credit  of  having  investigated  them  exhaustively  in  all  their 
bearings,  but  a  few  words  wiU  suffice  to  lay  before  you  as  much 
of  the  matter  as  is  essential  or  instructive  to  us. 

A  galvanic  'polarising'  current,  passed  along  the  course  of 
a  motor  nerve,  modifies  its  excitability  throughout,  but  with 
greatest  intensity  in  the  vicinity  of  the  two  poles.  Under 
the  kathode  and  around  it  there  is  a  more  or  less  considerable 
increase  of  excitability  to  the  various  orders  of  stimuli ;  and 
this  is  called  katelectrotonus.  At  the  anode,  on  the  other 
hand,  and  in  its  neighbourhood  there  takes  place  a  diminution 
of  excitability,  and  this  is  known  as  anelectrotonus.  Both  are 
in  proportion  to  the  duration  and  intensity  of  the  polarising 
current,  and  the  two  conditions  approach  each  other  at  a  central 
spot  in  the  intrapolar  space.  The  modification  of  excitability 
is  greatest  at  the  electrodes  and  falls  off  in  a  curve  on  either  side. 

When  the  polarising  current  is  opened  the  negative  modi- 
fication of  excitability  at  the  anode  (anelectrotonus)  gives 
way  to  a  very  remarkable  positive  modification  or  increase  of 
excitability,  which  lasts  for  some  time.  At  the  kathode,  on  the 
other  hand,  there  is  first  a  negative  modification  of  short 
duration,  giving  place  quickly  to  a  positive  modification  of  a 
high  degree — a  considerably  increased  excitability.  This  disap- 
pears as  slowly  as  the  other,  and  the  normal  condition  is  restored. 
On  opening  the  current,  therefore,  there  remains  at  either  pole 
a  state  of  increased  excitability  of  variable  continuance. 

Inasmuch  as  in  pathological  conditions  we  have  reason  to 
believe  that  we  have  commonly  to  do  with  states  of  increased 
or  diminished  excitability  of  the  nervous  structures,  and  since 
moreover  it  has  always  been  a  great  temptation  to  electrical 
therapeutists  to  reduce  the  results  they  have  obtained  to  the 
exact  and  obvious  phenomena  of  electrotonus,  it  has  followed 
that  numerous  efforts  have  been  made  to  define  and  establish 


ELECTROTHERAPEUTICS. 

these  phenomeiaa  as  displayed  in  the  living  man.  Notwith- 
standing  the  great  difficulties  with  which  they  have  been 
surrounded,  these  efforts  have  met  with  a  considerable  measure 
of  success  m  all  essential  particulars.  The  demonstration  of 
a  law  of  motor  contractions  in  the  live  subject  may  itself  be  re- 
garded as  a  proof  of  the  existence  of  electrotonie  modifications. 

The  first  attempts  in  this  direction,  which  were  published 
almost  simultaneously  by  Eulenburg  and  myself,  yielded  dia- 
metrically opposite  results.  Eulenburg's  conclusions  were  in 
harmony  with  the  doctrines  of  physiology ;  whereas  mine— de- 
rived, it  is  true,  from  different  nerves,  but  by  a  similar  method 
—were  at  variance  altogether  with  these.  Thus  I  found  the 
excitability  increased  in  the  neighbourhood  of  the  A  and 
diminished  towards  the  K.  I  afterwards  tested  the  accuracy  of 
this  view  on  many  occasions  and  in  various  ways,  and  it  seemed 
to  me  to  be  beyond  question.  Its  explanation,  as  Helmholtz 
pointed  out  directly  when  my  observations  came  under  his 
notice,  was  to  be  found  in  the  rapid  diffusion  of  the  current  in 
proximity  to  the  polarising  electrodes;  so  that  the  virtual  poles 
were  formed  in  the  neighbourhood  of  each,  thus  constituting 
an  opposed  influence,  as  may  be  seen  in  the  diagram  (p.  77), 
which  I  have  already  explained  to  you.  When,  by  the  light  of 
this  interpretation,  I  applied  the  exciting  electrode  close  to  or 
upon  the  polarising  electrode,  I  obtained  the  ordinary  effects 
precisely  as  in  physiological  experiments. 

It  may  be  well,  in  illustration,  to  place  before  you  the 
results  of  some  of  my  experiments.  They  were  mostly  made  in 
my  own  person,  on  the  ulnar  nerve.  The  two  polarising  elec- 
trodes were  placed  above  the  nerve  in  the  upper  arm,  10  to  12 
centimetres  apart.  For  the  purpose  of  excitation  I  employed 
secondary  faradic  currents,  conveyed  to  the  nerve  by  means  of 
a  fine  electrode,  taking  care  in  various  ways  to  modify  the 
circumstances  of  the  experiment.  The  distance  of  coils  at 
which  minimum  contractions  occurred  were  noted  alternately 
during  the  jDassage  of  the  current  and  on  opening  the  circuit. 
In  the  first  group  of  exj)eriments  which  I  shall  relate  to  you 
the  excitation  took  place  a  little  below  the  situation  of  the 
polarising  electrodes ;  in  the  second  it  was  effected  at  the 
l^lace  of  application  of  the.  polarising  electrode,  which  was  per- 


ELECTEOTONUS. 


89 


forated  for  the  purpose.  You  will  readily  perceive  that  in  the 
first  instance  there  was  always  a  diminution  of  excitability  in 
the  katelectrotonic  and  an  increase  in  the  anelectrotonic 
zone,  while  in  the  second  the  usual  results— increase  in  the 
katelectrotonic  and  diminution  in  the  anelectrotonic— were 
uniformly  obtained. 

1ST  Series  of  Experiments— Exciting  Electrode  below  the 
Polarising  Electrode. 


A.  Beseending  Kateleotrotonus. 


Polarising  Current 

Distance  of  Coils  in  Mm.  for 
Minimal  Contraction 

Diminution 
of  Excita- 

Exp. 1 

Exp.  2 

B.xp.  3 

Exp.  4 

bility  in  Mm. 

12  cells,  opening  .... 
closui-e  .... 

54 
49 

54 
42 

50 
38 

55 
40 

1  5-15 

H  cells,  opening  . 

closure  .... 

55 
46 

48 
36 

48 
36 

1  9-12 

16  cells,  opening  .... 

closure  .... 

45 
37 

44 
32 

55 
42 

55 
41 

1  8-14 

B.  Beseending  Aneleetrotonus. 


Polarising  Current 

Distance  of  Coils  in  Mm.  for 
Minimal  Contraction 

Increase  of 
Excitability 

Exp.  1 

Exp.  2 

Exp.  3 

Exp.  4 

in  Mm. 

10  cells,  opening  .... 

closure  .... 

48 
54 

'  45 
52 

46 
54 

42 
52 

I  6-10 

12  cells,  opening  .... 

closure  .... 

44 
51 

45 
51 

41 

49 

43 
54 

1  6-11 

14-16  cells,  opening 
closure 

36 
46 

41 
50 

40 
50 

54 
65 

1  9-11 

2nd  Sbeies— Exciting  within  Polarising  Electrode, 
A.  Beseending  Kateleotrotonus. 


Polarising  Current 

Distance  of  Coils  in  Mm.  for 
Minimal  Contraction 

Increase  of 
Excitability 

Exp.  1 

Exp.  2 

Exp.  3 

Exp.  4 

ill  Mm. 

10  cells,  opening  .... 
closure  .... 

50 
63 

52 
66 

58 
70 

1 12-14 

12  cells,  opening  .... 
closure  .... 

55 
65 

62 
72 

61 
75 

57 
75 

1 10-18 

14  colls,  opening  .... 
closure  .... 

58 
85 

66 
86 

j  27-30 

electrothehapeutics. 

B.  Descending  Anelectrotonus. 


Distance  of  Coils  in  Mm.  for 
Minimal  Contraction 

Decrease  of 
Excitability 
in  Mm. 

Exp.  1 

Exp.  2 

Exp.  3 

Exp.  4 

8  cells,  opening  .... 
closure  .... 

52 
.S2 

54 
33 

1 20-21 

10  cells,  opening  .... 
closure  .... 

58 
37 

58 

32 

65 
35 

j  21-30 

12  cells,  opening  .... 
closure  .... 

53 
19 

51 
17 

54 
18 

1 34-36 

The  evidence  of  these  figures  is  incontestable.  They  prove 
beyond  doubt  the  possibility  of  effecting  electrotonic  modiiica- 
tions  of  excitability  in  the  living  subject. 


These  phenomena  have  already  been  studied  by  other  ob- 
servers (Samt,  Briickner,  Eunge,  von  Ziemssen),  but  the 
results  of  their  investigations  are  very  different  and  often 
contradictory.  For  the  most  part  their  methods  have  been 
faulty.  Nothing  positive  has  been  published  by  them,  and  the 
exactitude  to  which  Samt  lays  claim,  somewhat  pretentiously, 
has  not  been  vindicated  by  the  nature  of  his  conclusions.  The 
experimental  methods  of  Briickner  and  Eunge  are  so  compli- 
cated and  involve  so  many 'indeterminate  factors  that  it  is  use- 
less to  try  and  build  anything  substantial  upon  them.  It  is 
therefore  still  to'  be  desired  that  the  subject  should  be  investi- 
gated in  a  closer  and  more  scientific  manner. 

Since  the  above  was  written  careful  researches  by  means  of 
improved  methods  have  been  undertaken  by  Waller  and  de 
Watteville,  with  the  result  that  they  have  established  beyond 
all  doubt  the  existence  of  electrotonic  phenomena  in  the  living 
man,  and  they  confirm  the  conclusions  which  I  originally  drew 
with  the  aid  of  very  primitive  resources.  These  writers  have 
adopted  the  unipolar  method  of  excitation  exclusively,  and  they 
have  so  far  approved  of  the  coincident  localisation  of  the 
polarising  and  exciting  current  that  they  transmit  them  both 
through  the  same  electrode.  They  have  shown  that  during 
the  passage  of  the  polarising  current  two  zones  ai-e  formed 
in  the  nerve— a  '  polar '  zone  immediately  under  the  polar- 
ising electrode  and  of  the  same  electrical  character  as  the 
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latter,  and  a  '  peripolar '  zone  (our  virtual  electrode)  beyond 
this  and  of  the  opposite  character— further,  that  the  exciting- 
electrode  similarly  determines  the  formation  of  two  opposite 
polarisation  zonesinthe  nerve,  so  thatKC  excitation  takes  place 
in  the  polar,  KO  in  the  peripolar  zone,  and  this  is  reversed 
for  the  A.  They  have  proved  these  facts  by  excitation  with  the 
induced  c*urrent,wit]ithe  galvanic  current  (K  and  A,  C  and  0),  and 
finally  with  mechanical  stimuli  applied  duringthe  period  of  polar- 
isation. The  results  of  their  numerous  experiments  are  altogether 
in  harmony  with  the  doctrines  of  physiology.  They  make  it 
evident  that,  during  the  passage  of  a  galvanic  current,  excita- 
bility is  increased  at  the  kathodic,  and  diminished  at  the 
anodic  zones,  both  polar  and  peripolar.  When  the  polarising 
current  is  opened  the  excitability  at  the  kathode  is  at  first 
momentarily  diminished  and  then  exhibits  an  increase  of  long 
continuance ;  at  the  anode  it  undergoes  a  notable  diminution 
from  the  outset,  and  this  persists  for  a  long  time  afterwards. 

Thus  it  has  ceased  to  be  a  matter  of  speculation  whether 
the  electrotonic  effects  can  be  produced  with  any  certainty  in 
the  motor  nerves  of  the  living  subject.  But  my  researches, 
not  less  than  those  of  Waller  and  de  Watteville,  serve  to  empha- 
sise a  fact  which  was  already  sufficiently  evident  from  a  priori 
considerations — namely,  that  the  conditions  of  the  observations 
in  this  case  are  far  more  complicated  than  in  that  in  which  we 
have  to  do  with  an  excised  nerve-muscle  preparation  ;  for  we 
cannot  here  submit  considerable  stretches  of  nerve  fibres  to  a 
polarising  influence  of  a  similar  and  accurately  determinate 
character  throughout,  but  we  have  to  reckon  commonly  with 
six,  or,  when  the  unipolar  method  is  used,  at  least  three,  dis- 
tinct parts  of  the  nerve,  displaying  various  conditions  of  anelec- 


Ym.  19.— Diagram  showing  the  effects  of  a  bipolar  excitation  of  a  nerve,  when  the 
electrodes  are  applied  to  the  skin.  The  area  of  aneleotrotouus  is  sliadod  vertically, 
that  o£  katelcctrotonus  longitudinally. 

trotonus  and  katelectrotonus.  This  will  be  seen  more  readily  in 
the  accompanying  diagram  (fig.  19).  The  recognition  of  this  fact 
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alone  did  much  to  render  the  investigation  fruitful  in  tracing  the 
therapeutical  results  of  electricity  to  its  electrotonic  effects. 

But  the  question  of  the  condition  of  excitability  during  the 
passage  of  the  polarising  current  possesses  for  us  only  a  secondary 
interest ;  of  far  more  importance  in  therapeutics  are  the  subsequent 
and  more  persistent  changes  of  this  kind,  the  (possibly  lasting) 
modifications  which  remain  when  the  circuit  is  opened.  We 
learn  from  physiology  that  under  these  circumstances  there 
l)ersists  at  either  pole  and  almost  throughout  the  entire  length 
of  the  polarised  nerve  a  more  or  less  exalted  condition  of  excita- 
bility ;  but  the  analogy  from  its  speedy  decline  and  the 
subsequent  restoration  of  the  normal  state  of  things  would  en- 
courage but  little  hope  of  securing  for  these  changes  the  desired 
permanence  in  circumstances  of  disease. 

Efforts  have  been  made  to  demonstrate  these  <  after  effects  ' 
in  the  uninjured  nerve  of  the  living  subject,  but  they  have  been 
attended  with  as  great  difficulties  as  those  for  the  solution  of  the 
previous  problems.  The  earlier  experiments  are  entirely  without 
significance.  The  methods  upon  which  they  were  conducted  were 
faulty,  and  their  conclusions  ill-founded  and  unreliable.  The 
same  maybe  said  of  the  otherwise  admirable  researches  of  Brenner 
on  the  subject  of  the  secondary  and  tertiary  excitability  of  motor 
nerves,  by  which  is  meant  the  changes  induced  in  this  condition 
by  alternate  reversals  of  the  current.  The  increase  of  excita- 
bility effected  in  this  way  seems  often  to  have  been  considerable  ; 
but,  inasmuch  as  the  current  strength  at  each  excitation  was  not 
determined  by  the  galvanometer,  it  is  questionable  whether 
that  apparent  increase  was  real  and  not  rather  due  to  a  diminu- 
tion of  tissue  resistance,  brought  about  by  the  action  of  the 
current.  This  latter  was  at  all  events  an  efficient  factor  in  the 
phenomenon,  and  fm'ther  and  more  accurate  experiments  can 
alone  determine  the  measure  of  its  influence.  Hitherto  this 
has  been  attempted  only  by  E.  Eemak ;  but  he  has  added  to 
the  already  very  great  difficulties  of  the  undert  aking  by  confining 
himself  to  the  study  of  the  strictly  polar  modifications  of 
excitability,  and  by  the  somewhat  capricious  exclusion  of  the 
faradic  current  as  an  exciting  agent.  He  has  arrived  at  the 
following  conclusions  :  Kathodic  duration  produces  a  positive 
modification  of  the  KCC,  whereas  this  is  but  little  marked 


'AFTER  effects;  'REFRESHING'  ACTION. 


93 


with  anodic  duration  and  requires  for  its  display  a  special  dis- 
position of  the  circumstances  of  the  experiment.  Having 
regard,  however,  to  the  inconsiderable  deviations  of  the  gal- 
vanometer, by  which  these  differences  are  effected,  and  to 
the  many  sources  of  error  to  which  such  conclusions  are  ex- 
posed, I  am  not  inclined  to  look  upon  them  as  finally  established. 
The  labours  of  Waller  and  de  Watteville,  on  the  other  hand, 
have  yielded  conspicuous  results  in  this  direction  too.  They 
found  that  the  facts  here,  as  in  other  respects  and  as  I  had 
already  anticipated,  were  in  complete  agreement  with  the 
teachings  of  physiology ;  and  they  would  seem  to  have  proved 
that  the  cessation  of  the  polarising  current  was  followed  by  a 
long-persistent  (as  much  as  1^  hour),  positive  modification  of 
excitability. 

Under  the  name  of  the  refreshing  action  of  the  current 
Heidenhain  has  described  the  modifying  action  of  the  galvanic 
current  upon  muscles  that  have  become  fatigued  and  ex- 
hausted by  protracted  electrical  excitation.  He  found  that 
when  these  muscles  had  ceased  to  be  excitable  they  could  be 
rendered  so  again  by  the  persistent  action  especially  of  an 
ascending  galvanic  cxarrent.  But,  inasmuch  as  this  restoration 
of  excitability  depends  upon  the  opening  excitations  of  a 
current  similarly  directed  and  the  closure  excitations  of  one  in 
an  opposite  direction,  it  has  come  to  be  regarded  as  merely  the 
manifestation  of  an  electrotonic  phenomenon  of  the  same  nature 
as  that  witnessed  with  voltaic  alternatives.  In  connection  with 
the  living  subject  there  is  nothing  known  about  it. 
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LECTUEE  VI. 

Electrophysiology  of  the  Sensory  Nerves  and  Nerves  of  Special  Sense- 
Sensory  Nerves  of  the  Skin  and  their  Law  of  Eeaction— Sensory  Nerves  of 
the  Muscles — -Optic  Nerve  and  Eetina — Acoustic  Nerve  and  the  Nervous 
Auditory  Apparatus— Nerves  of  Taste— Nerves  of  Smell. 

After  what  we  have  said  of  the  effects  of  electricity  on  the 
motor  nerves,  and  especially  in  presence  of  the  imperfection  of 
our  knowledge  concerning  the  reactions  of  the  nerves  of  general 
and  special  sensation,  the  electrophysiology  of  the  latter  will 
not  delay  us  long. 

With  regard  to  the  sensory  nerves  of  the  skin,  the  question 
arises  much  more  forcibly  whether  the  galvanic  current  excites 
them  by  its  continuous  flow,  or  only  by  variations  of  density. 
At  all  events  the  application  of  a  pole,  with  a  current  of  suffi- 
cient strength,  to  the  skin  causes  a  continuous  sensation,  a 
peculiar  itching  and  pricking,  which  soon  passes  into  a  uniform 
burning :  the  latter  may  increase  to  a  very  severe  pain.  This 
sensation,  especially  the  uniform  burning,  may  be  largely  due 
to  the  irritating  effect  of  the  chemical  substances  which  are  set 
free  at  the  surface  of  the  body  by  electrolysis  and  act  like  a 
mustard  poultice  or  other  rubefacients  ;  to  some  extent,  how- 
ever, it  is  probably  caused  by  the  direct  action  of  the  current 
upon  the  sensory  apparatus  of  the  skin.  Physiologists  are  not 
yet  agreed  as  to  the  explanation  of  the  latter  phenomenon. 
Many  lean  towards  the  view  that  the  sensory  terminal  organs 
react  to  the  current  differently  from  the  conducting  paths — 
that  they  are  not  excited  by  variations  of  density  only,  but 
also  by  the  constant  passage  of  the  current.  This  is,  to  a  certain 
extent,  opposed  to  the  fact  that  continuous  excitation  of  a  nerve 
ixnxik — that  is,  of  conducting  fibres — is  accompanied  with  a 
continuous  eccentric  sensation  in  the  region  of  its  distribution. 
On  making  the  experiment  on  the  ulnar  at  the  elbow  or  the 
median  at  the  wrist,  a  lively  eccentric  sensation  of  formication 
is  experienced  in  the  fingers  at  KG  and  dm-ing  KD,  gradually 
diminishing ;  at  AC  and  during  AD  the  sensation  is  the  same, 
but  weaker.    Griitzner  has  lately  made  fresh  researches  con- 
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cerning  the  continuous  excitation  of  sensory  nerves  by  the 
galvanic  current. 

It  is  well  known  that  experiments  on  animals  throw  but  a 
very  imperfect  light  upon  the  phenomena  presented  by  the 
sensory  nerves.  A  so-called  law  '  of  contraction,'  or  rather  '  of 
reaction,'  of  these  nerves  has  been  obtained  in  an  indirect 
manner  only,  inasmuch  as  the  reflexes  occurring  upon  excitation 
of  them  (in  slightly  strychninised  animals)  were  taken  as 
indications  of  the  sensory  excitation.  By  means  of  this  method 
Pfliiger  found  the  law  of  reaction  of  sensory  nerves  to  be  in  com- 
plete harmony  with  that  of  the  motor  nerves,  mutatis  mutandis, 
i.e.  with  the  differences  necessarily  produced  by  the  altered 
course  of  transmission  in  sensory  nerves  (for  the  third  stage). 

I  am  not  aware  that  physiologists  have  lately  made  any 
attempts  to  establish  a  law  of  reaction  for  the  sensory  nerves  in 
man.  It  is  true  that  any  efforts  to  do  so  on  the  principle  of  a 
directional  influence  of  the  current  would  lead  to  hopelessly 
confused  results,  and  the  investigations  of  the  laboratory  are 
too  apt  to  be  biassed  by  mistaken  views  on  this  point.  The 
principles  established  in  the  foregoing  pages  show  that  for 
the  sensory  nerves  of  the  human  subject  the  polar  method 
of  investigation  is  the  only  one  which  can  be  employed,  and 
that  our  task  consists  in  determining  the  reaction  of  these 
nerves  at  both  poles  on  making  and  breaking  the  current  and 
with  different  strengths  of  current.  Eesearches  lately  made 
by  myself  have  shown  me  that  this  is  perfectly  practicable 
and  that  there  is  a  striking  similarity  in  these  respects  between 
the  polar  law  of  motor  contraction  and  that  of  sensory  reaction. 

The  sensory  excitations  produced  by  the  galvanic  current 
appear  not  only  in  the  part  of  the  skin  covered  by  the  exciting 
electrode,  but  also  in  the  region  of  distribution  of  those  sensory 
nerves  of  the  skin  whose  trunk  lies  within  the  area  of  influence  of 
this  electrode.  With  arrangements  indentical  with  those  applic- 
able to  motor  nerves,  and  gradually  increasing  cm-rent  strengths, 
a  brief  KC  sensation  appears  first,  which  with  a  stronger  current 
passes  into  a  persistent  pricking,  eccentric,  and  local  sensation, 
the  intensity  of  which  gradually  diminishes  during  KD  ;  then 
follows  a  similar,  feebler,  short  AO  sensation ;  somewhat  later  a 
weak  AC  sensation,  which  only  passes  into  an  AD  sensation  with 
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still  stronger  currents.  Finally,  with  a  relatively  great  current 
strength,  if  the  KD  sensation  has  been  allowed  gradually  to  sub- 
side, a  weak  but  distinct  KO  sensation  makes  its  appearance. 
During  the  entire  experiment  a  lively  burning  skin-sensation  is 
felt  in  addition  to  the  feeling  of  pricking,  confined  exactly  to  the 
surface  of  contact  of  the  electrode.  Here  it  is  evident  that  in 
sensory  nerves  also  the  kathode  produces  chiefly  a  closure  reac- 
tion, the  anode  chiefly  an  opening  reaction,  and  that  the  exciting 
effect  of  the  kathode  predominates  greatly  over  the  other. 

As  an  example  I  give  the  results  of  two  experiments  on  the 
median  nerve  and  on  the  cutaneous  branch  of  the  radial  at  the 
outer  side  of  the  forearm.  The  investigation  was  conducted  in 
the  usual  manner,  the  indifferent  electrode  being  at  the  sternum 
or  behind  the  neck.  The  current  strengths  at  which  the 
several  reactions  occurred  are  given  in  terms  of  the  deflections 
of  the  galvanometric  needle,  and  these  reactions  are  ranged  in 
the  order  of  their  appearance.' 


Excita- 
tiou 


KC 
AO 
KD 
AO 
KO 
AD 


Median 


Old 
Galvano- 
meter 

Absolute  Current 
Strength, 
Stand.  Eleotr. 

Absolute 
Density 

Old 
Galvano- 
meter 

Absolute  Current 
Strength, 
stand.  Electr. 

Absolute 
Density 

20° 

0'75  ma. 

0-075 

20° 

0-75  ma. 

0-075 

26° 

1-75  „ 

0-175 

26° 

1-75  „ 

0-175 

34° 

3-0  „ 

0-30 

34° 

3-0  „ 

0-30 

34° 

2-5  ,. 

0-25 

35° 

3-0  „ 

0-30 

40° 

6-0  „ 

0-60 

39° 

6-0  „ 

0-60 

45° 

8-5  „ 

0-85 

45° 

8-0  „ 

0-80 

Eadial 


The  general  coincidence  is  apparent,  and  will  likewise  be 
appreciated  when  we  compare  the  results  obtained  on  a  sensory 
and  on  a  motor  nerve  ;  for  this  purpose  I  take  the  results 
obtained  on  the  peroneal  and  exhibited  above  (p.  83). 


Eeactions  of  Sensory  Branch  of  Eadial. 

KC  20= 

KD  . 
KO  . 
AC  . 
AO  . 


34° 
39° 
35° 
26° 


Eeactions  of  Motor  Nei 

KC  . 

KD  . 

KO  . 

AC  . 

AO  . 


■ve — Peroneal. 

20° 
32° 
39° 
32° 
27° 


A  more  striking  analogy  could  hardly  be  desired. 

>  The  second  and  third  columns  respectively  show  tlie  absolute  current 
strength  in  milliamp&res-standard  electrode  (see  Lecture  .VIII.)-and  the 
absolute  density  of  the  current  as  determined  by  the  new  method. 
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The  sensation  produced  by  the  action  of  the  faradic  current 
upon  the  cutaneous  nerves  is  a  peculiar  one ;  every  induction 
shock  causes  a  short,  stabbing  sensation,  which  increases,  if  the 
interruptions  are  rapid,  to  a  continuous  pricking,  and  (especially 
under  the  use  of  dry  metal  electrodes  or  the  metallic  brush)  to 
a  burning  and  most  painful  sensation.   If  a  sensory  nerve  trunk 
is  excited,  a  peculiar  eccentric  pricking  sensation  and  a  feeling 
of  tightness  is  experienced  in  the  entire  region  of  distribution  ; 
this  effect  is  much  stronger  on  excitation  with  the  K  of  the 
break  induction  current  than  with  the  A.    Individual  shocks 
are  not  so  painful  as  rapidly  repeated  ones,  and  the  intensity  of 
the  faradic  sensation,  or  the  pain,  increases  with  the  rapidity  of 
the  interruptions. 

Waller  and  de  "Watteville  have  recently  investigated  the  elec- 
trotonic  efeds  of  the  galvanic  current  upon  the  sensory  nerves 
of  the  skin  (with  faradic,  galvanic,  and  mechanical  stimuli),  and 
they  have  established  a  complete  accordance  with  the  pheno- 
mena observed  in  the  motor  nerves.  Spanke  (under  the 
direction  of  Eumpf)  has  arrived  at  similar  conclusions.  By  his 
researches  in  connection  with  the  galvanic  water  bath  he  has 
shown  that  there  is  an  increase  of  the  sense  of  space  under 
the  K  and  a  diminution  under  the  A,  and  that  these  changes 
are  perceptible  in  the  vicinity  of  either  electrode. 

Similar  results  have  been  derived  for  the  sense  of  touch  by 
E.  Graeber,  who  made  use  of  the  Hering-KnoU  sesthesiometer 
for  the  purpose. 

The  sensory  nerves  of  the  muscles  cannot  be  readily 
examined  when  isolated,  except  in  muscles  which  have  been 
laid  bare  by  wounds,  disease,  or  operation,  and  in  complete 
anaesthesia  of  the  skin ;  under  these  circumstances,  however,  a 
sensory  impression  has  never  been  observed  in  the  muscles 
without  a  simultaneous  contraction.  The  only  conditions  in 
which  this  factor  could  be  eliminated  would  be  found  in  a  case 
where  the  reaction  of  degeneration  and  antesthesia  of  the  skin, 
only,  co-existed.  Every  vivid  muscular  contraction  is  accom- 
panied by  a  distinct  sensation,  which  has  nothing  in  common 
with  cutaneous  sensations  and  may  increase  to  actual  pain 
during  tetanic  contraction  :  this  const  itutes  the  so  called  'electro- 
muscular '  sensibility,  which  has  been  demonstrated  by  Duchenne 
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with  induction  currents  only.  It  is  a  peculiarly  dull,  tensile 
sensation,  which  is  directly  proportionate  to  the  amount  of 
muscular  shortening.  This  sensation  becomes  distinct  with 
strong  galvanic  currents  also,  as  soon  as  they  produce  a  tetanic 
contraction  of  the  muscles.  Its  test  may  be  of  interest  in 
certain  pathological  states,  but  does  not  possess  the  importance 
attached  to  it  by  Duchenne.  Moreover  it  is  often  rendered 
impossible  by  the  admixture  of  sensations  arising  from  the 
simultaneous  excitation  of  the  sensory  nerves,  the  skin,  perios- 
teum, &c. 

Much  more  interesting  results  have  been  furnished  by  the 
electrical  investigation  of  the  nerves  of  special  sense,  or  rather 
of  the  organs  of  special  sense,  for  we  have  here  to  deal  chiefly 
with  the  excitation  of  terminal  or  end  organs,  retina,  cochlea, 
semicircular  canals,  &c.  As  a  matter  of  course  such  results  can 
be  tested  upon  the  human  subject  only,  and,  accordingly,  they 
have  given  rise  to  much  less  experimentation  upon  the  part 
of  physiologists. 

With  regard  to  the  electrical  excitation  of  the  organs  of 
special  sense,  it  may  be  premised  that  on  the  whole  they  react 
very  slightly  or  next  to  riot  at  all  to  the  faradic  current,  and 
the  powerful  excitations  required  to  obtain  a  result  exert  a 
disturbing  influence  upon  the  observation  by  producing  consi- 
derable effects  on  the  cutaneous  nerves. 

On  the  other  hand,  these  organs  react  to  the  galvanic 
current  with  comparative,  or  even  with  extreme,  readiness,  and 
they  do  this  each  with  its  specific  sensation — the  eye  with 
light,  the  ear  with  sound,  the  tongue  with  taste,  the  nose  with 
smell.  It  can  be  easily  shown  that  these  sensations  depend  on 
the  action  of  the  two  poles  and  obey  strictly  the  law  of  polar 
influence.  It  is  clear  that  we  always  have  to  do  here  with  a 
direct  galvanic  irritation  of  the  nervous  apparatus  of  the  special 
senses  in  question,  a  fact  which  has  been  over  and  over  again 
demonstrated  by  every  kind  of  experiment.  The  opposite 
view,  formerly  defended  with  obstinacy,  but  now  upheld 
but  by  a  few  partisans,  and  that  somewhat  diffidently,  was  that 
the  sensory  impressions  were  reflex  and  due  to  excitation  of  the 
trigemini.  It  has  been  so  completely  refuted  as  to  scarcely 
deserve  a  mention  here. 
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The  eye^  i.e.  the  optic  nerve  or  retina,  reacts  by  far  the  most 
readily  to  the  galvanic  current.  You  need  only  to  pass  a  very 
weak  current  through  the  temples  or  cheeks,  to  see  flashes 
of  light  appear  on  making  or  breaking  the  current,  their  in- 
tensity growing  with,  every  increase  of  the  current  strength. 
You  may  make  the  same  observation  if  somewhat  stronger  cur- 
rents are  applied  at  some  distance  from  the  eye — to  the  neck,  for 
instance,  or  even  to  the  chest  and  back — a  sign  of  the  great  sen- 
sibility of  the  retina  to  galvanism,  since  such  weak  derived 
currents  as  reach  it  imder  these  circumstances  still  suffice  to 
excite  it. 

The  optic  reactions  have  been  the  subject  of  many  electro- 
physiological experiments,  some  very  insufficient,  others  most 
thorough  and  scientifically  conducted,  and  various  esx^lanations 
have  been  given  of  them.  ,  Volta,  Eitter,  Grrapengiesser,  Eein- 
hold  were  succeeded  by  Purkinje,  whose  observations  were 
numerous  and  important;  more  lately  Brunner,  Funke,  and 
chiefly  Helmholtz  have  investigated  this  subject.  Helmholtz 
describes  very  accurately  the  sensations  of  light  and  colour  in 
his  variously  modified  experiments,  and  seeks  to  explain  them 
on  the  basis  of  the  laws  of  electrotonus  with  reference  to  the 
direction  of  the  current  in  the  retina  and  the  fibres  of  the 
optic  nerve  sitiiated  therein.  Most  physiologists,  however, 
have  not  been  able  to  liberate  themselves  from  the  tendency 
to  ascribe  importance  to  the  direction  of  the  current,  and 
speak  of  the  effects  of  an  ascending  and  descending  current 
in  the  optic  nerve.  Some  have  indeed  spoken  of  polar 
action,  but  have  not  distinguished  between  closure  and  open- 
ing effects.  In  truth,  there  never  was  a  more  unprofitable 
undertaking  than  the  endeavour  to  explain  those  luminous 
sensations  by  diff'erences  in  the  direction  of  the  current.  The 
expansion  of  the  optic  fibres  in  the  retina,  and  perhaps  we 
may  add  the  fact  pointed  out  by  Pfliiger,  that  the  minute 
terminal  branches  of  this  nerve  turn  upon  themselves  as  they 
leave  the  layer  of  nerve  fibres  to  enter  that  of  the  rods  and 
cones,  and  so  assume  a  direction  altogether  opposed  to  that  of 
the  fibres  in  the  optic  nerve  itself — these  are  anatomical  con- 
siderations which  suffice  to  show  the  futility  of  the  attempt, 
even  though  it  should  be  conceded  that  the  luminous  pheno- 
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mena  are,  in  fact,  derived  from  the  excitation  of  the  optic 
nerve  and  not  of  the  retina. 

Brenner  has  suggested,  and  proved  by  careful  experiments, 
that  the  galvanic  excitation  of  the  optic  apparatus  is  a  polar 
effect,  and  that  the  effects  differ  with  the  pole  which  stands  in 
proximity  to  the  eye.  We  are  thus  in  a  position  to  establish  a 
simple  law  of  reactions  for  the  nervous  organs  of  sight. 

On  the  application  of  either  pole  to  the  eye,  a  lightning- 
like sensation  of  light  is  felt  upon  making  and  breaking  the 
current,  but  which  differs  qualitatively  (different  colours)  with 
opening  and  closure.  The  sensations  of  light  and  colour  at  KC 
are  qualitatively  like  those  at  AO,  and  those  at  AC  like  those  at 
KO,  so  that  each  pole  shows  the  opposite  colom's  at  make  and  at 
break.    For  example  : — 

Experiment  A.  Experiment  B. 

KC  reddish  light  whitish  j-ellow 

KO  bluish      „  blue 

AC  bluish      „  blue 

AO  reddish    „  whitish  yellow 

With  a  current  of  moderate  strength  the  sensation  is  that 
of  a  sudden  flash  of  light,  like  that  of  diffused  lightning,  illu- 
minating the  dark  field  of  vision  and  permitting  sometimes, 
only  with  much  difficulty,  the  recognition  of  a  more  or  less 
distinct  colour  ;  this  latter  may  be  so  decided  that  both  poles 
may  thereby  be  clearly  distinguished  from  one  another  after  a 
little  practice. 

In  many  individuals  capable  of  accurate  observation  a  still 
more  precise  differentiation  occurs,  chiefly  when  the  current  is 
somewhat  strengthened,  inasmuch  as  a  peculiarly  light-coloured, 
shining  patch,  usually  circular,  more  rarely  rectangular  (Pur- 
kinje)  or  rhombic,  appears  in  the  centre  of  the  field  of  vision  ; 
this  is  surrounded  by  a  paler  glimmer  of  light  as  a  sort  of  halo. 
The  colours  appearing  on  kathodic  and  anodic  closures  and 
openings  show  here  also  an  inverse  disposition.  When  the 
current  is  strong  they  persist  for  a  time  during  closure  and  dis- 
appear gradually.  The  opening  reaction  is  temporary  only  and 
seldom  attended  with  any  after  sensation.  The  brilliant  central 
disk  has  an  apparent  diameter  of  4  to  6  millimetres,  and  lies  to 
one  side  of  the  visual  axis,  viz.  to  the  right  of  the  fixed  object 
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when  the  right  eye,  to  the  left  when  the  left  eye  is  excited, 
and  at  such  a  distance  from  it  that  the  point  of  entrance  of  the 
optic  nerve  must  be  the  point  of  origin  of  these  spectra.  An 
example  will  make  this  subject  clearer:— 

blue  centre,  yellowish  green  halo 
yellowish  green  centre,  bright  blue  halo 
yellowish  green  centre,  bright  blue  halo 
blue  centre,  yellowish  green  halo 

The  colours  and  the  order  in  which  they  appear  vary  greatly 
in  different  persons,  but  they  are  always  aHke  in  the  same  indi- 
vidual. In  my  own  case  KC  gives  me  a  brilliant  yellowish  central 
disk  surrounded  with  a  dark  aureola.  The  field  of  vision  becomes 
generally  darker.  AO  produces  a  similar  sensation.  AC  calls 
forth  a  pale  bluish  red  centre,  with  a  pale  red  aureola,  and  the 
field  of  vision  is  generally  lighter.  The  same  sensations  follow 
KO,  but  I  never  could  distinguish  between  the  sensation  of 
light  and  that  of  colour. 

Neftel,  on  the  other  hand,  has  been  led  by  the  results  of 
his  experiments,  which  otherwise  agree  with  those  of  Brenner, 
to  conclude  that  the  optic  reaction  consists  of  two  effects,  one 
of  light,  the  other  of  colour,  the  one  preponderating  over  the 
other  or  being  present  alone  in  certain  individuals.  He  also 
mentions  a  sensation  of  increased  intra-ocular  tension  under  the 
kathode,  of  diminished  tension  under  the  anode. 

The  chief  phenomena  of  the  galvano-optic  reaction  in  most 
individuals  who  possess  a  certain  gift  of  observation  can  be  ob- 
tained with  readiness  with  very  low  current  strengths  (4-6-8 
elements),  the  indifferent  electrode  being  placed  upon  the  neck 
or  sternum,  the  exciting  one  upon  the  closed  lids  or  the  temples, 
in  a  moderately  darkened  room. 

It  is  noteworthy  from  a  theoretical  point  of  view  that  KC  • 
and  AO,  and  also  KO  and  AC,  produce  sensations  qualitatively 
identical.  One  might  feel  inclined  to  draw  the  conclusion  that 
K  at  opening  and  A  at  closure  have  a  specific  exciting  effect, 
different  from  that  of  the  closure  excitation  of  K  and  of  the 
opening  excitation  of  A  ;  but  it  is  more  correct  to  assume,  in 
consonance  with  the  general  physiological  data,  that  the 
difference  is  due  to  a  change  in  the  locality  of  excitation  by 


KC 
KO 

AC 
AO 
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KO  and  AC,  where  these  must  be  regarded,  according  to  the 
views  expounded  previously,  as  secondary  polar  effects  of  the 
virtual  A  and  K. 

It  would  obviously  be  most  interesting  and  important  to 
know  whether  the  galvano-optic  sensations  occur  from  excitation 
of  the  retina,  or  of  the  optic  nerve,  or  of  the  layer  of  nerve 
fibres  in  the  retina.  Without  entering  upon  a  discussion  of 
this  point  I  may  say  that  I  am  not  aware  that  any  proof  exists 
that  the  one  or  the  other  of  these  views  is  correct.  Experiments 
in  appropriate  pathological  cases  would  doubtless  lead  to  some- 
thing more  definite. 

Let  me  take  this  opportunity  to  make  brief  mention  of  the 
reactions  of  the  Ms  to  electrical  currents.  Its  muscular  tissue 
reacts  readily  to  the  faradic  current,  as  shown  by  numerous  ex- 
periments, and  by  a  suitable  arrangement  and  localisation  of 
the  electrodes  the  sphincter  pupillse  and  dilator  pupillse  can 
even  be  made  to  contract  separately ;  the  same  efiect  is  obtained 
by  exciting  their  nerve  trunks  (oculo-motor  and  cervical  sym- 
pathetic). 

The  latter  result  has  not  been  obtained  with  certainty  on 
the  human  subject,  as  we  shall  see  when  we  speak  of  galvanisa- 
tion of  the  sympathetic.  The  direct  excitation  too  has  been 
tried  by  but  few  observers  (Duchenne),  and  is  possible,  indeed, 
only  in  chloroform  narcosis  or  anaesthesia  of  the  cornea.  Two 
fine  wire  electrodes  (best  connected  to  the  same  pole,  the  other 
pole  being  fixed  anywhere  on  the  trunk)  are  applied  opposite 
one  another  2  to  3  mm.  from  the  edge  of  the  cornea :  with  a 
sufficient  strength  of  the  faradic  current  marked  contraction 
of  the  pupil  occurs.    But  this  point  is  of  no  practical  import. 

The  galvanic  reactions  of  the  acoustic  nerve — or  rather  of 
the  auditory  nervous  apparatus — are  important  both  from  a 
theoretical  and  a  practical  point  of  view.  From  the  earliest 
times  of  electrophysiological  enquiry  the  question  whether  the 
acoustic  nerve  reacted  with  a  specific  sensation  (of  sound)  has 
been  warmly  debated.  Brenner  in  his  great  Avork  gives  a  his- 
torical sketch  of  the  antecedent  experimental  researches,  and 
sums  them  up  by  saying  that '  it  is  uncertain  whether  the  acous- 
tic nerve  reacts  to  galvanism  ;  and  if  so,  how  it  reacts.'  The 
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labours  of  Brenner  mark  the  commencement  of  a  new  era.  It 
fell  to  his  lot  to  establish  the  galvanic  reactions  of  the  auditory 
nerve  in  a  manner  that  admits  of  no  further  question,  and  he 
has  shown  that  its.  laws  are  closely  analogous  to  those  of  the 
motor  nerves.    It  is  a  truly  classical  instance  of  experimenta- 
tion, which  yielded  an  ample  harvest  of  physiological  and  patho- 
logical data  and  settled  this  point,  so  that  his  successors  have 
had  only  to  confirm  his  results  and  uphold  them  against  un- 
founded and  superficial  objections.    The  exhaustive  enquiry  of 
Hagen  and  myself,  as  well  as  those  of  Hedinger,  Hitzig,  Erd- 
mann,  Eulenburg,  and  others,  are  sufficient  to  disprove  the 
assertions  of  Hensen  (Hermann's  'Handbuch  der  Physiologie,' 
vol.iii.2,  p.  126),  which  betray  a  complete  ignorance  of  the  subject 
and  establish  the  fact  of  the  acoustic  reactions  to  galvanism 
obeying  a  strict  law. 

Excitation  of  the  acoustic  nerve  in  healthy  persons  is  by  no 
means  an  easy  task,  and  many  failures  in  experiments  made  to 
confirm  the  law  of  its  reactions  doubtless  arise  from  that  fact. 
The  nerve  is  situated  so  deeply  that  strong  currents  are  necessary 
to  excite  it ;  and  these  give  rise  to  such  disagreeable  conco- 
mitant phenomena  (from  excitations  of  the  eye,  sensory  nerves, 
nerves  of  taste  and  salivation,  facial  nerve,  and  especially  the 
brain)  that  many  healthy  individuals  can  only  accustom  them- 
selves gradually  to  perceive  and  observe  correctly  the  auditory 
sensations.    It  is,  indeed,  impossible  for  some  people  to  obtain 
this  result  at  all;   and  were  it  not  for  the  fact  that  there 
are  so  many  patients  suffering  from  ear  diseases  in  whom  the 
nerve  manifests  a  considerable  increase  in  its  galvanic  excita- 
bility, whereby  the  existence  and  regularity  of  appearance  of 
the  acoustic  reaction  can  easily  be  demonstrated,  we  would, 
perhaps,  still  be  hopelessly  searching  for  the  law  of  excitation 
of  the  normal  and  healthy  auditory  apparatus.     Still  with 
perseverance,  patience,  and  self-sacrifice  on  the  part  of  the 
subject,  and  practice  and  dexterity  in  the  experimenter,  it  is 
usually  possible  to  determine  the  law  in  the  majority  of  healthy 
individuals. 

Formerly  the  meatus  was  filled  with  water,  and  a  fine  wire 
or  sponge  electrode  introduced,  whilst  the  indifferent  electrode 
was  held  in  the  hand  or  on  the  sternum.     This  so  called 
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'  internal  method  of  investigation  '  is  painful  and  faulty,  as  the 
presence  of  the  water  gives  rise  to  disturbing  extraneous 
sounds.  I  have,  therefore,  used  an  external  method,  already 
known  to  Brenner,  which  is  less  unpleasant  to  the  subject  of  the 
experiment  and  yields  satisfactory  results. 

A  moist  sponge  electrode,  larger  and  best  of  the '  medium  size,' 
is  placed  and  firmly  held  immediately  in  front  of  the  auditory 
canal,  pressing  slightly  upon  the  tragus,  but  without  occluding 
the  canal  or  filling  it  with  water.  The  indifferent  electrode  is 
most  advantageously  placed  on  the  nape  of  the  neck.  The 
strength  of  the  current  is  to  be  gradually  increased,  and 
repeated  kathodic  closures,  and  now  and  then  AC,  are  made  ; 
or,  if  the  excitability  is  very  low,  repeated  current-reversals;  the 
person  experimented  upon  is  directed  to  pay  as  close  attention 
to  his  auditory  sensations  as  possible,  disregarding  the  conco- 
mitant phenomena. 

You  will  thus  arrive  at  an  extremely  simple  formula  which 
results  from  the  fact  that  the  normal  acoustic  apparatus  reacts 
on  kathodic  excitation  only  by  a  closure  sensation  or  sound, 
on  anodic  only  by  an  opening  sensation  or  sound,  the  former 
being  much  more  lively  and  appearing  earlier  than  the  latter. 
The  normal  formula,  therefore,  of  the  acoustic  nerve  with 
moderate  current  strengths  is  merel}''  KS  (sensation  of  sound). 
With  stronger  currents,  on  the  other  hand,  it  is  as  follows  : — 

KCS   loud  sound 

KO  .......  uo  effect 

AC   no  sound 

AO.S   weak  sound 

The  quality  of  the  sounds  elicited  varies  in  different  indi- 
viduals, but  less  so  among  those  with  healthy  than  those  with 
morbid  acoustic  nerves.  Normal  individuals  usually  describe  the 
sound  as  more  or  less  loud  whistling  or  hissing,  but  also  as  a  ring- 
ing, humming,  or  buzzing,  like  the  noise  of  boiling  water,  of  wind 
blowing,  of  bees  flying,  &c.  The  AO  reaction  is  usually  very 
weak  and  short.  With  increasing  strength  of  current  the 
sensations  rise  in  intensity,  distinctness,  and  duration,  and 
assume  a  rather  musical,  and  whistling,  or  singing  character : 
they  pass  from  the  original  buzzing,  &c.,  into  more  or  less  pure 
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tones  which,  however,  are  not  nnfrequently  accompanied  with 


noises. 


By  means  of  experiments  performed  upon  himself  while  tiie 
organ  of  hearing  exhibited  the  condition  of  galvanic  hyper- 
esthesia, Kiesselbach  maintains  that  with  galvanic  excitation 
the  quality  and  pitch  of  the  note  obtained  was  under  all  cir- 
cumstances the  same  without  reference  to  the  mode  of  investi- 
gation or  the  strength  of  the  current,  and  this  note  he  believes 
is  determined  only  by  the  resonance  of  the  conducting  struc- 
tures. The  fact  is  significant  but  requires  further  demonstration. 

The  KC  excitations  with  higher  current- strengths  are 
distinguished  by  their  more  intense  and  persistent  effects :  the 
acoustic  sensation  is  not  momentary,  but  disappears  only 
gradually,  during  the  period  of  closure  of  the  circuit.  This 
fact  made  Brenner  assume  a  kathodic  duration  reaction  (KDS), 
comparing  the  sensation  which  persists  during  the  period  of 
flow  to  its  analogue,  the  KCT  of  the  motor  nerves.  Hence 
the  complete  normal  formula  of  the  acoustic  nerve  is  as 
follows : — 

KCS'  loud  sound 

KDS  >  sound  diminishes  and  disappears 

KO  no  sound 

AC  

AD  , 

AOs  short,  weak  sound 

The  strength  of  current  required  to  demonstrate  this 
formula  differs  with  different  individuals,  but  is  always  about 
the  same  for  the  same  person.  The  KC  reaction  is  far  more 
easily  obtained  than  the  AO  reaction,  which  is  more  readily 
produced  after  the  current  has  been  allowed  to  flow  for  a  certain 
time.  Thus  we  find  that  in  one  of  the  nerves  of  special  sense 
the  law  laid  down  for  the  polar  actions  in  physiology — viz.  that 
the  K  excites  only  on  closure,  the  A  only  on  opening — is 
exemplified  with  remarkable  precision  and  completeness ;  and 
it  is  highly  interesting  to  read  in  Brenner  and  others  how 
perfectly  the  acoustic  reactions  conform  to  the  phenomena 
observed  in  the  motor  nerves  with  reference  to  every  other 
particular,  such  as  their  behaviour  to  duration,  commutation, 
repeated  closures,  simple  changes  of  density,  &c. 
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We  ask  ourselves,  naturally,  why  it  is  that  only  pure  polar 
effects  are  obtained  in  this  nerve.  According  to  our  previous 
statements  an  anode  is  inevitably  present  in  a  nerve  on  which 
rests  a  kathode,  and  here,  as  in  the  motor  nerves,  we  should 
expect  to  find,  upon  excitation  with  the  kathode,  the  simul- 
taneous action  of  the  secondary  or  virtual  anode.  Why  does 
this  not  happen  in  the  case  of  the  acoustic  nerve  ?  Hitzig  has 
endeavoured  to  explain  this  phenomenon  by  reference  to  the 
anatomical  relations  of  the  nerve — its  position  in  a  bony  canal, 
its  direct  transition  into  the  brain  mass,  the  divergence  of  the 
acoustic  fibres  on  reaching  the  central  organs — these  peculiari- 
ties rendering  the  density  of  the  threads  of  current,  which 
should  produce  the  secondary  polar  action,  so  slight  that  they 
will  usually  remain  ineffective.  We  shall  see  that  in  certain 
pathological  conditions,  however,  these  effects  (KO  and  AC 
reactions)  may  also  be  developed,  whether  owing  to  changes  in 
the  conductivity  or  in  the  excitability  of  the  nerve.  It  is  also 
possible  that  only  the  peripheral  end  organs  of  the  nerve  can 
be  excited  by  the  galvanic  current,  and  that  these  always  react 
exclusively  under  the  influence  of  the  nearest  pole,  while  the 
effect  of  the  other  (virtual)  pole  only  occurs  at  the  central  end 
of  the  nerve,  which  is  perhaps  not  at  all  excitable,  or  at  least 
not  with  such  weak  currents. 

We  are  also  ignorant  of  the  precise  nature  of  the  so  called 
excitation  of  the  auditory.  Is  it  an  excitation  of  the  nerve 
trunk  itself  or  of  its  terminal  branches  and  end  organs  ?  "With 
otu-  present  knowledge,  I  think,  we  are  not  in  a  position  to 
answer  this  question.  Om'  uncertainty  on  this  point,  however, 
in  no  way  invalidates  the  certainty  and  uniformity  of  the  gal- 
vanic auditory  reaction,  or  detracts  from  its  practical  value  in 
diagnosis  and  therapeutics. 

Attempts  have  been  made  to  excite  the  auditory  by  means 
of  an  electrode  passed  into  the  Eustachian  tube,  and  even 
introduced  within  the  cavity  of  the  tympanum.  This  was  done 
at  the  suggestion  of  Brenner.  In  these  experiments  the  gal- 
vanic sensations  of  sound  were  not  wanting;  but  they  have 
been  conducted  by  a  very  limited  number  of  observers,  and 
inasmuch  as  the  question  possesses  a  very  secondary  interest  in 
connection  with  tlierapeutics  we  need  not  stay  to  discuss  it. 
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The  same  remark  applies  to  the  subject  of  the  direct  excitation 
of  the  internal  muscles  of  the  ear  by  way  of  the  tympamc 
cavity,  which  has  been  for  many  years  under  discussion  and 
still  remains  unsettled.  It  should  be  the  concern  of  atixal 
specialists  to  push  to  some  useful  conclusions  an  enquiry  which 
certainly  is  not  devoid  of  interest.  CI.  J.  Blake  mam  am s 
that  he  has  observed  the  effects  of  electrotonus  m  the  auditory, 
.s  exhibited  by  an  exalted  perceptive  sensibility  of  the  organ 
of  hea:?ng  for  high  musical  notes  of  from  3,000  to  8  000  vibra- 
tions per  second  when  under  the  influence  of  the  kathode.  _ 

Of  all  the  nerves  of  special  sense  the  effects  of  galvanism 
upon  the  nerves  of  taste  are  those  which  have  been  longest 
known,  as  they  were  also  those  which  were  most  studied  by  the 

older  galvanists.  ,  . 

With  the  simplest  galvanic  elements,  e.g.  a  piece  o±  zmc 
and  copper,  placed  on  the  tongue  we  can  produce  a  peculiar 
acid,  salty,  metallic  gustatory  sensation,  which  with  stronger 
currents  readily  appears  upon  the  application  of  the  electrodes 
to  the  cheeks,  throat,  temples,  mastoid  processes,  and  the  neck. 
This  is  the  so  called  galvanic  taste,  which  is  extraordinarily 
prone  to  occur  even  on  galvanisation  of  distant  parts  and 
proves  the  great  galvano-excitability  of  the  organs  of  taste. 

A  more  careful  examination— as  when,  for  example,  a 
medium  electrode  is  placed  upon  each  cheek— teaches  that 
distinct  gustatory  sensations  occur  on  each  side  (i.e.  at  both 
poles),  but  that  they  are  very  different  on  the  two  sides.  On 
the  anodic  side  the  sensation  is  decidedly  more  marked  and 
metallic,  alkaline,  or  perhaps  very  acid  ;  on  the  kathodic  it  is 
feebler,  sharper,  saltish,  constricting,  and  never,  according  to 
Vintschgau,  alkaline.  The  difference  is  so  striking  that  most 
people  can  readily  distinguish  the  A  from  the  K  by  this  means, 
if  not  on  the  first  trial  at  least  with  some  practice. 

Here,  then,  we  also  find  that  the  continuous  passage  of  the 
current  is  accompanied  by  a  continuous  sensation,  as  the  taste 
is  not  present  upon  making  and  breaking  the  current  only,  but 
also  during  the  period  of  its  passage,  although  indeed  it 
rapidly  diminishes  and  disappears  with  weak  currents;  when 
the  current  is  strong,  however,  the  sensation  persists  for  a  long 
time. 
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The  question  lias  often  been  raised  whether  one  has  not  to 
do  here  with  an  action  upon  the  gustatory  nerves  of  actual  sapid 
matters,  such  as  acids  and  alkalies  set  free  by  electrolysis,  instead 
of  a  simple  electrical  excitation  with  specific  effects.  Physio- 
logists are  still  discussing  this  question,  which  moreover  does 
not  interest  us  much.  I  imagine  that  its  solution  will  not  be 
reached  easily,  any  more  than  that  of  the  problem  whether  the 
excitation  affects  the  terminal  organs  of  the  nerves  themselves. 

We  know  little  concerning  the  olfactory  nerves,  the  electric 
excitation  of  which  is  a  difficult  undertaking.  The  older  obser- 
vations, including  those  of  Althaus,  are  not  free  from  objections. 
E.  Aronsohn,  however,  has  quite  recently  published  the  result  of 
some  very  instructive  observations  which  he  has  effected  on  his 
own  person.  He  introduced  a  glandiform  nasal  electrode  within 
the  nose,  i^reviously  filled  with  a  0-73  per  cent,  saline  solution 
at  38°  C,  placing  the  indifferent  electrode  upon  the  sternum. 
In  this  way  he  established  a  law  of  olfactory  reaction  quite 
analogous  to  that  of  the  auditory.  With  KC  and  AO  only  there 
was  a  peculiar  and  characteristic  sensation  of  smell,  this  being 
less  pronounced  with  AO  than  with  KC.  The  sensation  was 
produced  with  current  strengths  of  O'l  to  0-2  ma.  The  faradic 
current  had  no  effect. 


LECTURE  VII. 

Electrophysiology  of  the  Secretory  and  Vasomotor  Nerves — The  CeiTical  Sympa- 
thetic— The  Action  of  Electric  Currents  npon  the  Skin — Electrophysiology 
of  the  Brain  and  Cord — The  Effects  of  Galvanisation  upon  the  Brain  and 
Cord  in  the  Living  Subject — Electrophysiology  of  the  Thoracic  and 
Abdominal  Viscera — Electrolytic  and  Cataphoric  Effects — The  Galvanic 
Introduction  of  Remedies  within  the  Body — Catalytic  Effects  derived  by 
Remak — Indirect  Catalysis. 

We  come  now  to  consider  the  electrophysiology  of  certain  other 
piirts  of  the  nervous  system.  They  are  those  of  which  little  is 
known  as  yet  that  can  be  applied  to  the  object  which  we  have 
immediately  in  view,  but  for  the  most  part  their  study  involves 
considerations  that  possess  the  utmost  interest  for  us. 

With  reference  to  the  secretory  nerves,  which  ever  since 
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the  valuable  discovery  of  C.  Ludwig  have  attracted  much  of  the 
attention  of  physiologists,  we  have  as  yet  acquired  but  little 
useful  information.    Experiments  upon  animals,  it  is  true,  have 
thrown  much  light  upon  many  points,  to  which  you  will  find 
reference  made  in  the  text-books  of  physiology.    In  the  living 
subject  such  researches  have  not  yielded  any  very  instructive 
result.   It  is  known  that  when  a  galvanic  current  is  passed  trans- 
versely through  the  cheeks  or  in  the  neighbourhood  of  the  ear, 
and  when  the  auditory  nerve  is  excited,  a  copious  secretion  of 
saliva  takes  place  ;  but  it  is  still  an  open  question  whether 
this  effect  is  due  to  direct  excitation  of  the  chorda  tympani  or 
to  reflex  stimulation  of  the  nerves  of  taste  and  sensation  in  the 
mouth  and  pharynx. 

When  a  galvanic  current  is  applied  to  the  region  of  the 
cervical  sympathetic  in  a  particular  manner  (which,  however, 
does  not  necessarily  exclude  the  extension  of  its  influence  to  the 
brachial  plexus),  the  secretion  of  the  sweat  glands  is  locally 
stimulated  in  the  face  and  hand  of  the  corresponding  side  (Mor. 
Meyer).  With  energetic  faradisation  of  the  tibial  nerve  Adam- 
kiewicz  asserts  that  he  brought  about  a  copious  secretion  of  sweat 
in  the  foot.  According  to  him,  too,  the  same  effect  is  produced 
in  the  palm  when  the  radial  is  excited,  and  in  the  face  when  the 
trunk  of  the  facial  is  stimulated.  He  regards  the  act  of 
secretion  as  an  associated  effect  (centrifugal  excitation)  of  stimu- 
lation, whether  voluntary  or  electrical,  of  the  motor  nerves. 
Subsequently  he  obtained  the  secretion  in  the  course  of  faradi- 
sation with  the  brush ;  only  here  it  was  more  abundant  and 
poured  out  in  the  parts  directly  excited  as  well  as  others  more 
remote.    He  looks  upon  this  as  partly  a  reflex  phenomenon. 

This  is  all  that  is  positively  known  of  the  action  of  the 
secretory  nerves  in  the  living  subject. 

Nor  is  our  knowledge  more  extensive  in  connection  with  the 
vasomotor  nerves.  I  am  not  aware  that  physiologists  have  as 
yet  investigated  the  condition  of  electrical  excitability  in  these 
nerves.  There  is  no  such  thing  as  a  '  law  of  contractions '  of 
vasomotor  nerves.  All  our  information  upon  the  subject  is 
comprised  in  a  mass  of  unintelligible  facts.  Thus  we  know 
that  when  these  nerves  are  faradised  the  vessels  contract  and 
afterwards  dilate ;  that  when  they  have  been  regularly  submitted 
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to  the  action  of  the  current  for  some  days  previously  dilatation  is 
the  immediate  and  primary  effect  of  excitation  ;  when  they  are 
galvanised  and  both  poles  used  there  is  at  jfirst  contraction  and 
then  dilatation  of  the  vessels;  the  current  strength  being  in- 
creased, dilatation  occurs  earlier,  but  not  in  a  regular  manner  ; 
and  more  hopeful  is  the  discovery  of  Przewoski,  that  KC  is 
followed  by  a  lowering  and  AD  by  an  increase  in  the  temperature 
of  the  parts  supplied  by  the  excited  nerves. 

For  another  fact  of  the  utmost  consequence  in  electrothera- 
peutics we  are  indebted  to  the  researches  of  Griitzner.  He  found 
that  for  one  class  of  vasomotor  nerves — the  dilator  fibres  of  the 
cutaneous  vessels — the  galvanic  current  is  a  direct  excitant. 
When  a  current  is  allowed  to  pass  continuously  for  several  minutes 
in  either  direction  along  the  sciatic  nerve  of  the  dog,  a  primary 
dilatation  of  the  vessels  takes  place  without  previous  contraction 
and  independently  of  opening  and  closure  excitations. 

If  you  have  followed  the  course  of  modem  physiological 
research  in  this  domain  it  will  cease  to  be  a  matter  of  surprise 
to  you  that  everything  is  still  enveloped  in  doubt  and  uncer- 
tainty. True  the  question  that  has  of  late  engrossed  so  much 
of  the  attention  of  physiologists  as  to  whether  these  nerves 
contain  vasodilator  as  well  as  vasoconstrictor  fibres  may  be 
thought  to  have  reached  its  final  solution  ;  but  until  we  are  in 
a  position  to  distinguish  one  class  of  fibres  from  the  other,  and 
to  separate  their  respective  functions  with  some  approach  to 
precision,  we  cannot  expect  to  learn  much  of  their  nature. 

The  difficulty  of  the  situation  is  necessarily  enhanced  in 
dealing  with  the  human  subject.  I  shall  point  out  to  you 
presently,  when  speaking  of  the  electrophysiology  of  the 
sympathetic,  and  again  in  connection  with  the  cutaneous  effects 
of  the  current,  whatever  information  we  possess  in  the  matter. 

I  ought  to  mention  here  an  observation,  comparable  to  those  of 
Griitzner,  which  I  made  on  my  own  person  a  long  time  ago.  In  the 
course  of  some  experiments  which  I  had  undertaken  for  another 
purpose  I  applied  a  stabile  current  to  the  inner  surface  of  the 
forearm  by  means  of  a  pair  of  medium-sized  electrodes.  The  ap- 
jjlication  lasted  for  about  20  minutes.  I  had  6  to  12  cells  in 
circuit  and  occasionally  reversed  the  direction  of  the  current.  In 
the  situation  of  the  lower  electrode  a  cii'cumscribed  reddish  halo 
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was  all  that  was  noticeable ;  at  the  upper  one,  however,  the  redness 
spread  all  over  the  radial  border  of  the  forearm,  and  extended  beyond 
it  for  a  considerable  distance  over  the  posterior  surface.  I  next 
applied  a  faracHc  current,  and  I  found  by  the  sensations  produced 
that  the  area  of  redness  corresponded  to  the  distribution  of  some  small 
cutaneous  filaments  which  happened  to  come  within  the  influence  of 
the  superior  electrode.  This  area  had  not  been  submitted  to  the 
direct  action  of  the  current. 

The  electrophysiology  of  the  sympathetic  next  engages 
our  attention,  and  it  is  a  subject  of  much  importance  as 
bearing  upon  certain  questions  of  a  clinical  nature,  and  because 
its  proper  understanding  will  involve  the  solution  of  many  com- 
plicated problems.  Here  we  are  concerned  especially  with  the 
sympathetic  in  the  neck,  since  in  the  present  condition  of 
science  it  is  that  part  alone  that  possesses  any  practical  interest. 

The  cervical  sympathetic,  as  you  are  aware,  is  a  nervous 
structure  of  which  comparatively  little  is  known  as  to  its  func- 
tions. It  supplies,  to  begin  with,  the  vasomotor  fibres  to  the 
vessels  of  the  face  and  skull,  in  part  also  those  of  the  brain 
and  orbit,  and  perhaps  of  the  upper  extremity  as  well.  It 
includes  in  its  substance  the  fibres  that  preside  over  the  secre- 
tion of  sweat,  and  those  that  determine  dilatation  of  the  pupil, 
and  others  that  govern  the  condition  of  the  eyeball  (muscle 
of  Miiller).  Finally,  it  sends  its  branches  to  the  heart,  and  we 
know  not  where  else  besides.  Thus  we  see  that  its  relations  are 
sufficiently  complicated,  and  it  presents  peculiar  difficulties  in 
investigation !  Even  in  the  lower  animals  this  has  been, 
attended  with  very  partial  success.  The  teaching  of  physiology 
is  briefly  as  follows : — 

In  faradisation  of  the  cervical  sympathetic  there  is  first 
contraction  and  then  dilatation  of  the  vessels  of  the  correspond- 
ing side  of  the  head  and  face.  At  the  same  time  there  is  an 
increase  of  the  mean  pressure  in  the  brain — referred  by  G-. 
Fischer  to  stimulation  of  the  vagus  and  sensory  nerves — dila- 
tation of  the  corresponding  pupil,  widening  of  the  palpebral 
aperture,  slight  exophthalmus,  and  acceleration  of  the  heart's 
action. 

The  effects  of  galvanisation  are  less  marked.  Many  phy- 
siologists have  failed  to  find  any  in  the  pupil  and  the  blood 
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vessels  of  the  head.  Landois  and  Mosler,  however,  assert  that 
they  have  seen  dilatation  movements  of  the  pupil  follow  the 
galvanic  excitation  of  the  exposed  nerve.  G.  Fischer  has  en- 
deavoured unsuccessfully  to  obtain  this  result  in  the  head  of  a 
decapitated  criminal.  In  this  instance  rapid,  reversals  of  the 
current  caused  only  a  permanent  dilatation,  and  the  appear- 
ances attributable  to  the  vasomotor  nerves  were  equally  equi- 
vocal. In  these,  again,  it  is  impossible  to  establish  any  law 
of  response,  notwithstanding  that  the  dm'ation  of  the  current 
appears  to  have  some  influence. 

Since  the  time  when  E.  Remak  invested  the  process  of 
galvanising  the  cervical  sympathetic  with  a  great  clinical  signi- 
ficance the  question,  in  its  application  to  the  living  human  sub- 
ject, has  repeatedly  been  opened,  but  as  yet  we  have  not  made 
any  progress  to  its  definitive  solution.  There  are  many  cu-cum- 
stances  that  tend  to  increase  the  difficulty  of  acquiring  informa- 
tion upon  men  as  compared  with  animals.  In  the  first  place  the 
sympathetic  is  more  deeply  situated  in  the  neck  ;  it  is  thus  less 
easily  accessible,  and  the  proximity  of  so  many  vital  structures 
— as  the  vagus  and  carotid  plexus,  the  base  of  the  brain  and 
medulla  oblongata,  and  the  cervical  and  brachial  plexuses — 
which  it  is  impossible  to  avoid  with  the  only  means  of  excita- 
tion at  our  disposal,  while  their  effects  are  equally  impossible  to 
eliminate— all  this  places  anything  more  than  a  probable  in- 
terpretation of  iDhenomena  entirely  beyond  our  reach.  Experi- 
ments have  resulted  for  the  most  part  in  confusion.  Each  new 
observer  contradicts  the  last.  The  most  oppopite  conclusions 
have  been  drawn,  and  it  behoves  us  to  employ  the  utmost  dis- 
cretion in  adopting  any  of  them.  This,  in  a  few  words,  is  what 
is  supposed  to  have  been  established. 

Faradisation  of  the  cervical  sympathetic  is  followed  by 
dilatation  of  the  pupil  of  the  corresponding  eye,  contraction  of 
the  vessels,  characterised  by  pallor  and  coldness  of  the  same 
side  (temperature  lowered  in  cheek  0'5°  to  1-75°  C.)  succeeded  by 
a  sensation  of  warmth  (temperature  increased  0-5°  C— Przewoski). 
With  reference  to  dilatation  of  the  pupil  this  point  is  doubtful. 
The  effect  may  be  due  to  a  skin  reflex  (Erb,  *  spinal  myosis  and 
reflex  rigidity  of  the  pupil '). 

The  galvanisation  of  the  symjpatheticm  the  neck  is  effected 
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either  by  applying  (1)  one  electrode  in  the  mouth,  the  other 
outside  at  the  angle  of  the  jaw ;  or  (2)  one  at  the  manubnum 
sterni,  the  other  at  the  angle  of  the  jaw;  or  (3)  one  at  the 
angle,  the  other  on  the  lower  cervical  vertebrae.  It  has  been 
reported  that  several  symptoms  are  thus  produced.  Thus 
changes  in  the  circulation,  as  seen  in  the  retina,  or  on  the  face 
(sometimes  anemia,  sometimes  hypersemia),  are  said  to  occur. 
Przewoski  states  that  he  has  noticed,  when  the  kathode  was  on 
the  ganglion,  a  lowering  of  the  temperature  in  the  hand  and 
cheek  on  the  same  side  ;  when  the  anode,  a  slight  augmentation 
in  the  same  parts. 

Modifications  of  the  jpupil :  dilatation,  according  to  Ger- 
hardt,  Mor.  Meyer,  Eulenburg  and  Schmidt  ('  often  very  slight '), 
sometimes  also  an  ulterior  contraction ;  but  this  is  very  un- 
certain, and  most  likely  in  a  great  measure  due  to  a  skin  reflex. 
Inflioence  on  the  heart :  diminution  of  the  blood  pressure  and 
frequency  of  pulse,  changes  in  the  sphygmographic  tracings 
(Eulenburg  and  Schmidt,  Beard),  equally  doubtful.  Elevation 
of  the  temperature  and  perspiration  in  the  hand  (Meyer), 
feeling  of  somnolence  and  vertigo  (Beard  and  Kockwell),  also 
very  uncertain. 

Gr.  Fischer  reached  this  main  conclusion :  that  the  effects 
of  the  galvanisation  of  the  sympathetic  ('  subaural  galvanisa- 
tion,' de  Watteville)  are  to  be  ascribed  chiefly  to  the  excitation 
of  the  pneumogastric  and  of  the  cutaneous  nerves. 

Though  the  physiological  results  are  thus  unsatisfactory  it 
nevertheless  appears  certain  that  the  cervical  sympathetic  can  be 
influenced  by  the  cm-rent.  Pathological  observations  support 
this  view  :  thus  Otto,  in  a  woman  suffering  from  an  affection 
of  this  nerve  and  presenting  cerebral  symptoms  with  intense 
erythema  and  perspiration  on  the  same  side  of  the  face,  saw 
the  redness  diminish  and  disappear  for  a  long  time  under  the 
influence  of  the  kathode.  In  a  case  of  atrophy  of  the  sternomas- 
toid,  and  in  which  therefore  the  sympathetic  could  be  reached 
more  easily,  I  saw  the  labile  application  of  the  kathode  produce 
a  dilatation  of  the  pupil  and  increased  redness  of  the  cheek. 
M.  Meyer,  in  a  case  of  apoplexy,  found  the  hyperemia  and 
heat  of  the  ear  subdued  by  galvanisation  of  the  sympathetic  on 
the  same  side.    Seeligmiiller  found,  in  a  case  of  injury  of  the 
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sympathetic,  that  the  pupil  reacted  with  great  energy  to  elec- 
trisation of  the  nerve  ;  and  probably  there  exist  more  observa- 
tions of  the  same  kind.  But,  even  after  adducing  all  we  know 
on  the  subject,  we  must  confess  that  the  galvanisation  of  the 
sympathetic  in  the  living  man  offers  but  a  very  unsatisfactory 
basis  for  the  bold  generalisations  as  to  its  therapeutical  im- 
portance.   I  shall  return  to  this  subject. 

We  now  come  to  the  effects  of  the  current  upon  the  shin, 
which  to  a  great  extent  rest  upon  vasomotor  effects.  Here  also 
the  conditions  are  as  complex  as  that  structure  itself,  which 
comprises  the  chorion,  the  blood  and  lymph  vessels,  the  cuta- 
neous muscles,  the  sweat  glands,  and  their  nervous  supply.  It 
is  not  easy  to  determine  the  action  of  electricity  on  each  of 
these  various  elements. 

You  all  know  the  redness  observed  at  the  points  of  applica- 
tion of  the  electrodes,  and  which  no  doubt  is  due  to  the  vascular 
dilatation  and  afflux  of  blood.  But  a  more  careful  observa- 
tion teaches  us  that  other  phenomena  occur  according  to  the 
mode,  intensity,  and  duration  of  the  electrical  action.  The 
following  are  the  most  important  : — 

When  the  skin  is  faradised  with  wet  electrodes  and 
moderate  current-strength,  the  effect  is  not  marked ;  but  with 
stronger  currents  a  momentary  pallor  may  be  noticed,  with 
cutis  anserina,  to  which  a  more  durable  redness  succeeds. 
When  the  brush  is  used  these  phenomena  are  much  more 
marked ;  the  stage  of  pallor  passes  quickly,  giving  place  to  an 
intense  hypereemia  of  longer  duration,  but  which  disappears 
without  leaving  any  trace.  The  intensity  and  duration  of  these 
phenomena  vary  greatly  with  the  portion  of  the  skin  excited 
and  in  different  individuals. 

When  the  skin  is  galvanised  with  moderate  currents,  if  it  is 
sensitive,  there  occurs,  besides  the  pricking  and  burning  sensa- 
tion previously  mentioned,  an  intense  redness  at  the  two  poles, 
of  variable  persistence.  Papules  or  even  blisters  of  some  size 
may  be  formed.  The  hyperasmia  may  remain  for  hours ;  re- 
peated application  leads  to  desquamation  of  the  epidermis. 
With  strong  currents  of  longer  duration  these  effects  are  more 
readily  obtained,  and  the  action  of  the  poles  isfound  to  differ. 
At  the  kathode  you  often  see  at  first  a  pallor,  then  a  rosy 
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tint,  of  the  skin  ;  the  latter  becomes  infiltrated  and  whitish 
phlyctense  appear.  Around  this  region  a  halo  of  dark  red  is 
noticed ;  when  the  electrode  is  removed  the  skin  underneath 
remains  very  red  for  a  long  time.  At  the  anode  an  intense 
scarlet  redness  appears  at  once  or  after  a  period  of  pallor  ;  there 
is  no  infiltration,  but  granular  rugosities  are  seen.  This  redness 
persists  for  a  long  time,  and  desquamation  is  abundant. 

When  the  current  is  very  intense  the  discoloration  may  per- 
sist for  a  remarkable  time  ;  I  have  seen  the  spots  of  application 
redden  again  from  six  to  ten  days  after,  under  the  influence  of 
certain  excitations  applied  to  the  skin,  such  as  a  vapour  bath. 

It  is  diflScult  to  determine  the  respective  share  taken  in  the 
production  of  these  phenomena  by  the  vasomotor  nerves,  the 
peripheral  centres  lately  described,  the  cutaneous  muscles,  the 
circulation  of  the  lymph,  the  mechanical  conveyance  of  liquids 
from  anode  to  kathode.  It  is  not  even  easy  to  say  whether  the 
difierence  observed  at  the  two  poles  is  one  of  quality,  and  not 
quantitative  only,  as  Ziemssen  maintains.  I  should  incline  to 
the  latter  opinion  were  it  not  for  the  undoubted  agency  of 
the  electrolytic  effects  of  the  current. 

The  latter  are  certainly  the  cause  of  the  well-known  caustic 
action  of  the  kathode.  When  a  small  metallic  kathode  is 
placed  on  the  skin,  and  the  other  pole  in  the  shape  of  a  large 
moistened  sponge  or  plate  is  applied  at  some  other  spot,  a 
strong  current  rapidly  produces,  amidst  much  burning,  a 
vesicle  filled  with  an  opaque,  strongly  alkaline  liquid.  After 
removal  of  the  electrode  this  vesicle  turns  into  a  small  brown 
eschar,  which  falls  after  a  long  time,  leaving  a  loss  of  substance, 
with  permanent  cicatrix.  When  the  anode  is  used  in  the  same 
way  the  results  are  not  so  marked ;  the  brightness  of  the 
electrode  is  tarnished  by  oxidation,  and  the  vesicle  contains  an 
acid  liquid. 

When  the  electrodes  are  moist  and  well  padded,  you  do  not 
observe  these  effects,  but  if  there  be  any  defect  or  irregularity 
in  the  padding  vesicles  are  produced.  Many  patients  carry 
scars  produced  by  negligence  of  this  simple  precaution,  a  fact 
which  is  not  to  the  credit  of  those  who  are  responsible  for 
giving  them  unnecessary  pain. 

It  is  clear,  then,  that  we  can  produce  marked  changes  in 
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the  circulation  and  nutrition  of  the  skin  by  means  of  galvanic 
currents — a  fact  which  clearly  proves  the  possibility  of  pro- 
ducing similar  effects  in  other  tissues,  and  thus  influencing 
pathological  conditions  of  these  functions.  It  is  true  that  we 
cannot  act  with  the  same  energy  upon  deeply  placed  organs 
and  with  currents  of  the  same  density  as  on  the  skin  ;  but, 
after  all,  it  may  not  be  always  necessary  to  do  so  to  obtain 
therapeutic  effects. 

The  physiological  effects  of  the  current  on  the  brain  have 
been  much  investigated ;  but  it  is  only  during  the  last  ten 
years  that  satisfactory  results  have  been  obtained  and  the 
exposed  brain  shown  to  be  excitable.  Hitzig  and  Fritsch's 
researches  have  opened  a  new  era  and  dissipated  as  if  by  magic 
the  darkness  which  surrounded  the  question.  They  succeeded 
in  showing  that  certain  cortical  areas,  carefully  submitted  to  a 
galvanic  or  faradic  excitation,  reacted  by  setting  up  muscular 
movements  in  the  opposite  side  of  the  body.  I  need  scarcely 
insist  upon  this  point ;  you  all  know  the  consequences  of  these 
experiments,  the  questions  they  have  raised,  and  the  discussions 
on  the  importance  of  these  '  motor  zones '  or  '  centres,'  as  they 
are  generally  called.  I  need  only  mention  the  fact  that  anodic 
closure  (AC)  excites  more  powerfully  than  kathodic  closure 
(KC),  the  latter  being  more  active  on  peripheral  nerves.  This 
remarkable  difference  may  be  due  to  the  difference  in  the 
chemical  reactions  of  grey  and  white  nervous  matter:  peripheral 
living  nerve  fibres  have  an  alkaline  reaction  (Funke) ;  cortical 
grey  matter  is  always  acid.  The  white  cerebral  matter  is  neutral 
or  feebly  alkaline  (Gscheidlen).  Closure  of  a  weak  or  moderate 
current  diminishes  excitability  to  the  same  pole,  increases  it  to 
the  other  :  voltaic,  alternatives  or  current  reversals  are  thus  the 
most  powerful  excitants.  The  induced  current  has  been  used 
almost  exclusively  by  Ferrier  in  his  researches. 

It  has  been  long  known  that  the  corpora  striata  and  a  part 
of  the  corona  radiata  respond  to  electric  excitation  by  move- 
ments ;  the  other  effects  produced— sensory,  psychical,  vertigin- 
ous—cannot  obviously  be  ascertained  on  an  animal.  Hitzig  in 
his  researches  started  from  experiments  on  rabbits,  in  which  he 
found  that  strong  currents  through  the  head  produced  curious 
movements  of  the  eyes,  observable  in  man  also. 
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With  reference  to  the  living  naan  it  had  long  been  staled 
that  the  brain,  in  its  osseous  case,  was  not  to  be  reached  by  the 
current.  My  experiments,  now  universally  accepted,  have  refuted 
this  doctrine,  which  Remak  and  Benedikt  had  already  attacked 
on  clinical  grounds.  Several  interesting  symptoms  occur  on 
passing  a  galvanic  current  through  the  head.  But  it  must  be 
here  remembered  that  faradisation  from  without  has  as  little 
effect  on  the  brain  as  it  has  on  the  nerves  of  special  sense. 

The  best  way  to  secure  the  passage  of  the  current  through 
the  brain  is  to  direct  it  transversely  through  the  temples  or 
mastoid  processes,  or  longtitudinally  from  the  forehead  to  the 
occiput.  The  first  phenomenon  generally  observed  is  giddiness, 
which  has  been  studied  by  Brenner  in  connection  with  his 
experiments  on  the  acoustic  nerve,  and  by  Hitzig.  It  consists 
in  a  distiu-bance  of  equilibrium,  at  first  subjective  only,  but 
which  may  become  objective  and  take  the  form  of  an  oscillation 
of  the  head  and  of  the  upper  part  of  the  body,  and  may  even 
cause  the  patient  to  fall.  There  may  also  be  a  sense  of 
rotation  of  surrounding  objects,  or  the  body  itself  may  appear  to 
turn  round. 

On  the  strength  of  numerous  experiments  it  may  be  said 
that  the  giddiness  is  the  greater  the  more  nearly  the  direction 
of  the  current  is  at  right  angles  with  the  longitudinal  axis  of 
the  skull.  Thus  the  effect  when  the  electrodes  are  applied  to 
the  temples  or  mastoid  processes  is  marked,  whereas  when  they 
rest  on  the  forehead  and  occiput  it  is  very  slight. 

Currents  with  a  transverse  direction  were  shown  by  Brenner  to 
produce  on  closm'e  a  notable  swaying  towards  the  anode,  on  open- 
ing a  less  marked  effect  towards  the  kathode.  The  same  results 
are  observed  when  one  electrode  only  is  applied  to  one  side  of 
the  head  and  the  other  is  held  in  the  opposite  hand.  AC  and 
KO  produce  a  swaying  towards  the  electrode,  AO  and  KC  away 
from  it.  Duiing  the  experiment  the  feeling  of  swaying  is 
much  more  vivid  than  the  actual  movement ;  with  closed  eyes 
the  swaying  seems  more  violent  than  is  really  the  case.  The 
sensation  is  as  if  the  weight  of  one  half  of  the  body  was  removed, 
and  thus  a  fall  on  the  opposite  side  ensued.  When  the  current 
is  strictly  longitudinal  these  sensations  are  absent ;  neither  do 
they  occur  when  a  divided  anode  or  kathode  is  applied  to  either 
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side  of  the  head  and  the  other  electrode  rests  on  the  neck  or 
trunk. 

A  vertiginous  feeling  persists  during  the  whole  time  of 
application  of  a  transverse  current,  if  at  all  strong.  There  is 
apparent  rotation  of  surrounding  objects,  and  the  patient  has 
the  feeling  of  a  loss  of  equiHbrium.  The  rotation  may  seem  to 
follow  an  ascending  course  from  the  anode,  descending  to  the 
kathode,  or  it  may  take  a  horizontal  direction  from  anode  to 
kathode.  When  the  current  is  broken  the  apparent  move- 
ments occur  in  the  opposite  direction.  They  are  quite  independ- 
ent of  the  objective  lateral  swaying  of  the  body,  and  are  con- 
sidered by  Hitzig  as  being  rather  due  to  certain  ocular  move- 
ments determined  by  the  electrical  excitation. 

These  ocular  movements  themselves  appear  to  be  produced 
by  the  vertiginous  feeling  and  disturbance  of  the  muscular 
sense,  which  occur  when  the  current  is  of  a  certain  strength. 
Hitzig  was  the  first  to  observe  them  and  described  them  accu- 
rately. When  a  strong  current  is  sent  through  the  mastoid 
processes,  associated  nystagmus-like  movements  of  the  eyes 
occur  in  a  definite  direction  ;  thus  if  the  anode  be  on  the  right 
side  the  two  eyes  are  driven  to  the  left,  and  are  maintained 
there  with  an  oscillatory  movement.  This  phenomenon  is  not 
due  to  the  direct  excitation  of  any  motor  centre  or  fibres,  and 
does  not  possess  any  practical  importance. 

Many  people  experience  also,  on  galvanising  the  head,  a 
certain  peculiar  cerebral  symptom,  as  of  stunning  and  the  like, 
and  even  of  syncope,  which  may  become  real  in  individuals 
of  great  sensitiveness,  in  whom  the  psychical  impressions  may 
perhaps  play  a  -part.  A  sensation  of  nausea,  and  even  vomiting, 
has  been  observed. 

All  these  symptoms  are  certainly  due  to  the  penetration  of 
the  current  and  its  effect  upon  the  encephalon.  The  theory 
that  they  are  due  to  the  excitation  of  the  sensory  organs  is  un- 
tenable, because,  on  the  one  hand,  they  occur  without  any  such 
excitation,  and  on  the  other  hand  this  excitation  may  be  strong 
without  having  any  such  efi"ect.  We  are  ignorant,  however,  of 
the  portions  of  the  brain  which  give  rise  to  the  phenomena 
under  consideration  and  of  their  physiological  explanation.  The 
most  interesting  point  is  the  mode  of  production  of  galvanic 
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vertigo,  and  several  hypotheses  have  been  propounded.    I  take 
the  following  to  be  the  most  plausible :  It  is  certain  that  the 
brain  contains  bilateral  organs  for  the  reception  of  afferent 
impulses  necessary  to  the  maintenance  of  equilibrium ;  and, 
ccBto'is  paribtis,  our  sensation  of  stability  in  space  depends 
upon  their  equable  and  symmetrical  excitation.    When  the 
galvanic  current  is  sent  across  the  brain  one  half  is  influenced 
by  the  anode,  the  other  by  the  kathode,  and  thus  under  oppo- 
site electrotonic  conditions.    In  other  words,  the  excitability  of 
the  former  is  diminished,  that  of  the  latter  increased.  Hence 
similar  excitations  on  the  two  sides  will  produce  different  effects, 
and  a  loss  of  equilibrium  ensues.    The  sensation  of  giddiness  is 
produced,  and  the  oscillations  of  the  body  which  occur  are  efforts 
to  overcome  the  subjective  loss  of  balance.  We  need  not  discuss 
here  the  question  whether  the  organs  implicated  are  the  semi- 
circular canals  (Hinze)  or  the  cerebellum  (Hitzig) ;  we  need 
only  allude  to  the  opinion  of  Lowenfeld  to  dissent  from  it,  viz. 
that  these  phenomena  depend  upon  changes  in  the  circulation. 

The  experiments  of  Hitzig  and  Ferrier  on  the  excitability 
of  the  motor  centres  led  to  the  endeavour  to  obtain  the  same 
results  on  the  Kving  man,  in  whom  pathology  demonstrates  the 
existence  of  such  regions.  My  experiments  on  the  intact  skull 
have  hitherto  failed,  perhaps  owing  to  the  insuflacient  current 
strength  used.  An  American  observer  (E.  Bartholow)  took  the 
opportunity  afforded  to  him  by  a  case  of  cancer  of  the  skull  to 
introduce  fine  needles  through  the  dura  mater  into  the  ascend- 
ing parietal  convolution,  and  he  successfully  excited  the  brain 
with  faradic  currents. 

In  a  case  of  injury  with  hernia  cerebri  in  the  surgical  wards 
at  Heidelberg  (Prof.  Czerny)  I  was  unable  to  obtain  any  result 
from  electrisation  of  the  brain  carried  out  with  much  care  and 
in  various  ways.  It  could  scarcely  be  otherwise,  indeed,  con- 
sidering that  the  opposite  side  of  the  body  was  paralysed. 

Charcot,  however,  has  lately  succeeded  in  several  cases  of 
hysterical  somnolence  (with  nerve  and  muscular  hyperexcita- 
bility)  in  producing  contractions  in  the  opposite  side  of  the 
body  by  excitation  of  the  skull  in  the  neighbourhood  of  the 
motor  centres.  The  contractions  could  not  be  obtained  in 
the  waking  state.    He  was  not  invariably  successful  with  these 


120 


ELECTROTHERAPETITICS. 


lethargic  patients.  In  some  the  contractions  were  best  marked 
on  the  same  side  as  the  excitation,  and  in  others  they  were 
altogether  absent.  It  is  needless  to  add  that  such  manifesta- 
tions in  hysterical  somnolence  must  be  accepted  with  the 
utmost  caution. 

With  reference  to  the  spinal  cord  physiological  experi- 
ments have  yielded  even  fewer  results  than  in  the  case  of  the 
brain.  There  is  divergence  of  opinion  as  to  the  electrically 
excitable  portions  of  the  exposed  cord.  No  experiments  have 
been  made  on  the  cord  intact  and  within  the  body ;  the  result 
of  introducing  needles  into  the  vertebral  canal,  and  exciting  its 
contents  by  means  of  very  powerful  faradic  currents,  has  been 
to  produce  generalised  tetanic  convulsions. 

Eesearches  have  been  made  on  the  modifying  action  of 
galvanic  currents  upon  the  spinal  cord.  J.  Eanke,  who  pursued 
the  line  of  investigation  of  Nobili  and  Matteucci,  found  that  in 
the  frog  reflexes  are  diminished  or  abolished  by  currents  of  a 
certain  strength  flowing  in  a  longitudinal  direction.  Legros 
and  Onimus  state  that  this  is  the  case  with  descending  currents 
only,  and  that  ascending  currents  often  increase  reflex  action. 
Uspensky  regards  the  cord  as  a  peripheral  nerve  which  is 
thrown  into  anelectrotonus  or  katelectrotonus  and  presents 
corresponding  modifications  with  reference  to  the  reflex  and 
respiratory  functions.  iUl  these  contradictory  inferences  have 
been  arrived  at  by  methods  which  do  not  eliminate  the  influence 
of  sensory  excitation  and  carry  but  little  scientific  weight, 
whilst  cKnical  observations  intended  to  prove  the  sedative  or 
antispasmodic  value  of  the  galvanisation  of  the  back  furnish 
data  from  which  no  certain  conclusion  can  be  drawn  as  to  the 
physiological  action  of  the  current  on  the  spinal  cord. 

With  reference  to  the  living  man,  erroneous  physical  views 
had  likewise  led  to  the  belief  that  the  cord  could  not  be 
reached  by  the  current,  owing  to  its  bony  protection.  My 
experiments  on  the  dead  body,  confirmed  by  Ziemssen  and 
Burkhardt,  showed  the  cord  to  be  accessible  to  currents  applied 
properly  just  as  much  as  other  equally  deep-seated  structures. 
On  the  living  subject  two  large  plate  electrodes  are  placed  over 
the  spine,  and  strong  currents  with  voltaic  alternatives  are 
sent  through.    When  kathodic  shocks  are  made  on  the  lumbar 
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region  contractions  of  the  leg  muscles  occur,  showing  that  the 
current  has  excited  the  nerve  roots  within  the  bony  canal. 
Brenner  says  that  sensations  in  the  legs  are  also  produced  by 
this  method.  The  results  of  numerous  therapeutical  experi- 
ments also  leave  no  doubt  as  to  the  reahty  of  the  permeation 
of  the  cord  by  currents  applied  from  the  outside,  though  from  a 
physiological  point  of  view  we  can  say  nothing  as  to  the  action 
of  electricity  on  this  organ. 

The  remaining  organs  of  the  body  need  but  a  brief  mention. 

With  reference  to  the  thoracic  viscera— t/ie  lungs  and  heart 
—they  have  as  yet  hardly  been  submitted  to  the  investigations 
of  electrophysiologists.  Consequently  we  know  little  or  nothing 
about  them.  I  will  merely  mention  here  that  it  is  possible  to 
bring  about  the  movements  of  coughing  by  means  of  a  parti- 
cular application  of  the  current  (Brenner).  This  may  best  be 
done  by  placing  the  kathode  at  the  nape  of  the  neck,  with  the 
anode  upon  the  spinal  column,  and  closing  or  reversing  the 
current.  The  cough  produced  is  accompanied  by  a  sensation 
of  -  tickling  in  the  throat.  It  may  be  caused  in  many  persons 
when  the  higher  electrode  is  over  the  dorsal  region,  in  the 
neighbourhood  of  the  thoracic  cavity. 

I  have  already  alluded  to  the  questionable  influence  of 
galvanisation  of  the  sympathetic  upon  the  heart's  action. 

Von  Ziemssen  has  recently  published  some  interesting 
observations  upon  electrical  excitation  of  this  organ.  They 
were  derived  from  a  man  in  whom  the  heart  was  rendered  ac- 
cessible (being  covered  only  by  the  skin)  in  consequence  of  an 
operation  upon  the  thoracic  walls.  Here  he  was  able,  by  means  of 
strong  galvanic  currents,  to  produce  an  immediate  effect  upon  the 
form  and  energy  of  the  contractions,  as  well  as  upon  the  rhythm 
and  frequency  of  the  beat,  and  to  stimulate  the  heart  directly 
through  its  motor  ganglionic  apparatus.  He  found  that  when 
strong  currents  were  used  and  reversed  regularly  with  a 
frequency  greater  than  that  of  the  heart's  beat,  the  latter  was 
increased  to  the  rapidity  of  these  reversals.  Similarly  it  could 
be  accelerated  by  passing  a  strong  unbroken  current  through 
certain  points  in  the  ventricular  walls.  On  the  other  hand  it 
was  not  possible  to  retard  the  heart's  action  with  anything  like 
the  same  certainty.    We  would  expect  similar  results  to  obtain 
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with  the  thoracic  parieties  intact.  The  researches  of  E. 
Herbst  in  this  direction  have  been  fruitless.  Perhaps  they 
were  conducted  differently  from  those  of  von  Ziemssen,  or  the 
currents  used  may  have  been  too  weak.  At  all  events  he  failed 
to  elicit  the  effects  which  physiological  considerations  would  in- 
duce us  to  look  for.  Dixon  Mann  has  arrived  at  conclusions  of  a 
like  negative  character,  and  further  investigations  are  desirable. 

The  abdominal  organs  are  mostly  endowed  with  unstriated 
muscular  fibres,  which  may  be  shown  to  react  to  electrical 
stimuli ;  the  liver  is  the  least  so,  and  does  not  appear  in  man 
to  be  affected  by  electrical  currents.  The  gall  bladder  is  said 
to  have  been  made  to  contract,  especially  when  distended,  as  in 
catarrhal  jaundice  (Grerhardt),  by  means  of  external  faradisa- 
tion ;  but  it  is  difificult  to  accept  this  assertion. 

Enlargements  of  the  spleen  have  often  been  treated 
electrically,  but  without  any  definite  results,  though  experi- 
ments on  animals  allowed  of  some  hopes  in  that  direction. 
The  faradic  current  has  generally  been  preferred  to  the  gal- 
vanic. Some  observers  (Chvostek,  Berger,  Botkin,  Skorczewsky, 
Popow,  &c.)  state  that  chronic  swelHngs  of  that  organ  have 
been  reduced  either  by  the  direct  or  the  reflex  action  of  the 
current ;  others  (Mosler)  have  not  been  so  fortunate.  Either 
wet  electrodes  or  faradic  brushes  have  been  used  to  the  skin 
over  the  organ.  I  do  not  feel  justified  in  forming  a  definite 
judgment  on  this  question. 

The  electrophysiology  of  the  digestive  tract  gives  us  a 
firmer  ground  to  tread  upon,  since  its  muscular  constituents 
obey,  generally  speaking,  the  laws  of  motor  excitation. 

The  muscular  fibres  of  the  pharynx  and  soft  'palate  are 
easily  excited  by  galvanism  and  faradism.  Moderate  currents 
applied  with  appropriate  electrodes  produce  local  contractions ; 
stronger  currents  cause  movements  of  deglutition  and  a  sense 
of  choking. 

A  more  important  fact  is  the  ready  production  of  move- 
ments of  deglutition  in  healthy  people  by  galvanisation.  When 
the  anode  is  placed  behind  the  neck  and  the  kathode,  with  a 
current  of  from  6  to  10  cells,  is  rapidly  passed  along  one  of  the 
sides  of  the  larynx,  swallowing  is  visibly  and  audibly  produced 
at  each  excitation.  The  subject  of  the  experimentation  feels  as 
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if  a  mouthful  of  food  or  drink  compelled  him  to  swallow. 
Brenner  showed  that,  on  placing  the  electrodes  so  as  to  obtain 
unipolar  excitations,  the  movements  of  deglutition  occurred 
chiefly  at  KC  and  AO,  according  to  the  law  of  nerve  reaction. 

The  effect  here  is  evidently  a  reflex  phenomenon,  starting 
from  the  sensory  nerves  of  the  pharynx  and  larynx— that  is, 
the  vagus  and  especially  its  superior  laryngeal  branch.  This 
view  is  supported  by  recent  physiological  experiments  upon  the 
mechanism  of  deglutition.  The  theory  which  was  formerly  held, 
and  which  would  ascribe  the  movements  in  these  experiments 
to  excitation  of  the  hypoglossals,  may  be  shown  to  be  incorrect 
by  varying  the  mode  in  which  they  are  performed. 

The  cesophageal  muscles  may  be  readily  excited  with 
suitable  electrodes.  Great  caution,  however,  is  necessary,  on 
account  of  the  proximity  of  the  vagi,  and  the  use  of  too  strong 
currents  may  be  attended  with  ill  consequences. 

The  unstriated  muscles  of  the  stomach  and  intestines  are 
known  to  react  to  electricity  in  an  evident  manner.  The 
resulting  contractions  are  of  a  peristaltic  character,  and  they 
continue  after  the  withdrawal  of  the  stimulus.  In  this  respect 
the  faradic  current  is  the  more  effective  of  the  two. 

Energetic  faradisation  of  the  abdomen  has  been  seen  in  cases 
of  large  inguinal  hernia,  or  where  the  integument  was  tense  and 
thin,  to  be  followed  by  perceptible  and  visible  movements  of  the 
bowel  and  stomach,  which  were  further  evinced  by  a  gurgling 
sound.  Using  the  manometer  to  determine  the  mechanical 
effect  of  these  movements,  Baumler  has  arrived  at  negative, 
and  von  Ziemssen  at  positive,  conclusions.  Moreover  the  latter 
has  found  in  experiments  on  animals  that,  not  the  entire 
stomach,  but  only  the  part  excited  contracts,  and  that  the 
pyloric  responds  more  actively  than  the  cardiac  end,  to  either 
current.  As  a  further  effect  of  faradisation  Schliep  observed 
that  a  quantity  of  fluid  which  had  been  introduced  into  the 
stomach  was  quickly  removed,  and  he  asserts  that  excitation  of 
the  intestine  was  frequently  followed  by  defoecation.  The 
chief  evidence  of  the  influence  of  electricity  upon  the  coats  of 
the  stomach,  however,  is  of  a  clinical  kind,  and  is  drawn  from 
cases  of  dilatation,  dyspepsia,  and  chronic  obstruction.  But  as 
yet  we  know  little  of  its  modus  operandi. 
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The  alimentary  canal  can  be  reached  in  various  ways— 
percutarieously,  with  one  electrode  on  the  back  while  the  other 
is  applied,  stabile  or  labile,  to  the  abdomen,  strong  currents 
being  used,  so  as  to  produce  energetic  contraction  in  the 
abdominal  muscles  ;  or  one  electrode  (either  specially  made 
or  an  oesophageal  sound)  may  be  introduced  within  the 
stomach,  or  a  rectal  electrode  may  be  passed  into  the  rectum 
and  the  other  apphed  as  before  to  the  abdominal  walls.  This 
proceeding  is  absolutely  painless. 

The  rectum  may  be  excited  in  the  same  way  as  the  rest  of 
the  intestiues.  The  sphincter  ani  is  governed  by  the  laws  of 
contraction  and  it  may  be  reached  by  an  appropriate  electrode. 

The  electrical  excitation  of  the  bladder  is  a  point  of  great 
clinical  importance.  It  is  easily  effected  ;  but  the  subject  has 
not  yet  been  sufficiently  studied  from  a  physiological  point  of 
view.  Here  again  Baumler  failed  to  find  auy  manometrical  indi- 
cation, and  we  are  forced  to  content  ourselves  with  the  evidence 
to  be  derived  from  diseased  conditions.  If  an  electrode  is 
passed  along  the  urethra  as  far  as  the  neck  of  the  bladder  and 
a  current  transmitted,  there  are  perceptible  contractions  of  the 
sphincter  vesicae  and  the  urethral  muscles,  which  are  frequently 
sufficient  to  expel  the  electrode  with  considerable  force.  The 
bladder  may  be  excited  by  either  current,  and  percutaneously 
or  by  introducing  one  electrode  in  the  bladder  and  the  other  in 
the  rectum. 

Nothing  is  known  as  to  the  physiological  action  of  electri- 
city upon  the  kidneys  and  ureters,  or  upon  the  testicles  and 
vasa  deferentia  of  the  living  subject. 

We  are  equally  ignorant  of  its  effects  upon  the  non-gravid 
uterus.  To  act  upon  this  structure  either  cm-rent  may  be 
used,  and  the  electrodes  may  be  introduced  within  the  vagina 
or  within  the  cavity  of  the  uterus  itself.  Here  again  there  is 
abundance  of  clinical  evidence,  of  which  you  shall  hear  more 
by-and-by.  Bayer  makes  certain  somewhat  unsatisfactory 
statements  with  reference  to  the  production  of  uterine  con- 
tractions by  means  of  galvanism.  He  placed  one  electrode, 
shaped  like  a  sound,  within  the  cervix,  the  other  upon  the 
symphysis  or  on  the  lumbar  spine.  It  was  only  in  some  cases 
that  any  effect  was  to  be  seen,  but  in  these  the  sound  was 
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moved  backwards  and  forwards  and  sometimes  expelled  bodily 
from  the  uterus.  With  KC  the  movements  of  the  sound 
indicated  a  prolonged  contraction,  which  was  equally  marked 
with  AC. 

We  are  indebted  to  the  same  author  for  some  remarks  upon 
the  excitation  of  the  uterus  in  pregnancy  and  labour.  He 
found  the  galvanic  current  the  more  effective  in  inducing 
labour.  He  placed  the  K  in  the  cervix  and  the  A  on  the 
fundus,  and  with  a  current  of  12  to  16  cells  passed  continuously 
(for  10  to  15  minutes)  he  was  able  to  bring  about  regular  normal 
pains,  and  that  whether  labour  had  already  begun  or  not.  The 
excitation  was  more  effective  in  the  first  than  in  the  second 
stage  of  parturition.  Unfortunately  in  these  experiments  the 
galvanometer  was  not  used  to  determine  the  activity  of  the 
current. 

E.  Bumm,  on  the  other  hand,  has  found  that  the  effect  of 
electrical  excitation  upon  the  uterus  of  the  rabbit  is  to  produce 
a  slow  tonic  contraction,  and  that  the  effect  of  the  A  in  this 
respect  is  greater  than  that  of  the  K.  In  investigating  the 
subject  further  upon  the  gravid  uterus  he  obtained  no  result 
with  the  faradic  cmrrent,  and  with  the  galvanic  could  only  pro- 
duce slight  and  irregular  contractions.  He  did  not  venture  to 
reverse  the  galvanic  current  per  vaginam,  through  miscon- 
ceived apprehensions  of  its  caustic  effects.  It  was  only  by  in- 
troducing the  electrodes  within  the  uterus  that  the  faradic 
current  could  be  made  to  cause  contractions.  Excitation  of  the 
uterine  nerves  and  plexus  by  way  of  the  rectum  or  vagina  was 
altogether  inoperative. 

I  come  now  to  speak  of  the  electrolytic  and  cataphoric  effects 
of  electricity.  Of  these  but  little  is  definitely  known,  and  yet 
there  is  an  overweening  tendency  to  ascribe  to  the  action  of  the 
currents  in  this  direction  many  of  their  most  important  thera- 
peutical results.  It  follows  from  what  has  been  already  said 
that  we  are  concerned  here  almost  exclusively  with  galvanism  ; 
not  that  the  faradic  current  is  entirely  without  an  action  of  this 
kind,  but  we  can  afford  to  neglect  its  consideration,  inasmuch  as 
it  is  in  its  degree  greatly  inferior  to  the  other. 

From  the  nature  of  things,  unfortunately,  but  little  informa- 
tion can  be  derived  from  experiments  upon  the  living  animal. 
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Electrolytic  phenomena  can  be  clearly  seen  only  at  the  surface 
of  the  body,  where  the  metallic  conductors  of  the  current  may 
be  brought  in  contact  with  the  tissues.  Thus,  as  has  been  pointed 
out  above  (p.  115),  it  is  possible  by  proceeding  in  a  particular 
way  to  demonstrate  in  man  the  formation  of  acid  vesicles  at  the 
positive,  and  alkaline  at  the  negative,  pole.  If  the  process  is 
pushed  further  evident  cauterisation  is  produced. 

But  it  is  difficult  even  to  speculate  upon  the  processes 
that  are  set  up  within  a  conductor  of  so  complex  a  character  as 
the  animal  organism  during  the  passage  of  a  current — the  possi- 
ble electrolytic  and  molecular  effects  produced  in  the  various 
tissues,  and  the  extent  to  which  the  vital  interchange  is  pro- 
moted or  impeded.  Physiologists  have  determined  that  there 
is  a  sort  of  internal  polarisation,  which  is  displayed  under 
given  conditions ;  and  they  have  made  use  of  this  discovery  to 
explain  many  of  the  physiological  phenomena  of  nerves  and 
muscles.  But  as  to  what  is  the  nature  of  these  processes,  what 
are  the  molecular  changes  effected,  and  what  the  resulting 
chemical  substances — of  these  things  we  know  nothing. 

Drechsel,  however,  has  made  a  remarkable  discovery  bearing 
upon  this  matter.  He  succeeded  in  forming  urea  by  electroly- 
sis of  carbonate  of  ammonia  by  means  of  voltaic  alternatives. 
It  is  at  least  probable  that  a  similar  process  takes  place  withir 
the  system  during  life. 

So  far  as  the  living  human  body  is  concerned  the  entire 
subject  is  involved  in  obscurity,  and  we  can  only  fallback  upof. 
conjecture.  In  this  there  has  been  no  lack  of  enterprise  ano 
ingenuity  ;  and  in  truth  there  is  a  great  temptation  to  indulge 
in  hypotheses  concerning  the  action  of  electricity  in  this  respect, 
for  there  are  few  fields  in  the  domain  of  science  that  offer  so 
wide  a  scope  and  so  attractive  a  prospect  to  a  bold  imagination. 
But  the  misfortune  is  that  men  are  content  to  cherish  illusions 
in  the  face  of  opposing  facts.  For  this  reason  we  are  obliged 
to  dismiss  such  preconceived  ideas  concerning  the  possible 
electrolytic  phenomena  of  the  human  body.  I  shall  have 
occasion,  however,  again  to  revert  to  this  subject  in  connection 
with  the  therapeutical  effects  of  the  current. 

We  stand  upon  somewhat  firmer  ground  when  we  come  to 
speak  of  the  so  called  cataphoric  actions.    In  one  direction  at 
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all  events  they  have  been  made  the  subject  of  experimental 
research,  which  has  placed  them  upon  a  definite  and  tangible 
basis.  As  yet  this  is  not  satisfactory  in  regard  to  the  percu- 
taneous application  of  the  current,  which  is  almost  alone  resorted 
to  in  medicine.  It  has  been  the  fashion  to  ascribe  to  the  causes 
which  are  classed  under  this  heading  certain  appearances,  such 
as  the  depression  and  anaemia,  and  the  roughness  and  dryness 
of  the  skin  in  the  situation  of  the  A,  the  formation  of  blisters 
at  the  K,  and  the  absorption  of  excessive  exudations  under  the 
influence  of  the  current.  Eemak  led  the  way  in  this,  but  we 
are  still  free  to  raise  the  question  whether  these  appearances 
may  not  be  due  to  other  causes.  Still  it  is  highly  probable 
that  these  cataphoric  actions  do  obtain  in  the  human  system, 
as  in  the  bodies  of  the  lower  animals,  notwithstanding 
Bemhardt's  conclusions  to  the  contrary.' 

A  remarkable  application  has  lately  been  made  of  the 
cataphoric  action  of  the  current.  Von  Bruns  had  already 
proved  that  iodide  of  potassium  could  be  made  to  pass 
through  the  human  body,  whether  alive  or  dead,  by  means  of  a 
galvanic  current.  To  Munk,  who  conducted  many  experiments 
for  the  purpose,  is  to  be  attributed  the  best  method  of  utilising 
this  property,  a  method  by  which  he  succeeded  in  introducing 
medicinal  substances  with  the  utmost  certainty  through  the 
uninjured  cuticle  in  such  a  way  that  they  were  eKminated  by 
the  urine  and  saliva,  or  might  be  recognised  by  their  toxic  effects. 
This  he  did  as  follows :  He  took  two  of  Dubois's  conducting 
tubes,  closed  with  plugs  of  clay.  Both  the  tubes  were  filled  with 
a  saturated  solution  of  the  substance  to  be  introduced,  and  the 
plugs  were  also  moistened  with  it.  These  were  then  applied 
to  the  body,  and  currents  of  moderate  strength  passed  through 
the  parts  in  the  same  situation.    Their  direction  was  reversed 

'  Bemhardt's  experiments  do  not  seem  to  me  to  warrant  the  conclusions 
which  he  has  drawn  from  them.  It  is  not  merely  the  water,  but  all  the 
fluid  constituents  of  the  tissues  with  the  substances  held  in  solution  that 
we  must  assume  to  be  put  in  motion  under  the  cataphoric  influence  of  the 
current.  The  estimation  of  the  percentage  of  contained  water  cannot  therefore 
yield  any  useful  inference  as  to  the  propulsion  of  the  organic  liquids,  since 
there  is  not  suflBcient  difEerence  between  the  water  element  and  the  other 
fluid  constituents  of  the  remaining  tissues  (we  are  here  concerned  with  the 
brain)  to  present  notable  differences  under  the  conditions  of  the  method 
adopted. 
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every  5  or  6  minutes,  because  it  was  found  tliat  the  activity  of 
the  process  diminishes  with  the  continuance  of  any  one  current. 
For  the  same  reason  it  is  necessary  to  charge  both  electrodes 
with  the  substance  used.  In  this  manner  it  is  possible  to 
introduce  a  considerable  quantity  within  the  system  in  a  period 
varying  from  15  to  45  minutes.  Strychnine  cramps  have  been 
produced  in  the  rabbit,  and  in  man  traces  of  iodide  of  potassium 
and  of  quinine  administered  thus  have  been  found  in  the  urine 
for  hours  afterwards.  The  effect  is  proportional  to  the  surface 
area  of  the  electrodes  and  the  current  strength,  and  it  is 
increased  by  removing  the  epidermis  from  the  part  where  the 
former  are  applied.  When  this  method  is  adopted  in  practice 
certain  limitations  should  ^  recognised.  The  substance  to  be 
introduced  should  be  taken  in  small  quantity,  for  these  experi- 
ments have  been  successful  only  with  medicinal  agents  of  great 
energy  and  in  diminutive  doses.  Moreover  it  cannot  be  made 
to  penetrate  deeply  within  the  body  or  to  traverse  consider- 
able structures.  This  is  an  effect  of  the  rapid  diminution  of 
the  current  density.  It  follows  that  we  can  only  procure  the 
immediate  absorption  of  these  substances  and  their  conduction 
through  the  system  by  means  of  the  blood.  A  local  action  of 
any  kind  is  possible  only  in  the  case  of  the  skin  or  the  smaller 
joints,  or  upon  tumours  situated  immediately  below  the  skin 
and  in  such  a  position  that  they  can  be  included  between  the 
two  electrodes. 

The  elder  Remak  has  judiciously  observed  that  the  principal 
actions  of  the  galvanic  current  in  diseased  conditions  must 
necessarily  be  of  a  complex  nature.  The  knowledge  of  its 
exciting  and  modifying  effects  upon  nerves  and  muscles  is  not 
adequate  to  explain  the  cures  which  it  has  been  made  to  work. 
These  for  the  most  part  imply  a  lasting  influence  upon  the 
nutrition,  minute  or  integral,  of  the  body  (molecular, 
chemical,  or  histological  modifications).  As  a  result  of  his 
observations  upon  the  curative  effects  of  galvanism  in  states  of 
inflammation,  in  contusions,  extravasations,  rheumatism,  and 
neuralgia,  this  writer  came  to  the  conclusion  that  these 
effects  were  brought  about,  partly  perhaps  directly,  by  altera- 
tion of  the  molecular  structure,  the  conditions  of  osmosis,  &c., 
within  the  tissues  themselves,  and  partly  also  by  changes  an 


CATAFIIORIC  AND  CATALYTIC  ACTIONS. 


129 


the  circulation  and  the  blood  supply  of  the  parts.  He  has 
accordingly  collected  together  many  of  these  actions,  some  with 
which  we  are  practically  acquainted  and  others  which  are  only 
hypothetically  assumed  in  explanation  of  undoubted  phenomena, 
and  to  these,  under  the  name  of  catalytic  actions,  he  has 
attributed  the  most  important  of  the  therapeutical  results  in 
the  majority  of  cases. 

It  must  be  admitted  that  the  idea  of  these  catalytic  actions 
is  vague  and  insufficiently  estabbshed.  But  the  term  is  use- 
ful and  corresponds  to  a  reality  which  cannot  be  overlooked. 
It  provides  us  with  a  short  and  convenient  expression  for  a 
class  of  causes  which  are  certainly  ill  defined,  and  it  commits 
us  to  no  kind  of  prejudice  concerning  their  nature.  It  seems 
well  that  I  should  address  a  few  words  to  you  upon  the  subject. 

Under  this  heading  Eemak  included  in  the  first  place  tke 
dilatation  of  the  blood  vessels  and  lymphatics,  and  the  con- 
sequent impulse  to  the  circulation  produced  by  the  passage 
of  an  electric  current;  the  increased  power  of  absorption 
conferred  upon  the  tissues  ;  the  promotion  of  osmotic  pro- 
cesses, and,  as  an  effect  of  the  latter  two  causes,  the  increase 
of  tissue  bulk,  especially  in  muscles.  With  these  may  be 
enumerated  the  influence  upon  molecular  interchange  and 
nutrition  effected  by  exciting  or  soothing  the  nerves  directly 
or  through  the  parts  which  they  supply ;  changes  in  the 
molecular  arrangement  of  vital  structures,  and  in  their 
nutritive  activity,  due  to  the  phenomena  of  electrolysis  ;  and 
finally  the  consequences  of  the  mechanical  transference  of 
fluids  from  one  pole  to  the  other. 

Remak  has  bestowed  much  pains  upon  the  study  of  this 
subject.  He  has  seen  the  effects  alluded  to  produced  not 
merely  in  the  parts  immediately  submitted  to  the  action  of  the 
cun-ent,  but  also  in  others  more  remote  when  the  nerve  trunks 
which  supplied  them  were  galvanised.  He  distinguishes  these 
as  indirect  effects.  This  indirect  catalysis  has  been  made  the 
subject  of  further  researches ;  and  indeed  it  has  become  the 
point  of  departure  for  galvanisation  of  the  sympathetic,  of 
which  we  have  heard  so  much  and  of  which  I  also  shall  have 
a  good  deal  to  say  by-and-by. 

But  if  we  enquire,  as  we  are  principally  concerned  to  do 
VOL.  VI.  K 


130 


F.LECTR  0  THERAPE  UTICS. 


here,  into  the  precise  physiological  or  experimental  basis  of 
these  catalytic  effects,  we  are  conapelled  to  admit  that  it  is 
extremely  insufiScient.  Their  real  existence  has  been  re- 
cognised by  nearly  every  electrical  physician,  and  it  is  supported  *  I 
by  the  testimony  of  a  long  series  of  observations  and  experi- 
ments in  disease,  of  which  you  will  learn  something  as  we 
proceed.  But  the  circumstances  attending  these  observations 
have  usually  been  so  complicated  as  to  render  an  exact  analysis 
of  their  constituent  factors  impossible  to  obtain.  This  has  yet 
to  be  effected  by  means  of  closer  physiological  investigations, 
directed  separately  to  each  one  of  the  elements  of  the  so  called 
catalytic  action.  Meanwhile  some  little  progress  has  been  made 
to  such  an  end,  and  it  is  all  the  more  desirable  that  the  entire 
subject  should  be  submitted  to  a  systematical  investigation. 

Eemak  himself  has  led  the  way.  He  has  shown  that  a  very 
great  determination  of  blood  takes  place  in  the  muscles  of  the 
frog  when  galvanised  with  labile  currents.  He  observed  that 
the  muscles  became  fuller  and  somewhat  swollen,  and  he 
thought  that  they  absorbed  water  more  readily  than  others 
which  had  not  been  galvanised.  This  muscular  enlargement 
under  the  influence  of  the  current  has  also  been  witnessed  in 
man,  and  has  frequently  too  been  described  by  Eemak. 

In  addition  to  this  may  be  mentioned  the  changes  in  the 
skin  under  galvanism,  to  which  attention  has  been  called  by 
Eemak,  Bollinger,  von  Ziemssen,  and  myself.  These  are  con- 
stantly present,  and  they  are  so  obvious  and  so  marked  that  I 
regard  them  as  the  most  conclusive  evidence  in  favour  of  these 
catalytic  effects. 

But  of  special  importance  in  this  connection  is  the  demon- 
stration of  the  vasomotor  influence  of  the  current,  however 
obscure  this  may  be  in  its  nature  and  mode  of  action.  The 
experiments  of  Przewosky  are  particularly  noteworthy  as 
bearing  upon  indirect  catalysis  and  the  vascular  changes  pro- 
ceeding from  the  agency  of  the  nerve  trunks.  The  only 
question  is  whether  they  were  sufficiently  guarded  fi-om  the 
risks  of  fallacy.  Of  still  greater  weight  are  those  already  alluded 
to  in  which  GriUzner  and  I  investigated  the  vasodilator  effects 
of  current  duration  when  a  nerve  trunk  is  galvanised.  Finally, 
the  recent  observations  of  Lowenfeld  concerning  the  contract  ion 


CATALYTIC  EFFECTS. 


131 


and  dilatation  of  the  cerebral  vessels  in  galvanisation  of  the 
head  with  transverse  and  longitudinal  currents  are  not  without 

significance  here. 

As  a  further  illustration  may  be  adduced  the  vascular 
reflexes,  to  which  so  much  attention  has  been  paid  of  late,  the 
changes  in  the  circulation  produced  by  acting  upon  the  sensory 
nerves,  and  the  obvious  dilatation  of  the  vessels  and  increased 
activity  of  the  circulation  in  muscles  when  the  motor  nerves 
are  excited.  The  ]production  of  heat  in  the  faradised  muscle 
of  the  human  subject,  which  von  Ziemssen  has  pointed  out, 
may  be  taken  as  an  index  of  increased  molecular  change,  but 
it  is  an  effect  of  the  contractions  and  not  directly  of  the 
current. 

With  these  may  be  included  the  more  delicate  phenomena 
of  electrolysis  which  physiologists  have  discovered  in  the 
tissues,  where  distinct  portions  of  the  organism  approach  each 
other,  and  which  are  ascribed  to  what  is  called  internal  polarisa- 
tion. These  have  acquired  a  new  value  from  the  experiments 
of  Drechsel,  who  succeeded  in  forming  urea  by  electrolysis,  as 
already  stated.  Mention  should  also  be  made  of  the  important 
service  done  by  Munk  in  establishing  the  existence  of  a  cata- 
phoric process  within  the  living  body. 

Finally,  but  with  some  diffidence,  may  be  adduced  the 
instance  of  the  trophic  nerves — those  channels  of  nutrition  so 
often  invoked  for  many  purposes,  and  so  often  treated  as 
illusory,  but  the  existence  of  which  in  one  case  at  all  events 
must  be  regarded  as  sufficiently  established.  The  determination 
by  Heidenhain  of  the  presence  of  trophic  fibres  independently 
of  the  secretory  nerves  in  salivary  glands  is  assuredly  a  fact  of 
the  highest  import  in  physiology.  Clinical  observation  and 
physiological  experiment  alike  point  to  the  conclusion  that 
there  are  separate  trophic  centres  and  fibres  for  other  tissues 
too,  although  the  resources  of  anatomy  and  physiology  have 
not  yet  sufficed  to  distinguish  them.  This  is  true  especially 
of  the  motor  nerves  and  muscles,  with  which  we  are  so  much 
concerned,  and  of  the  skin,  the  bones,  and  the  joints.  That 
these  trophic  fibres  can  be  affected  by  electricity  is  shown 
conclusively  by  Heidenhain 's  experiments,  and  the  supposition 
forces  itself  upon  us  that  the  influence  of  the  current  upon 
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these  nutritive  channels  is  powerful  to  effect  vital  changes  of 
the  catalytic  class  in  the  tissues  and  organs  over  which  they 
preside.  As  yet,  however,  such  a  proposition,  though  war- 
ranted by  facts,  is  purely  hypothetical.  A  passing  statement  is 
all  that  it  demands,  and  we  have  to  wait  for  the  result  of 
further  physiological  research  in  this  direction. 

You  see  then,  gentlemen,  that  in  the  period  which  has 
elapsed  since  Eemak  first  cast  a  penetrating  glance  upon  these 
matters  much  of  the  material  has  been  gathered  with  which 
posterity  is  to  complete  the  edifice  of  our  knowledge  concern- 
ing what  to-day  we  term — not  very  happily  perhaps,  but  con- 
veniently enough — the  '  catalytic  effects '  of  electricity.  When 
this  is  done  we  shall  acquire  a  perception  of  many  things  of 
which  we  are  now  ignorant,  and  electrotherapeutics  will  have 
been  established  upon  a  wider  scientific  basis  than  it  has  at 
present. 
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LECTUEE  VIII. 

Methods  of  Electrical  Exploration— Exploration  of  Motor  Nei-ves  and  Mu.'^cles 
—The  Polar  Method— General  Rules— Method  for  the  Investigation  of 
Quantitative  Excitability  with  the  Paradic  and  Galvanic  Currents- 
Method  for  the  Investigation  of  Qualitative  Excitability— Exploration  of 
the  Eye— Exploration  of  the  Auditory  Apparatus— Galvanic  Exploration 
of  the  Sense  of  Taste— Investigation  of  Electrocutaneous  Sensibility— 
Electromuscular  Sensibility. 

In  the  next  lecture  we  shall  speak  more  precisely  of  the  dia- 
gnostic and  pathological  importance  of  the  different  parts  of  the 
nervous  system,  and  of  the  muscles,  and  ydu  will  become 
aware  of  the  use  of  a  precise  electrical  exploration.  Much  of 
the  progress  of  neuropathology  is  closely  allied  to  electro- 
therapeutics and  to  the  results  obtained  by  its  means,  and  we 
may  hope  that  future  studies  and  researches  will  throw  still 
further  light  on  the  subject. 

But  this  depends  to  a  great  extent  upon  the  methods  of 
investigation ;  none  but  exact  and  conscientious  methods, 
practised  with  care  and  after  the  elimination  of  errors,  can  give 
positive  results  and  enable  us  to  discover  almost  imperceptible 
modifications.  Unfortunately,  strict  investigations  are  not 
everywhere  carried  out,  and  consequently  many  inaccurate  and 
uncertain  data  are  to  be  found  in  the  literature  of  the  subject. 
Their  importance  compels  me  to  enter  into  some  details  con- 
cerning the  methods  in  use. 

First  we  have  to  consider  the  exploration  of  motor  nerves 
and  muscles.  We  have  to  do  here  with  a  measured  and  gradu- 
ated excitation  of  limited  parts  of  the  body,  usually  near  the 
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surface,  such  as  nerve  trunks  and  branches  and  muscles  and 

parts  of  mnscles. 

The  principal  aim  of  the  method  is  to  locahse  the  current 
with  requisite  density  and  strength  upon  those  parts,  avoiding 
as  much  as  possible  unnecessary  excitations  of  the  neighbour- 
ing structures.  The  great  requisite  is  therefore  to  keep  before 
one's  mind  all  the  physical  laws  concerning  the  localisation  of  the 
current  in  the  body  and  apply  them  to  the  requirements  of  the 
case. 

The  first  consequence  of  these  laws  is  that  for  the  exploration 
of  small  parts  placed  in  the  midst  of  larger  conducting  masses, 
such  as  are  nerves  and  muscles  in  the  live  human  subject,  we 
can  utilise  only  the  unipolar  method.  Of  the  direction  of  a 
current  under  such  conditions  there  cannot  be  any  question,  as 
we  have  seen  before  (see  Lectra-e  V.) 

The  following  general  rules  vnll  have  to  be  applied  in  the 
electric  investigation  of  the  body.  First,  we  must  use  only  one 
pole  for  each  excitation ;  it  is  obvious  after  what  we  have  said 
before  that  the  simultaneous  action  of  the  other  pole  cannot  be 
entirely  excluded,  but  our  aim  is  to  eliminate  its  effects  as 
much  as  possible.  The  electrode  used  for  this  local  excita- 
tion is  called  the  exciting  electrode  (electrode  A),  and  we  may 
designate  the  other  electrode,  the  action  of  which  is  not  observed, 
as  the  indifferent  electrode  (electrode  B). 

The  exciting  electrode  must  be  taken  as  small  as  possible, 
in  order  to  secure  the  greatest  density  of  the  current  under  it ; 
but  the  smallness  has  certain  limits,  especially  for  the  galvanic 
current.  If  the  electrodes  are  of  very  small  diameter  the 
strength  of  the  current  is  too  much  weakened  thereby  ;  besides 
a  somewhat  larger  surface  enables  us  to  reach  small  nerves  more 
readily  than  a  point.  Hence  I  always  use  the  small  or 
middle-size  electrode  for  the  purpose  of  galvanic  excitations. 
Further,  for  galvanic  exploration  we  must  know  accurately  the 
conditions  of  current  strength  and  resistance  in  the  parts,  and 
this  knowledge  can  be  secured  only  by  using  an  exciting  elec- 
trode of  definite  surface  area.  The  most  eligible,  as  I  shall 
point  out  further  on,  is  one  of  10  square  centimetres,  since  it 
affords  a  very  convenient  mathematical  unit  for  the  calculation  of 
current  strength  and  resistance.  I  shall  term  this  the  '  standard' 
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electrode  and  make  use  of  it  in  future  in  all  accurate  investi- 
gations. 

On  the  other  hand  the  indifferent  electrode  must  be  as  We 
as  possible,  so  as  to  obtain  the  greatest  possible  strength  and 
a  comparatively  small  density  of  current.  This  electrode 
should  be  applied  to  some  indifferent  part  of  the  body ;  I  prefer 
the  sternum,  which  is  situated  in  the  middle  Hue  and  from  which 
the  current  follows  similar  paths  and  encounters  similar  resist- 
ances on  its  way  to  the  symmetrical  portions  of  the  smface. 
There  are  in  the  neighbourhood  no  muscles  or  nerves,  the 
extension  of  which  may  complicate  the  investigation;  more- 
over the  sternum  is  not  sensitive,  and  it  is  convenient  for  the 
patient  to  hold  the  electrode  himself.  To  place  the  latter  in 
the  hand  is  against  the  principles  we  have  established;  the 
nape  of  the  neck  or  the  lumbar  region  would  be  preferable,  for 
the  physical  conditions  are  the  same  as  for  the  sternum,  but  the 
proximity  of  the  spinal  cord  and  nerve  roots,  and  the  difficulty 
of  applying  the  electrode,  make  those  points  less  convenient. 
In  my  researches  it  has  been  my  habit  always  to  apply  the 
electrode  in  the  same  way  to  the  sternum.  Later  I  shall  make 
an  exception  in  favour  of  the  epigastrium. 

Occasionally  we  may  have  to  choose  another  locahsation, 
and  apply  the  current  by  means  of  two  small  electrodes 
placed  close  together.  We  shall  come  to  this  subject  again 
later  on.  It  is  obviously  very  important  to  localise  with  the 
utmost  certainty  and  accuracy  the  exciting  electrode  upon  the 
parts  we  have  to  investigate.  For  this  purpose  anatomical 
knowledge  and  much  practice  in  localising  the  cm-rent  on  the 
body,  and  particularly  on  one's  own  body,  are  necessary.  It 
is  only  in  this  way  that  technical  skill  is  to  be  acquired. 

An  important  rule  is  always  to  explore  according  to  the  same 
method  and  mode  of  procedure.  It  would  even  be  well  always 
to  use  the  same  apparatus  when  experiments  are  made  for 
scientific  purposes,  and  with  a  view  to  establish  comixoi-ative 
results.  The  data  obtained  from  different  instruments  often 
cannot  be  used  for  quantitative  determination ;  galvanometers, 
unless  graduated  accurately  in  absolute  units,  differ  from  one 
another.  Small  differences  in  the  size  and  position  of  the  elec- 
trode also  give  rise  to  considerable  variations.    Hence  the 
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results  obtained  by  diflferent  observers  are  rarely  comparable, 
and  there  is  even  no  jDroof  of  their  exactitude  beyond  the  asser- 
tion of  the  individual  experimenter. 

Each  observer  must  practise  so  as  to  secure  great  steadiness 
and  dexterity  in  the  manipulation  of  his  own  apparatus  and 
accuracy  in  the  interpretation  of  his  results  ;  it  is  thus  only 
that  his  judgment  will  offer  such  guarantees  as  to  deserve  con- 
fidence. The  task  is  not  so  easy  as  one  would  think  at  first  sight. 
Much  practice,  technical  dexterity,  and  experience  are  required 
for  an  electrical  investigation  which  is  to  carry  weight  where 
slight  modifications  are  involved. 

It  is  well  always  to  begin  with  the  examination  of  healthy 
parts,  especially  when  there  is  one  side  of  the  body  only 
diseased,  so  as  to  obtain  a  standard  of  comparison,  without  which 
slight  alterations  may  readily  be  overlooked  and  considerable 
errors  introduced. 

Electrical  diagnosis  depends  partly  upon  quantitative, 
partly  upon  qualitative,  changes  in  the  excitabilities. 

Method  fok  the  Quantitative  Examination  of  Neeve 
AND  Muscle  Excitabilities. 

Both  kinds  of  currents  may  be  used.  With  reference  to 
the  faradic  exploration,  one  method  consists  in  finding  the 
distance  between  the  coils  at  which  a  minimum  contraction  of 
the  muscles  occurs,  or  comparing  the  amount  of  contraction 
obtained  with  a  certain  strength  of  current  on  symmetrical 
"^iortions  of  the  body. 

This  method  would  be  correct  if  the  terms  of  comparison 
were  certain — that  is  to  say,  if  the  distance  between  the  coils 
alone  was  variable  among  the  other  factors  of  the  experiment 
— but  this  condition  obtains  only  in  unilateral  disease  and 
when  symmetrical  parts  can  be  compared  in  the  same  person. 
Here  we  may  assume  that  the  anatomical  and  physical  relations 
are  usually  the  same  on  both  sides,  so  that  differences  in  the 
matter  of  contractions  may  be  ascribed  to  corresponding  dif- 
ferences of  excitability ;  but  this  is  not  always  certain  and  in 
cases  of  special  importance  an  accurate  estimation  of  the  facts  is 
necessary. 
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This  method,  however,  is  quite  uncertain  when  the  disease 
affects  both  sides,  and  the  comparison  must  be  made  between 
the  patient  and  other  persons,  for,  as  we  have  seen,  different  in- 
dividuals vary  greatly  as  to  the  resistance  of  their  tissues  to 
electricity  (see  Lecture  IV.) 

We  must  adopt  the  principle  that  the  resistance  is  always 
to  be  tested  along  with  the  excitability.  It  is  only  after 
the  resistance  has  been  shown  to  be  equal  that  comparable 
results  can  be  obtained  as  to  the  differences  which  may  exist 
in  the  electrical  excitability. 

In  order  to  eliminate  the  necessity  of  comparison  with 
other  individuals,  and  find  a  standard  of  comparison  on  the 
same  person,  I  have  tried  a  wider  method  of  exploration.  It 
consists  in  determining  the  excitability  of  nerves  in  different 
regions  of  the  body,  and  afterwards  comparing  the  results  and 
.fixing  the  relative  value  in  healthy  individuals.  We  find  a 
fairly  constant  correlation  between  the  fom-  pairs  of  nerves  we 
have  chosen  for  examination,  so  that  too  considerable  deviations 
of  one  of  them  with  reference  to  the  relative  value  may  be 
considered  as  pathological. 

We  are  thus  enabled,  in  cases  where,  for  instance,  both  legs 
or  both  arms  are  diseased,  to  discover  alterations  by  exami- 
nation of  the  patient  only. 

To  this  end  also  we  had  to  determine  the  electrical  resistance 
of  the  various  parts  explored,  and  here  again  was  found  a  j)retty 
constant  agreement  between  the  relative  resistances  in  healthy 
persons ;  it  is  only  when  resistances  bear  to  each  other  normal 
relations  that  the  relative  degree  of  excitability  can  be  properly 
determined. 

Irregularities  among  relative  resistances  must  diminish  or 
augment  the  value  assigned  to  the  excitability  under  investiga- 
tion. If,  for  instance,  the  two  peroneal  nerves  respond  to  weaker 
currents  than  those  indicated  by  the  normal  formula,  we 
should  conclude  that  their  excitability  is  augmented,  and  this 
conclusion  will  be  correct  if  the  resistance  at  the  knee  is  normal ; 
if,  on  the  other  hand,  it  is  greater  our  conclusion  will  be 
confirmed.  On  the  contrary  it  will  become  doubtful  if  the 
resistance  is  less  than  normal.  We  must  apply  the  same  mode 
of  reasoning  to  all  our  investigations.    Where  the  apparent 
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resistance  varies  with  the  distance  between  the  coils  our 
conclusions  as  to  the  excitability  are  confirmed.  Where  this 
relation  is  reversed  they  are  less  secure  or  entirely  worthless. 

In  a  case  I  published  some  years  ago  the  following  result 
was  obtained  with  the  faradic  test  :— 

Deflection  of  Needle  :  12  cella 
Frontal  nerve    .       .    r.  52  mm.     1.50  mm.    .       .    r.  2i° 
Accessory,,      .       .    r.  67   „        1-66    „      .       .    r.  28° 


Ulnar  „ 
Peroneal  „ 


r.  57  „  1.60  „  .  .  r.  6°  1.  6° 
r.  80   „        1.73    „      .       .    r.  32°  1.28° 


If  we  did  not  take  into  account  the  resistance  we  should  admit 
here  a  great  increase  in  the  excitability  of  the  peroneal  nerves, 
but  in  j)resence  of  the  small  resistance  in  the  popliteal  space 
we  must  have  assumed,  on  the  contrary,  a  diminution  of  faradic 
excitability.  This  was  what  was  shown  in  the  case  by  the 
galvanic  exploration,  which  gave  the  following  results  :— 

Deflection 
/First  KCC  at  about  2°-3° 

Ulnar  nerve  I    „    KD        „  35°_36° 

/    „    KCC       „  17°-23° 

Peroneal  nerves     .      .      .       'X        kD        „  41°-45° 

Hence  the  following  method :  In  testing  we  must  always 
choose  these  four  nerves :  the  frontal  nerve  or  branch  of  the 
facial  nerve  supplying  the  frontal  muscle,  the  accessory  nerve 
(see  fig.  28),  the  ulnar  nerve  at  the  elbow,  and  the  peroneal 
nerve  (see  fig.  33).  On  each  of  these  nerves  we  must  deter- 
mine with  great  care  with  a  fine  electrode,  on  the  most  excitable 
spot,  the  distance  of  the  coils  at  which  the  minimum  contrac- 
tion occurs.  This  is  done  by  marking  the  number  at  which 
weak  but  visible  contraction  is  obtained  with  the  negative  pole 
of  the  secondary  coil. 

Then  by  means  of  the  galvanic  current  and  with  a  middle- 
size  electrode,  moistened  with  hot  water  every  time  it  is  applied, 
the  galvanometric  deviation  is  determined  with  a  definite 
number  of  cells  (ten  or  twelve).  The  positive  pole  remains 
fixed  upon  the  sternum  and  the  negative  is  applied  to  all  the 
spots  at  which  the  excitation  is  made.  The  numbers  thus 
found  are  likewise  tabulated. 
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We  thus  obtain  two  series  of  numbers,  the  one  representing 
the  relative  faradic  excitability  of  the  four  nerves,  the  other 
the  relative  state  of  the  resistance  at  the  corresponding  points 
on  each  side  of  the  body.  I  have  already  pointed  out  how  the 
results  of  the  second  series  assist  the  conclusions  to  be  drawn 
from  the  first.  There  is,  as  a  rule,  a  pretty  constant  proportion 
between  the  two  series  in  healthy  individuals  living  under 
similar  conditions.  Here  are  two  examples  taken  in  healthy 
persons : — 


Distance  in  Mm.  of 
Coils  for  Minimum 
Contraction 

Deflection  of  Galvano- 
meter with  10  Cells : 
150°  Resistance 

I.  Healthy  Man,  acjed  38 
{Hcidelljery'),  Lahourer : 

Accessory  „  .... 
Ulnar       „  .... 

r  165 
r.  172 
r.  159 
r,  160 

1.  166 
1.  177 
1.  158 
1.  163 

r.  18° 
r.  16° 
r.  6° 
r.  7° 

1.  19° 
1.  15° 
1.  6° 
1.  9° 

II.  Healthy  Man,  aged  24 
{Lei2)zig),  Labourer : 

Frontal  nerve  .... 
Ulnar       „  .... 

r.  195 
r  187 
r.  175 
r  180 

1.  192 
1.  182 
1.  185 
1.  180 

r.  17° 
r.  10° 
r.  6° 
r.  5° 

1.  17° 
1.  9° 
1.  10° 
1.  5° 

These  tables  can  be  used  with  my  own  apparatus  only. 
With  other  instruments  the  numbers  may  vary,  but  their 
relations  remain  the  same ;  hence  each  observer  must  draw  up 
his  own  tables  with  his  own  apparatus. 

From  these  tables  and  many  others  which  I  have  framed 
from  the  experience  of  years  we  learn,  as  the  first  consequence, 
that  the  numbers  obtained  for  either  side  of  the  body  coincide 
almost  exactly.  An  occasional  discrepancy  of  10  millimetres  is 
the  most  we  find,  and  I  may  remark  by  the  way  that  we  have 
here  an  admirable  test  for  the  accuracy  of  our  conclusions  in 
the  exploration  of  unsymmetrical  disease.  Further,  all  fom- 
pairs  of  nerves  are  excited  by  minimum  currents  of  sufficiently 
comparable  strength,  the  difference  in  various  situations  rarely 
exceeding  20  to  25  millimetres.  The  relation  between  the  ulnars 
and  peroneals  in  this  respect  is  of  special  import ;  they  require 
almost  equal  distances  of  coils,  while  the  frontals  often  respond 
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only  to  a  distance  slightly  less  and  the  accessories  to  one  a  little 
greater. 

As  regards  resistance,  somewhat  different  relations  obtain. 
Whereas  in  the  regions  of  the  ulnars  and  peronei  the  deviation 
of  the  needle  is  nearly  the  same,  a  greater  takes  place  in  the  case 
of  the  accessories,  and  in  the  frontals  a  greater  still.  In  these 
last  the  resistance  is  least.  Variations  in  this  respect,  espe- 
cially in  the  regions  last  named,  are  more  common  than  those 
affecting  the  distance  of  the  coils.  The  two  series  of  numbers, 
therefore,  do  not  correspond.  The  greatest  distances  of  coil 
and  the  greatest  deviation  of  the  needle  are  not  present 
together.  It  is  clear  that  the  differing  resistance  of  the  skin  is 
not  the  only  source  of  variation  here.  But,  since  the  two  series 
'  are  comparable  in  healthy  persons,  we  can  draw  from  them 
certain  conclusions.  Amongst  women  and  children  there  is 
exhibited  so  much  variety,  on  account  of  the  variable  development 
of  the  panniculus  adiposus,  that  I  conceive  it  to  be  impossible 
to  construct  a  serviceable  formula  in  their  case.  The  data  given 
above  hold  only  for  healthy  men  of  the  working  class  and  of 
middle  age. 

It  is  true  that  this  course  has  its  drawbacks  ;  certain  defects 
and  fallacies  may  attend  it ;  but  so  far  as  I  know  it  is  the  best 
at  present  open  to  us.  At  any  rate  it  is  only  by  its  aid  that 
we  can  determine  very  slight  quantitative  variations  sufficiently 
accurately  to  satisfy  the  requirements  of  science,  while  many 
things  will  still  certainly  escape  our  notice  on  account  of  un- 
favourable anatomical  conditions. 
1^  I  think  it  well  to  direct  your  attention  here  to  some  of  the 
difficulties  and  sources  of  error  which  you  may  have  to  en- 
counter. In  the  first  place  you  must  find  the  situation  where 
the  nerve  is  most  excitable,  and  then  determine  the  weakest 
current  that  will  excite  it.  Much  skill  and  patience  are 
required  for  this.  It  is  wonderful  to  see  how  slight  a  movement 
of  the  exciting  electrode  will  produce  a  wholly  different  effect. 
In  doubtful  cases  you  should  always  seek  to  confirm  the  results 
obtained.  Special  difficulties  of  this  land  arise  in  connection 
with  the  ulnar  and  peroneal  nerves.  The  situation  in  which  the 
former  is  most  excitable  is  about  3  centimetres  above  the  internal 
condyle,  at  the  inner  border  of  the  triceps  ;  in  the  case  of  the 
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peroneal  it  is  3  or  4  centimetres  above  the  head  of  the  fibula, 
beside  the  tendon  of  the  biceps,  and  can  be  reached  with  the 
electrode  only  after  much  searching.  The  position  of  the 
limbs  is  important.  It  is  my  custom  to  extend  the  legs  and 
arms,  and  in  this  way  the  nerves  appear  to  me  to  be  more 
accessible.  The  minimum  excitation  too  may  easily  escape 
notice.  The  muscles  imder  examination  should  be  carefully 
maintained  lax,  and  close  attention  is  required.  Another 
source  of  error  with  which  I  had  to  contend  is  this :  Griven  a 
patient  whose  skin  is  tender,  if  you  have  to  search  long  with 
a  fine  electrode  for  the  peroneal  nerve  in  the  popliteal  space 
it  may  happen  that  an  abrasion  of  the  epidermis  at  one  spot 
occurs,  and  the  resistance  greatly  lessens  in  consequence.  In 
this  event  weaker  currents,  and  often  such  as  are  extremely 
feeble,  will  give  rise  to  contractions.  These  must  not  be  taken 
as  an  expression  of  excitability. 

When  our  purpose  is  a  faradic  examination  of  certain  nerves 
and  muscles,  and  not  a  general  exploration,  it  is  effected  by  a 
careful  comparison  with  the  healthy  side,  or  the  same  part  in 
healthy  individuals.  The  precautions  to  be  taken  are  those 
already  detailed.  You  should  be  very  guarded  in  your  con- 
clusions, for  here  the  most  experienced  observer  may  be 
deceived.  Hence  the  expediency  of  repeated  investigations, 
especially  in  important  and  obscure  cases.  And  I  would 
recommend  you  to  make  it  a  rule  to  confine  yourselves  to  jpro- 
bable  conclusions  when  there  is  a  slight  variation  in  yom-  results. 

The  same  principles  should  regulate  the  use  of  the  qantitative 
examination  of  galvanic  excitability,  and  here  even  greater 
caution  is  required.  The  plan  formerly  in  vogue  of  recording 
the  number  of  elements  used  or  the  resistances  of  a  rheostat  in 
circuit  as  a  measure  of  current  strength,  wiU  serve  only  to  a 
certain  extent  for  comparing  the  two  sides  of  the  body,  and  is 
altogether  useless  for  comparison  between  individuals.  The 
difference  in  the  specific  resistance  to  be  met  with  in  different 
subjects  (see  Lecture  IV.),  and  the  transient  variations  of 
resistance  due  to  the  action  of  the  current  itself,  vitiate  the 
conclusions  of  former  researches,  my  own  amongst  them,  in 
which  this  factor  was  overlooked.  Except  for  very  great 
differences  nothing  positive  can  be  asserted  in  this  way. 
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The  first  thing  to  be  done,  when  it  is  a  question  of  very 
small  differences,  is  to  examine  with  the  same  density  of 
current  the  different  nerves  and  muscles  under  investigation. 
The  stimulus  should  then  be  equal  in  symmetrical  nerves,  and  a 
discrepancy  in  contraction  indicates  a  difference  of  excitability. 
This  condition  is  easily  secured,  at  all  events  approximately. 
Current  density  depends  on  the  one  hand  on  the  size  and 
surface  area  of  the  electrodes,  and  on  the  other  on  the  total 
strength  of  the  current.  These  must  be  known  ;  and  they 
afford  data  for  an  expression  of  the  density  of  the  current  in 
use. 

It  is  essential  to  use  always  the  same  electrodes  in  perform- 
ing the  investigation ;  and  it  seems  to  me  on  this  account 
very  desirable  that,  for  the  purpose  of  quantitative  examination 
by  galvanism,  a  standard  electrode  should  be  adopted,  of  definite 
area,  and  used  by  all  observers.  This  is  the  only  way  to  obtain 
comparable  results.  To  my  mind  such  an  electrode  should  be  of 
10  square  centimetres  surface  area,  whether  round  or  square. 
Apart  from  its  convenient  size  it  will  provide  a  very  simple 
system  of  notation  for  current  strength  and  density.  We 
may  either  express  the  absolute  strength  only  in  ma.  (either 
expressing  or  assuming  as  known  the  size  of  the  standard 
electrode),  thus, '  1,  3,  or  5  ma.  (with  standard  electrode),'  or  we 
may  give,  instead  of  the  ordinary  fraction  indicating  the 
density,  a  decimal  fraction  ;  thus  instead  of  ^V,  ^  we  may 
say  that  excitation  occurs  at  0*1,  O*]  5,  0*3  absolute  density.  In 
this  way  we  obtain  a  simple  and  uniform  mode  of  expressing 
results  of  a  definite  value  for  all  observers. 

By  adopting  such  a  '  standard  electrode '  we  can  be  sure 
that  with  a  given  current  strength  (or  deviation  of  the  needle)  a 
certain  resistance  is  present  at  the  point  of  application  of  the 
exciting  electrode.  But  this  is  not  enough.  We  must  have  the 
same  current  density  in  the  nerve  which  is  at  a  greater  or  less 
distance  from  the  surface.  It  is  necessary,  then,  to  apply  the 
exciting  electrode  to  the  parts  to  be  compared  exactly  in  the 
same  manner,  under  the  same  anatomical  conditions,  and  with 
the  same  pressure,  so  that  its  relations  with  the  nerve  as  to 
distance  and  other  circumstances  shall  be  in  each  case  as  nearly 
as  possible  the  same. 
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It  is  only  when  these  three  conditions  are  fulfilled  that  we 
can  make  'any  positive  assertion.  When  the  same  electrodes 
are  used  in  the  same  way,  and  the  same  deviation  of  the  needle 
is  produced,  we  can  rest  satisfied  that  in  the  symmetrical 
nerves  to  be  compared  there  is  the  same  current  density. 
Where  the  first  two  of  these  conditions  are  secured  we  can  infer 
the  density  from  the  deviation.  Hence  we  can  make  use  of  the 
deviation  for  the  perception  and  measurement  of  excitabihty 
in  the  nerve,  and  we  can  determine  its  degree  when  a  con- 
traction of  certain  force,  either  the  minimum  or  tetanic,  takes 
place.  We  may,  therefore,  regard  the  deviation  of  the  needle 
in  the  case  of  symmetrical  nerves  as  an  expression  of  their 
excitability. 

I  need  not  repeat  that  the  deviation  of  the  needle  as  a 
measure  of  the  absolute  current  strength  can  never  be  replaced 
by  a  knowledge  of  the  number  of  elements  used,  or  of  the 
rheostatic  resistance  interposed.  The  principle  of  this  method  is 
to  make  use  of  currents  of  known  density  in  the  investigation 
of  similar  parts,  and  this  entails  the  use  of  the  galvanometer. 
Even  with  this  precaution  there  are  many  sources  of  fallacy 
which  can  be  but  partially  avoided  by  the  most  experienced 
observers.  It  is  not  enough  to  know  the  total  strength  of  the 
current.  What  concerns  us  is  the  strength  of  that  part  of  it 
within  the  nerves  to  be  examined  (current  density  in  the  nerves), 
and  this  is  influenced  by  many  circumstances,  as  the  depth  of 
the  fatty  layer,  the  thickness  of  the  skin,  and  varying  anato- 
mical conditions.  On  the  other  hand  I  must  dissent  from 
von  Ziemssen,  who  has  lately  laid  much  stress  upon  the  resist- 
ance of  the  epidermis,  its  state  of  moisture,  &c.  Given  the 
current  strength  in  the  entire  circuit,  it  is  quite  immaterial 
whether  the  resistance  is  greater  or  less  at  a  particular  pai-t. 
So  far  as  it  concerns  us  it  has  already  been  indicated  by  the 
needle.  The  important  point  is  that  there  shall  be  a  cm-rent 
of  a  definite  strength  within  the  body,  and  it  is  precisely  the 
advantage  of  the  system  of  absolute  measurement  that  it  enables 
us  to  evade  the  formidable  difficulties  of  taking  into  account 
the  separate  factors— such  as  the  number  of  cells,  the  condition 
of  the  epidermis,  the  wetness  of  the  electrodes,  temperature, 
and  the  rest. 
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I  learnt  from  a  very  instructive  case  of  ulnar  neuritis  the  reality 
of  the  sources  of  error  alluded  to  above.  The  nerve  of  the  right  side 
was  nearer  the  surface  than  normally,  in  consequence  of  a  former 
dislocation  of  the  elbow.  Until  the  true  cause  appeared,  the  faradic 
or  galvanic  current  needed  to  excite  the  nerve  was  so  evidently  less 
than  that  for  the  other  side  as  to  point  to  a  very  great  pathological 
increase  of  excitability.    (Compare  Vierordt,  op.  cit.) 

Even  with  every  precaution,  however,  this  method  will  give 
reliable  results  only  in  cases  of  very  great  changes.  Smaller 
differences  can  be  but  probably  afiBrmed.  Still  it  is  the  only 
one  open  to  us  in  these  cases. 

Its  object  is  to  determine  the  current  strength  which 
causes  the  earliest  KCC  in  a  particular  nerve  or  muscle,  and 
then  that  strength  which  produces  the  first  KD  reaction  or 
KDT. 

On  account  of  the  inconstancy  of  the  resistance  arising 
from  the  action  of  the  current,  and  perhaps  from  causes  within 
the  nerve,  it  is  quite  essential  to  proceed  in  the  same  way,  and 
with  a  current  precisely  similar  as  to  duration  and  otherwise, 
on  both  sides  of  the  body,  and  hence  it  is  well  to  adopt  a 
definite  mode  of  procedure.  Place  the  large  '  indifferent ' 
electrode  upon  the  sternum,  the  exciting  '  standard  '  electrode 
accurately  over  the  nerve  or  muscle  to  be  examined.  Then 
determine  at  first  without  a  galvanometer,  and  using  only  a  few 
cells,  the  point  at  which  contraction  first  occurs  with  the 
kathodic  closure,  testing  each  time  with  three  rapid  closures. 
When  the  first  feeble  contraction  is  obtained  interpose  the 
galvanometer  ^  and  ascertain  the  deviation  for  the  number  of 
'cells  you  have  employed.  The  absolute  strength  (in  ma.) 
thus  determined  is  to  be  recorded. 

Now  increase  the  current,  and  with  each  increase  effect 
three  kathodic  closures  until  that  strength  is  reached  at  which 
the  KCC,  short  and  quick  as  lightning,  changes  into  a  per*- 
sistent  KD  (tet.),  which  disappears  as  rapidly.  So  you  get 
KDT.  It  is  to  determine  this  point  that  the  deviation  of  the 
needle  is  noted  and  recorded.    There  is  no  need  as  a  rule  to 

'  The  new  galvanometer,  in  which  the  oscillation  of  the  needle  has  been 
reduced  to  a  minimum,  may  be  allowed  to  remain  intercalated  during  the 
kathodic  closures,  and  in  this  way  the  observation  is  performed  more  quickly. 
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take  the  number  of  cells  into  account.  In  this  way  you  arrive 
at  the  following  figures,  for  example :  ^ 

Ulnar  nerve : 

First  KCC  with  6°  defl.  or  0-5  ma.  =  0-06  abs.  D. 
„    KD>   „    26°     „        9  „   =0-9  „ 
Ilaclial  nerve : 

First  KCC  with   6°  defl.  or    1  ma.  =  01  abs.  D. 
..    KD>   „    28°     „        9  „  =0-9  „ 

With  healthy  and  symmetrical  nerves  in  the  same  person 
small  differences  of  excitability  can  be  appreciated.^  The  matter 
is  not  so  easy  when  we  institute  a  comparison  between  healthy 
individuals.  But  here,  too,  the  use  of  definite  and  accurately 
determined  current  strengths  is  an  additional  safeguard.  In 
point  of  fact  it  has  been  shown  by  accurate  investigations  that 
for  the  most  part  superficial  nerves  exhibit  the  first  KCC  with 
current  strengths  of  from  0-5  to  2  ma.  ('  standard '  electrode) 
and  from  0-05  to  0-2  absolute  density :  the  fii-st  KCT  with  4  to 
10  ma.  and  0*4  to  1  absolute  density.^  Further  investigations 
with  the  standard  electrode  are  needed  to  establish  these  con- 
clusions as  a  physiological  basis  for  the  estimation  of  excitability. 

To  obviate  the  errors  to  which  we  are  always  exposed  in 
drawing  conclusions  from  one  individual  to  another,  we  may 
here  also  determine  the  condition  of  excitability  of  the  four 
pairs  of  nerves  in  health,  with  a  view  to  ascertaining  their 
relative  expressions,  and  applying  this  knowledge  to  the  study 
of  disease.  Proceeding  as  before,  the  needle  deflection  corre- 
sponding to  the  minimal  contraction  and  tetanus  are  noted ; 
and  the  accompanying  table,  for  instance,  may  be  derived. 

'  I  give  the  numbers  obtained  with  the  old  galvanometers,  and  expressing 
the  deflection  of  the  needle,  before  the  absolute  graduation  was  adopted.  In 
the  last  column  is  also  indicated  the  absolute  current  density  derived  with  the 
standard  electrode. 

2  This  may  also  be  done  with  great  accuracy  by  adopting  Brenner's  contriv- 
ance. He  excited  the  two  symmetrical  nerves  together  hy  means  of  a  divided 
electrode,  and  compared  the  resulting  contractions  directly  at  each  opening 
and  closure  of  the  circuit.  In  this  way  the  physical  conditions  are  practically 
the  same.    The  resistance,  however,  requires  to  be  determined  separately. 

'  The  galvanometer  which  I  originally  used  gave  2°  to  12°  deflection  for  the 
first  KCC,  25°  to  35°  for  the  first  KD.  Observers  who  cannot  obtain  an  absolute 
galvanometer  must  correct  these  numbers  for  their  own  instrument,  since  they 
differ  somewhat  in  each. 
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JSrote.—l  was  obtained  with  the  old  galvanometer,  2  with 
the  unit  galvanometer  and  '  standard  '  electrode. 

Healthy  Males,  38  and  24  yeo/rs  of  age 


ITerves 

Appearance  of  Pirst  KCO 

Appearance  of  First  KD 

1.  Old  Method 

2.  New  Method 

1.  Old  Method 

2.  New  Method 

Frontal  ^^f^  ] 

Sp.  access,  ^^i^ 

r  right  . 
^'^^^lleft    .  . 

Peroneal  <!^[gj'*  '. 

8  cells,  lfi° 
6    „  18° 
6    „  7° 
6    „  8° 
6    „  5° 
6    „  5° 
8    „  7° 
8    „  8° 

1'4  ma. 
1-2  „ 
0-5  „ 
05  „ 
0-4  „ 

0-  4  „ 

1-  5  „ 
1-5  „ 

12  ceUs,  32° 
10    „  29° 
12    „  29° 
12    „  31° 
14    „  28° 
14    „  27° 
14    „  29° 
12    „  28° 

8-0  ma. 
80  „ 

4-  0  „ 
40  „ 

6-  0  „ 

5-  5  „ 

7-  0  „ 
7-0  „ 

These  preliminary  data  can  be  derived  from  a  comparison  of 
healthy  individuals  of  middle  age,  although  it  must  be  admitted 
that  great  discrepancies  sometimes  occur.    The  frontal  nerve  is 
especially  open  to  them  ;  and  perhaps  it  is  well  to  omit  it  m  an 
examination  of  this  kind,  both  for  this  reason  and  also  because 
it  is  not  always  easy  to  induce  in  it  the  kathodic  duration 
tetanus.    On  the  other  hand  the  remaining  pairs  will  be  found 
to  exhibit  pretty  constant  relations.    This  is  especially  true  of 
the  ulnars  and  peronei,  for  which  the  figures  are  almost 
identical,  the  first  KCC  occurring^  before  2  ma.  are  reached, 
and  the  first  KD  tetanus  with  from  5  to  8  ma.  The  difference 
of  from  4  to  6  ma.  between  KCC  and  KD  is  also  fairly 
constant ;  so  that  the  determination  of  KD  furnishes  a  good 
index  of  galvanic  excitability.    In  the  same  way  you  can 
conduct  the  enquiry  with  the  other   exciting  agents,  and 
determine  with  what  current  strength  the  anodic  closure  and 
opening,  and  the  kathodic  opening  contractions  first  occur.  I 
would  refer  you  to  a  table  (Lect.  V.)  in  which  I  have  already 
set  forth  the  results  of  such  an  examination. 

What  I  have  said  concerning  the  faradic  quantitative  ex- 
ploration holds  true  for  the  galvanic  investigation.  The  latter 
presents  many  difficulties  and  is  exposed  to  many  errors— very 
often  it  yields  no  satisfactory  results.  Still  it  is  the  best 
method  at  our  disposal.  It  affords  at  all  events  some  useful 
and,  to  a  certain  extent,  reliable  data.  The  same  precautions 
are  indicated,  and  practice  is  equally  indispensable. 
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To  thoroughly  investigate,  according  to  the  methods  de- 
scribed, the  condition  of  galvanic  and  faradic  excitabiHtj  would 
occupy  an  experienced  observer  some  half  or  three-quarters 
of  an  hour;  and  when  you  have  done  so  you  will  have  some 
idea  of  its  quantitative  characteristics  throughout  the  nervous 
system.  You  can  then  investigate  the  condition  of  the  muscles ; 
but,  for  the  present,  that  is  of  secondary  importance. 

It  is,  however,  of  the  utmost  consequence  to  determine  the 
mode  of  contraction  with  reference  to  any  unusual  phenomena 
it  may  exhibit. 

I  will  add  a  few  words  upon  this  subject. 


The  Method  of  Determining  the  Qualitative 
Excitability  of  Nerves  and  Muscles. 

We  have  not  yet  applied  the  faradic  current  to  this  pur- 
pose. On  the  other  hand,  the  qualitative  investigation  by 
galvanism  is  one  of  the  greatest  importance,  especially  for 
muscles ;  since  departures  from  the  law  of  contraction  and  its 
phenomena  play  a  leading  part  in  electro-diagnosis.  Here  we 
have  to  establish  the  law  of  contraction  for  each  individual 
nerve  and  muscle ;  to  see  if  the  contractions  occur  in  their 
regular  order  and  with  their  usual  force;  and  to  determine 
whether  they  are  normal  in  their  form,  duration,  and  com-se. 
We-  must  employ  the  method  which  has  been  used  for  ascer- 
taining the  law  of  contractions — that  is,  the  polar  method — and 
in  doing  so  we  must  adopt  all  the  precautions  detailed  above. 
Here  again  is  needed  much  practice  and  skill  in  the  use  of  the 
apparatus.  You  must  be  familiar  with  each  nerve  and  its 
peculiarities — I  have  already  called  your  attention  to  this  point. 
With  reference  to  the  muscles  it  is  especially  important  to  in- 
vestigate their  mode  of  contraction,  its  rapid  or  more  gradual 
development,  the  greater  efficiency  of  one  or  the  other  form  of 
stimulus.  In  every  doubtful  case  it  is  well  to  institute  a 
comparison  with  the  same  muscles  in  healthy  persons. 

To  obtain  more  accurate  details  in  reference  to  atrophied 
muscles  or  nerves  of  impaired  excitability,  it  is  sometimes 
necessary  to  resort  to  special  methods,  so  as  to  eliminate  invo- 
luntary and  misleading  movements  and  to  determine  as  accurately 
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These  methods 
I  will  revert  to 


Method  of  Electkical  Exploration  of  the  Eye, 

which  Brenner  has  brought  to  a  system  of  great  perfection. 
Here  too  we  proceed  by  the  polar  method,  applying  the  '  ex- 
citing '  (medium  or  small)  or  better  still  the  '  standard  '  elec- 
trode on  the  closed  lids,  temple,  or  forehead,  while  the  larger 
indifferent  electrode  closes  the  circuit  at  the  sternum.  I  have 
also  thought  that  the  optical  and  galvanic  perception  was  helped 
by  applying  the  indifferent  electrode  to  the  nape  of  the  neck. 
This,  therefore,  is  admissible.  You  then  proceed  to  examine 
each  eye  with  the  anodic  and  kathodic  opening  and  closure. 
The  current  need  not  be  strong.  Six  or  eight  cells  usually 
suffice  (0-3-1-0-1-5  ma.) 

This  exploration  is  often  difficult,  depending  as  it  does  upon 
the  subjective  perception  of  light  and  colour,  but  it  can  be 
effected  by  patient  attention  and  proper  instructions  to  the 
person  operated  upon.  It  is  a  great  help  to  conduct  it  in  a 
feebly  lighted  room,  and  of  course  the  eyes  must  always  be 
closed. 

On  account  of  the  great  excitability  of  the  retina,  it  is  often 
hard  to  eliminate  the  effects  communicated  to  the  other  eye. 
In  such  a  case  you  must  not  place  the  indifferent  electrode  at  the 
sternum,  but,  employing  a  '  small '  one,  apply  it  to  the  temple 
of  the  same  side  as  the  eye  under  examination.  Then  the 
other  which  is  also  '  small '  is  placed  upon  the  closed  lids. 

Method  .of  Exploring  the  Ear. 

This  has  also  been  reduced  to  a  system  by  the  efforts  of 
Brenner.  In  the  first  instance  he  induced  as  well-defined  and 
concentrated  a  current  as  he  could  obtain  within  the  ear  and 
directed  to  the  auditory  nerves ;  and  with  this  object  he  intro- 
duced the  exciting  electrode,  of  one  form  or  another,  within  the 
external  meatus,  filled  with  water  or  a  saline  solution,  and  partly 


as  possible  the  effect  of  the  current  required, 
are  suggested  by  physical  considerations,  and 
the  subject  again. 

We  pass  now  to  the 
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protected  by  Httle  funnels  of  glass  or  india-rubber,  or  by  caps 
of  sponge.  Eitter  applied  a  wire  conductor,  and  thus  used 
currents  of  great  strength.  But  we  are  indebted  to  Brenner 
for  the  further  application  of  the  polar  method  to  the  ear,  and 
for  perfecting  a  system  of  exploration  which  commends  itself 
alike  on  clinical  and  scientific  grounds.  This  I  have  already 
described  to  you.  The  introduction  of  the  exciting  electrode 
within  the  auditory  meatus,  however,  makes  the  operation 
extremely  painful  and  almost  intolerable.  On  the  other  hand 
to  fill  the  meatus  with  water  is  a  cause  of  misleading  sounds, 
which  add  to  the  intrinsic  diSiculties  of  the  process. 

For  these  reasons  I  have  adopted  a  somewhat  difi'erent 
process,  employing  an  exciting  electrode  of  '  medium '  size  or 
the  « standard '  electrode,  well  moistened  and  placing  it  a  little 
in  front  of  the  ear,  so  as  to  overlie  the  tragus  without  completely 
covering  the  external  meatus.  This  process  has  been  used 
extensively  for  '  external  exploration.'  The  indifferent  electrode 
may  be  used  at  the  sternum  or  the  opposite  hand,  best  of  all 
at  the  nape  of  the  neck ;  here  there  is  slight  resistance,  and 
currents  of  great  density  can  be  obtained.  I  have  already  told 
you  the  details  to  follow :  kathodic  closures  with  accumulating 
currents,  occasional  investigation  with  other  modes  of  excitation, 
and  reversing  the  poles  in  cases  of  unusual  difficulty. 

Coolness,  patience,  and  much  practice  are  needed  for  success, 
and  many  sittings  may  be  required  to  educate  the  patient. 
Feeble  currents  are  best  in  the  first  instance  and  they  may  be 
gradually  increased.  The  previous  induction  of  AD  reaction  is 
a  help  to  producing  a  KCC.  Then  the  more  rapid  the  alterna- 
tion of  anodic  opening  and  kathodic  closure,  and  the  changes 
effected  by  the  commutator,  the  quicker  and  more  energetic 
will  be  the  kathodic  closure  reaction.  A  prolonged  closure 
facilitates  the  production  of  the  anodic  opening  reaction.  But 
the  best  way  to  obtain  the  latter  is  to  pass  by  slow  increase  to 
the  strongest  current  that  can  be  borne,  during  the  continuance 
of  KD,  and  then  suddenly  break  the  circuit. 

The  examination  of  patients  with  diseases  of  the  ear  is 
usually  attended  with  little  difficulty. 
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Method  of  Exploration  for  Taste. 

To  test  the  sense  of  taste  with  galvanism  you  can  apply  the 
poles,  one  to  either  cheek,  so  as  to  pass  a  current  across  the 
buccal  cavity,  and  compare  your  sensations  on  either  side  with 
the  account  given  by  the  patient  of  his,  when  similarly  treated. 
For  more  accm-ately  localised  investigations  the  polar  method 
may  be  employed.  Apply  to  different  parts  of  the  tongue, 
throat,  and  cheeks  a  small  sponge  electrode  of  appropriate  shape 
and  furnished  with  an  interruptor.  With  this  investigate  the 
effects  of  KG  and  KD,  AC  and  AD. 

Another  excellent  method  has  been  introduced  by  Neumann 
for  a  minute  investigation  of  the  sense  of  taste.  The  two  poles 
are  isolated  by  means  of  a  catheter  or  glass  cylinder,  from  which, 
however,  their  metallic  extremities  project  at  a  distance  from 
each  other  of  two  or  three  milhmetres.  Supplied  by  one  or  two 
cells  this  double  electrode  is  admirably  adapted  to  develop  the 
galvanic  taste  in  limited  areas.  Placed  on  the  tongue  there  is 
a  sensation  of  heat  accompanied  by  a  marked  saline,  acid,  or 
metalUc  taste.  The  patient  should  be  prepared  for  this.  By  this 
means  the  sensitive  areas  are  accurately  defined,  and  pathological 
differences  between  the  two  sides  of  the  tongue  determined. 


Electrical  Examination  of  Cutaneous  Sensibility. 

It  was  natural  that  electricity  should  be  applied  to  this 
purpose ;  but  it  has  not  been  uniformly  recognised  that  it  can 
be  made  to  exhibit  here  two  distinct  classes  of  phenomena : 
first,  the  excitability  of  the  nerves  of  the  skin  and  their  ter- 
minal organs,  as  we  demonstrate  it  of  the  motor  nerves  (this 
is,  therefore,  analogous  to  the  phenomena  of  contraction)  ;  and 
secondly,  the  special  effect  of  electricity  upon  the  skin  as  an 
organ  of  sense.  The  question  arises  here  whether  we  have  any 
right  to  assume  electricity  as  the  test  of  absolute  sensibility,  or 
the  measure  of  its  modifications.  There  are  serious  objections 
to  such  an  assumption.  As  an  organ  of  sense  the  skin  must  be 
studied  in  reference  to  appropriate  excitants  only.  Now  these 
are  touch,  pressure,  heat,  and  cold,  and  the  modifications  of 
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these  which  are  capable  of  causing  pain.  The  claims  of  elec- 
tricity to  a  position  among  these  appropriate  excitants  is  open 
to  exception.  We  would  not  think  of  using  it  as  a  test  of 
acuteness  of  vision  or  for  the  sensations  of  light  and  colour ; 
but  it  does  afford  valuable  information  as  to  the  condition  of 
electrical  excitability  in  the  visual  nervous  organs.  Similarly, 
while  it  cannot  be  employed  as  an  index  of  cutaneous  sensibility 
in  general,  it  can  be  taken  to  represent  a  special  and  determi- 
nate form  of  this,  which  it  is  useful  to  study  in  connection  with 
various  diseases.  And  whereas  in  the  eye  we  cannot  by  its  use 
decide  whether  a  person  is  blind  or  not,  we  can  here  affirm  the 
presence  or  absence,  at  least,  of  one  kind  of  sensibility.  There 
is  no  need  here  to  call  your  attention  to  the  important  experi- 
ments in  which  the  electric  current  was  first  made  to  demonstrate 
the  presence  of  extensive  ansesthesia  and  analgesia,  and  to 
expose  malingering  and  hysteria.  The  methods  employed 
suggest  themselves.  The  electrodes  may  be  moist  or  dry,  aod 
the  currents  pretty  strong.  The  faradic  brush  is  a  useful 
resource. 

I  have  already  alluded  to  the  necessity  of  investigating  the 
faradic  and  galvanic  excitability  of  the  cutaneous  nerves  and 
their  terminations,  so  as  to  ascertain  especially  the  galvanic 
reaction  of  sensory  nerves  (Lecture  VI.)  The  same  methods 
must  be  employed  as  for  the  exploration  of  motor  nerves. 

In  dealing  with  less  evident  derangements  of  sensibility, 
the  endeavour  to  employ  the  faradic  current  as  a  measure 
capable  of  being  expressed  in  figures  has  not  yet  been  attended 
with  great  success. 

Leyden  was  the  first  to  make  an  attempt  in  this  direction. 
He  used  a  pair  of  blunted  compass  points  one  centimetre  apart 
to  introduce  a  secondary  faradic  current,  and  recorded  the  dis- 
tance of  the  coils  when  a  minimum  sensation  was  produced. 
This  distance  at  several  parts  of  the  skin  yielded  a  series  of 
numbers,  from  which  he  concluded  that  normal  sensibility  at 
the  surface  was  pretty  uniform  throughout  the  body,  although 
the  use  of  a  strong  sledge  instrument  showed  a  difference  of 
70  to  76  millimetres  between  the  sole  and  dorsum  of  the  foot  in 
two  series  of  experiments.  The  resistance  is  in  no  case  con- 
aidered. 
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Bernhardt  has  performed  these  experiments  for  himself, 
and  he  has  applied  them  to  determine  the  point  of  pain  under 
faradic  excitation.  In  this  way  he  obtained  results  analogous 
to  those  of  Leyden,  and  arranged  them  in  a  table  for  practical 
use.    He  also  has  omitted  to  take  resistance  into  account. 

I  have  made  many  efforts  of  the  kind,  but  without  obtain- 
ing figures  nearly  so  accurate  or  consistent  as  those  of  Leyden. 
This  I  attribute  to  sources  of  fallacy  inherent  in  the  method. 
The  current  conveyed  by  the  compass  points  can  enter  at  two 
spots  only,  and  when  these  are  two  different  poles  they  have  a 
different  exciting  power.  It  is  true  that  this  can  be  remedied 
by  adopting  the  ingenious  suggestion  of  Brenner,  of  connecting 
the  two  points  with  the  same  electrode,  and  applying  the  other 
as  'indifferent.'  Nothing  certainly  is  gained  by  using  two 
points  instead  of  one  in  this  case,  unless  with  reference  to  Weber's 
zones  of  touch.  A  consideration  of  the  anatomy  of  the  skin  and 
the  usual  course  of  the  current  will  suffice  to  show  that  the  use  of 
only  two  points  is  exposed  to  many  sources  of  fallacy,  even  in 
symmetrical  parts  of  the  skin.  Should  one  impinge  upon  the 
branch  of  a  nerve  the  effect  will  be  quite  different  from  that 
produced  at  an  adjacent  spot.  Slight  moisture  or  free  perspira- 
tion would  also  lead  to  misconceptions.  And  finally,  to  over- 
look the  consideration  of  resistance  to  the  current  is  to  introduce 
a  third  element,  which  vitiates  alike  conclusions  made  in 
comparing  different  parts  and  the  same  parts  in  different  indi- 
viduals. Hence  I  have  long  since  abandoned  this  method, 
which  can  only  lead  to  the  loss  of  time. 

I  have  met  with  as  little  success  in  the  employment  of  the 
method  subsequently  suggested  by  Bernhardt  for  the  investiga- 
tion of  sensibility  to  pain  by  means  of  the  galvanic  current. 
He  employs  a  metallic  brush  carrying  the  negative  pole,  the 
positive  being  held  in  the  left  hand.  With  thirty  cells  he 
places  a  rheostat  in  a  parallel  circuit  at  zero.  Then  he  increases 
the  resistance  in  the  rheostat  until  pain  occurs  at  the  point  of 
application  of  the  electrode.  The  figures  expressing  these  re- 
sistances form  a  table  which  is  supposed  to  represent  the 
minimum  differences  among  different  individuals.  I  have  not 
been  able  to  convince  myself  of  this.  The  sensations  produced 
are  extremely  impleasant.    The  currents  required  are  of  very 
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inconstant  strength,  and  often  also  different  in  character  at 
corresponding  points,  on  account,  no  doubt,  of  pecuUarities  in 
the  resistance  of  the  epidermis.  I  fail  to  see  the  practical 
advantages  of  the  procedure,  which  has  the  further  fault  that  it 
attempts  to  determine  the  active  force  of  the  current  by  means 
of  the  galvanometer ;  while  in  fact  a  Kvely  sense  of  pain  is 
evinced  with  the  slightest  excitation.  Bernhardt  himself 
found  this  with  a  declination  of  1°  to  2^°. 

Thus  I  am  compelled  to  seek  for  some  more  practical  and 
useful  method  of  investigation  for  farado-cutaneous  sensibility. 
Such  a  one  is  that  of  Drosdoff ;  but  it,  too,  is  far  from  perfect. 


Fig.  20. — ^Electrode  for  the  investigation  of  farado-cutaneous  sensibility. 
a,  vulcanite  case ;  6,  free  extremity  of  electrode. 

I  have  not  adopted  the  soft  metallic  brush  with  a  flat  surface 
which  he  has  recommended  for  the  exciting  electrode  in  con- 
junction with  the  indifferent  electrode  at  the  sternum ;  but  I 
have  had  made  for  me  by  Messrs.  Stohrer  and  Son,  of  Leipzig,  a 
special  electrode,  which,  like  the  brush,  offers  several  points  of 
entry  to  the  current,  while  it  avoids  the  disadvantage  of  the 
mechanical  effect  caused  by  the  distinct  iron  wires  in  the 
latter.  A  bundle  of  over  400  metallic  wires,  sheathed  and 
varnished,  is  iirmly  enclosed  in  a  vulcanite  case  of  about  2  centi- 
metres diameter,  securely  soldered  at  one  end  to  the  rheophore 
in  an  electrode  handle,  and  at  the  other,  which  is  free, 
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liighly  polished,  so  that  when  applied  to  the  skin  it  has  the 
effect  of  a  smooth  metallic  surface.  It  covers  a  circular  area  of 
skin  of  about  2  centimetres  in  diameter,  and  into  this  the 
current  enters  in  more  than  400  parts.  In  this  way  the  sources 
of  error  arising  from  perspiration,  hair  follicles,  smaller  nerves, 
&c.,  are  as  far  as  possible  eliminated.  Instead  of  two  points  of 
entry  there  are  400,  and  a  more  regular  action  upon  the  numer- 
ous nerve  terminations  is  secured.  As  an  exciting  electrode  I 
have  found  this  a  practical  and  satisfactory  arrangement.  It  is 
connected  with  the  negative  pole  of  the  Qpening  current  and 
placed  firmly  upon  some  part  of  the  skin.  Then  by  gently 
moving  the  coils  the  points  are  determined  at  which  occur  the 
TniTiiTrmTTi  electrical  sensation,  and  that  of  tickling  and  pricking. 
These  are  accurately  ascertained  by  frequently  opening  and 
closing  the  circuit.  Here  it  is  well  to  moisten  the  skin  some- 
what, by  friction  with  a  wet  towel. 

Next  the  coil  is  moved  more  quickly  until  the  patient  com- 
plains of  marked  pain.  The  distance  now  is  also  recorded. 
Although  dififerent  people  have  different  ideas  of  pain,  the 
disparity  of  results  among  healthy  subjects  is  not  formd  to  be 
great. 

A  large  number  of  points  in  dififerent  parts  of  the  body  are 
to  be  examined.  I  have  enumerated,  to  save  time,  a  series  of 
such  points,  and  appended  the  results.  To  these  others  can  be 
added  indefinitely. 


Table  I. — A  Mmi,  aged  37,  Healthy. 


Points  of  Excitation 

Minimum 
Sensation 

Pain 

Deflection  of 
Needle  with 
8  Cells  and 
160  Besist- 
ance 

Right 

Left 

Eight 

Left 

Cheeks   

200 

213 

130 

1.30 

26°-27° 

Neck  

200 

192 

125 

127 

23°- 22° 

Arm  (inner  side)  .... 

198 

202 

125 

130 

20°-22° 

Forearm  (inner  side) 

196 

185 

115 

120 

18°-18° 

Back  of  hand ..... 

170 

180 

115 

105 

12°-18° 

Ends  of  fingers  .... 

115 

125 

85 

86 

2°-l° 

Abdomen  

195 

197 

125 

125 

21°-20° 

Thigh  (inner  side)  .... 

195 

190 

130 

125 

23°-20° 

Leg  (outer  side)  .... 

183 

185 

119 

122 

19°-20° 

Dorsum  of  foot  .... 

183 

181 

110 

125 

10°-12° 

Sole  (middle)  .... 

no 

108 

75 

82 

5°-5° 
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Table  Jl.—A'^^Man,  aged  26,  HealtJiy. ' 


Place  of  Excitation 

Minimum 
Sensation 

Pain 

Deflection  of 
Needle  with 
8  Cells  and 
150  Resist- 
ance 

Eiglit 

Left 

Riglit 

Left 

Cheeks   

Neck  \ 

Arm  (inner  side)  . 
Forearm  (inner  side) 

Back  of  hand  

Ends  of  fingers  .... 

Abdomen  

Thigh  (inner  side)  .... 
Leg  (outer  side)  .... 
Dorsum  of  foot  .... 
Sole  (middle)  .... 

217 
187 
195 
186 
168 
12.3 
177 
173 
160 
170 
104 

220 
180 
180 
200 
160 
125 
177 
170 
178 
180 
107 

130 
117 
110 
111 
111 

95 
135 
113 
107 
110 

82 

133 
120 
116 
117 
115 

96 
123 
122 
109 
110 

80 

30°-30° 
29°-27° 
20°-22° 
19°-16° 
170-18° 

2°-l° 
20°-18° 
18°-18° 

4°-4° 

4°-4° 
40-50 

I  thought  it  also  necessary  to  ascertain  the  galvanic 
resistance  of  the  skin  at  the  same  places,  in  order  to  acquaint 
myself  with  its  variations,  and  correct  the  former  figures 
accordingly.  In  this  way  a  connected  idea  may  be  formed  of 
farado-cutaneous  sensibility  in  the  body  generally,  and  satisfac- 
tory results  are  arrived  at  for  the  majority  of  healthy  subjects, 
which  are  sufficiently  constant  to  afford  a  basis  for  pathological 
investigations,  as  I  have  often  had  occasion  to  verify.  The 
entire  process  can  be  accomplished  in  twenty  or  thirty  minutes. 
I  have  given  above,  as  an  illustration,  two  tables  derived  from 
healthy  males. 

The  average  figures  in  healthy  men  taken  at  different  parts, 
as  indicated,  and  resulting  from  numerous  experiments,  are  as 
follows : — 


Place  of  Excitation 

Minimum 
Sensation 

Pain 

Deflection  of 
the  Needle,  with 
8  Cells  and 
150  Resistance 

Cheek   

200-220 

130 

26° 

Neck  

180-200 

120 

22° 

Ai-m  (inner  side) 

200 

120 

21° 

Forearm  (inner  side)  . 

190 

115 

18° 

Back  of  hand  .... 

175 

110 

15° 

Points  of  fingers  .... 

125 

90 

2° 

Abdomen   

190 

120 

20° 

Thigh  (inner  side) 

180 

115 

21° 

Leg  (outer  side)  .... 

170 

110 

19° 

Dorsum  of  foot  .... 

175 

110 

10° 

Sole  

110 

80 

6° 
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These  figures  are  tolerably  consistent.  They  show  especially 
that  the  distances  between  the  coils  are  proportionate  to  the  re- 
sistance to  the  current,  and  that  the  differences  between  the  two 
sides  of  the  body  are  inconsiderable,  and  very  often  to  be  traced 
to  variation  in  the  resistance.  This  simplifies  very  much  the 
process  of  comparison  in  unilateral  disease,  and  enables  us  to 
obtain  very  definite  numbers  as  its  expression.   Thus,  a  case  of 


Paresis  of  Right  Ulnar  Nerve. 


Place  of  Excitation 

Minimum 
Sensation 

Pain 

Deflection  of  , 
Needle  with 
8  Cells  and 
150  Besistance 

Bight 

Left 

Bight 

Left 

Ends  of  fingers  .... 
Ulnar  side  of  hand 

114 
108 

133 
120 

88 
73 

105 
88 

2°-5° 
25°-25° 

All  the  elements  of  uncertainty  which  this  and  other  previous 
methods  involved  appear  to  be  eliminated  in  that  of  Tschiriew 
and  de  "Watteville,  who  have  conceived  the  happy  idea  of 
removing  the  difficulty  presented  by  the  variable  resistance  in 
the  epidermis  by  the  simple  expedient  of  intercalating  at  the 
exciting  electrode  a  resistance  (of  3,000,000  ohms)  so  great  as 
to  render  the  comparatively  slight  variations  of  no  moment. 
They  claim  in  this  way  to  have  determined  the  absolute  faradic 
sensibility  of  the  cutaneous  nerves,  and  to  have  found  it 
uniform  throughout  the  body.  Their  method  affords  an  ade- 
quate means  of  investigating  pathological  conditions.  As  a 
theory  it  is  plausible,  but  it  has  not  been  shown  to  be  prac- 
ticable. To  secure  an  electrode  provided  with  so  great  a  resist- 
ance, it  would  be  necessary,  I  am  inclined  to  think,  to  construct 
apparatus  of  much  greater  power  than  we  use  now,  and  it  is 
still  more  difficult  to  conceive  how  it  may  be  combined  with 
the  other  practical  requirements.  For  the  present,  therefore, 
we  must  be  content  to  employ  the  less  perfect  methods  hitherto 
in  use. 

There  remain  but  a  few  words  to  say  on  the  subject  of  the 
investigation  of  electro-muscular  sensibility,  to  which,  as  is 
well  known,  Duchenne  attributed  much  importance  as  an  aid 
to  diagnosis.  Of  late  it  has  been  almost  entirely  overlooked, 
and  at  least  that  it  is  not  readily  available  there  is  no  difficulty 
in  admitting. 
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The  examination  consists  in  producing  in  separate  muscles 
more  or  less  energetic  contractions  by  means  of  faradic  currents 
applied  to  the  nerve  trunks  or  motor  points,  at  the  same  time 
noting  the  occurrence  of  pain  due  to  tension  and  compres- 
sion in  the  muscle  itself.  . 

In  consequence  of  the  simultaneous  excitation  of  sensory 
nerves  and  of  the  skin  it  is  not  always  easy  accurately  to  dis- 
tinguish this  sensation.  It  follows  that  the  mode  of  explora- 
tion is  simple  and  certain  only  in  cases  where  cutaneous 
antesthesia  coexists,  as  in  certain  forms  of  hysteria. 


LECTUEE  IX. 

Pathological  Modifications  of  Electrical  Excitability,  and  their  Use  in  Dia- 
gnosis— A,  Electrical  Diagnosis  of  Motor  Nerves  and  Muscles — 1,  Increased, 
2,  Diminished,  Electrical  Excitability — 3,  Keaction  of  Degeneration — His- 
torical Retrospect — Description — Manifestations — Increase  of  Mechanical 
Excitability. 

From  the  moment  when  it  was  known  how  to  apply  elec- 
tricity locally  to  various  parts  of  the  system,  and  in  particular 
to  the  motor  nerves  and  muscles,  in  such  a  way  as  to  produce 
definite  physiological  effects  in  the  living  subject,  it  became  a 
matter  of  speculation  whether  these  processes  might  not  have 
their  parallels  in  diseased  conditions  and  perhaps  their  value  in 
diagnosis  and  prognosis.  Before  long  it  was  noticed  that  both 
quantitative  and  qualitative  modifications  of  electrical  excita- 
bility were  an  extremely  frequent  characteristic  of  pathological 
states,  and  it  is  not  the  least  of  Duchenne's  achievements  to 
have  systematically  examined  and  applied  them  in  all  their  bear- 
ings— though  at  first  he  did  so  only  in  reference  to  the  faradic 
current.  When  the  use  of  galvanism  was  again  introduced 
into  therapeutics  many  instances  of  variation  in  galvanic  excit- 
ability were  observed  and  described  by  E.  Eemak,  Benedikt, 
and  others ;  but  it  was  only  after  the  discovery  and  scientific 
determination  of  the  '  reaction  of  degeneration,'  and  the  intro- 
duction of  more  exact  methods  for  the  investigation  of  quanti- 
tative excitability  that  due  importance  was  given  to  an  accurate 
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electrical  exploration  in  nervous  disease,  and  its  necessity 
admitted  as  a  part  of  every  complete  investigation. 

We  are  now  aware  that  in  pathological  conditions  there 
occurs  a  long  series  of  changes  in  electrical  excitability,  and 
from  these,  in  many  circumstances,  we  can  draw  conclusions  of  a 
highly  definite  character  with  reference  to  anatomical  states  in 
nerves  and  muscles — often,  too,  derive  accurate  information  of  a 
positive  or  negative  kind  concerning  the  true  seat  of  a  lesion ;  and, 
finally,  they  throw  much  light  upon  prognosis,  to  say  nothing  of 
their  important  influence  in  directing  the  choice  of  remedies. 
The  observations  which  have  already  been  made  have  so  clearly 
established  the  great  value  of  electricity  in  diagnosis  that  we 
are  not  justified  in  dispensing  with  it  in  any  important  case. 
Its  applications  are  very  numerous.  But,  gentlemen,  you  must 
for  this  very  reason  be  careful  not  to  overestimate  its  value  or 
expect  too  much  from  its  agency.  In  many  cases  of  nervous 
disease  it  affords  no  useful  information,  and  leaves  the  affection 
as  obscure  as  ever.  There  are  very  many  forms  of  disease  on 
which  the  investigation  we  are  dealing  with  now  does  not  and 
cannot  throw  any  light.  Still  in  some  of  these  we  may  look 
for  better  results  from  the  application  of  more  delicate  methods. 

I  think  it  well  to  state  to  you  in  a  systematic  form  the 
modifications  with  which  we  have  become  acquainted  hitherto, 
their  manifestations  and  the  inferences  which  they  yield. 

A.    MODIFICATIONS  OF  THE  ELECTRICAL  EXCITA- 
BILITY OF  MOTOR  NERVES  AND  MUSCLES. 

These  are  the  chief  in  importance.  They  are  both  quanti- 
tative and  qualitative  :  the  latter  chiefly  in  the  muscles  and 
seldom  without  the  coexistence  of  the  former.  The  behaviour 
of  the  nerves  and  muscles  to  the  faradic  and  galvanic  currents 
respectively  is  in  many  instances  similar,  but  in  many  cases,  too, 
it  is  entirely  different ;  and  this  occurs  especially  in  muscles. 
All  this  will  be  plain  to  you  later. 

1.  Increase  (Exaltation)  of  Electrical  Excitability. 

In  faradic  exploration  an  increased  excitability  is  shown  by : 
the  readier  reaction  of  the  nerves  and  muscles  to  the  current ; 
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the  occurrence  of  tlie  minimum  contraction  with  a  greater 
distance  between  the  coils  ;  or,  this  distance  remaining  the 
same,  by  the  greater  energy  of  the  contraction. 


Distance  of  Coils  in 

Mm.  for  Minimum 

Deflection  of 

Tetany— Male,  aged  22 

Contraction 

Needle  with 

16  Cells 

Biglit 

Left 

Froii'  al  nerve  ...... 

147 

145 

12° 

Spinal  accessory  nerve  .... 

185 

187 

15° 

185 

182 

8° 

180 

190 

8° 

The  preceding  table  will  serve  as  an  illustration.  It  is  taken 
from  a  case  of  tetany,  and  may  be  compared  with  the  normal 
figures  (p.  144). 

Here,  then,  is  a  remarkable  increase  of  excitability  in  the 
three  pairs  :  accessory,  ulnar,  and  peroneal. 

Another  example  of  exalted  excitability  obtaining  only  in  the 
peroneals,  and  taken  from  an  early  stage  of  tabes,  may  be  added 
here. 


Distance  of  Coils  in 

Mm.  for  Minimum 

Deflection  of  Gal- 

Case of  Tabes 

Contraction 

vanometer,  10  Cells, 

150  Resistance 

Bight 

Left 

Frontal  nerve  

170 

168 

24° 

24° 

Accessory  „  

166 

167 

17° 

18° 

Ulnar  „  

170 

165 

6° 

6° 

Peroneal  „  ..... 

205 

200 

7° 

8° 

The  results  are  still  plainer  in  cases  of  unilateral  exaltation 
of  excitability. 

With  the  galvanic  current  a  simple  exaltation  of  excitability 
is  marked  by :  the  occurrence  of  KCC  with  a  feebler  current 
(slighter  deflection)  ;  the  passage  of  this  with  a  slight  increase 
into  KD  (tetanus)  ;  the  very  early  appearance  of  a  brisk  AOC 
close  upon  the  ACC ;  and  finally,  as  an  index  of  the  highest 
degree  of  excitability,  the  development  of  AOT. 

An  '  increase  of  secondary  excitability '  has  also  been  taken 
to  indicate  increased  excitability.  By  this  is  meant  an  actual 
and  marked  modification  in  the  nerve  due  to  the  repeated  action 
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of  the  current.  Its  reality,  however,  has  yet  to  be  established 
with  reference  to  the  determination  of  tissue  resistance  under 
the  circumstances. 

In  many  instances  an  increase  of  excitability  is  clearly 
shown  by  a  remarkable  disproportion  between  the  motor  and 
sensory  reactions,  when  an  active  contraction  is  accompanied  by 
a  slight  and  painless  sensation. 

Under  all  circumstances  with  simply  exalted  excitability 
qualitative  changes  are  absent. 

Again,  let  us  take  for  illustration  the  case  of  tetany  already 
quoted.  It  must  be  observed,  however,  that  the  examination 
was  made  with  a  very  faulty  galvanometer. 

Here  was  found — 

In  the  radial  nerve : 

First  KCC  for  ^°  deflection  (in  health  for  3°  deflection) 
First  KD    „  3°        „        (     »  10°       „  ) 

DifEerence  between  KCC  and  KD  2^°  (in  health  7°)  deflection 

Jn  the  ulnar  nerve  : 

First  KCC  for  i°  deflection  (in  health  for  6°  deflection) 

First  KD    „  3i°       „       (      „     10°  to  11°   „  ) 
171  the  median  nerve  : 

First  KCC  for  inference  4^° 

First  KD    „  4:^°  J 

Observation  of  the  different  phases  of  the  excitation 
showed  a  rapid  succession  as  the  strength  of  the  current  in^ 
creased,  ending  in  the  development  of  AO  and  AC  tetanus. 

In  the  radial : 

6ceUs   KCC  AOC 

8    „   KD  AOC  ACC 

12    „   KD"  AOT  ACC 

14  .  KD"  ACT'  AD 

In  healthy  individuals  with  a  similar  resistance  to  the 
current,  AOT  (tetanus)  cannot  be  produced  with  24  to  26  cells. 

In  conclusion,  I  will  add  here  some  observations  made  in  a  recent 
case  of  tetany,  which  was  examined  with  the  aid  of  a  good  galvano- 
meter, and  presented  a  notable  increase  of  faradic  and  galvanic 
excitability.  It  occurred  in  a  shoemaker  named  Kuntz,  aged  17, 
who  had  had  at  somewhat  long  intervals  serious  and  prolonged 
tetanic  spasms,  especially  in  the  hands.    Trousseau's  symptom,  in- 
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creased  mechanical  excitability  of  nei-ves  and  muscles,  was  present. 
The  examination  was  made  shortly  after  the  last  attack. 


Faradio  Hxcitahility. 


Tetany.— Male,  aged  17 

Distance  of  Coils  in 
Mm.  for  Minimum 
Contraction 

Deflection  on  Gal- 
vanometer with 

8  Cells, 
160  Resistance 

Right 

Left 

Frontal  nerve  ..... 

184 

188 

24° 

24° 

Spinal  accessory  nerve 

204 

210 

17° 

18° 

Ulnar  nerve  ..... 

252 

233 

7° 

12° 

Peroneal  nerve  

265 

332(?) 

4° 

5° 

Thus,  without  any  change  in  the  resistance,  there  was  an  enormous 
increase  of  faradic  excitability. 


Galvanic  Excitability, 


Ditto 

Appearance  of  First 
KCC 

Appearance  of  First 
KD>  (Tet.) 

Frontal  nerve  .... 
Spinal  accessory  'l^^gf^* 

Ulnar  l^g^^  

Peroneal  {fjf  ;       ;       ;       ]  ; 

Radial  (j^l^*    ;     ;     ;     •  • 

4  cells,  3° 
6    „  14° 

4.  lo 

4    „  1° 
4    ,.  1° 
4    „  1° 
8    „  5° 
4    ,.  1° 
4    „  4° 
6    „  4° 

10  cells,  29° 
10    „  27° 
10    „  25° 
10    „  25° 
10    „  22° 
10    „  20° 
12    „  27° 
10    „  19° 
10    „  21° 
12    „  21° 

So  there  was  here,  too,  a  remarkable  increase  of  galvanic  excit- 
ability, as  is  best  seen  by  reference  to  the  normal  schema  (p.  151). 


Investigation  with  the  other  excitants  showed  also  a  great 
increase  of  galvanic  excitability,  and  especially  anodic  opening 
tetanus  comparatively  easily  induced  in  the  radials. 

RiffJit  Radial. 
KCC  with  4  cells,  1°  deflection,  150  resistance 


AOC 

>> 

6 

5> 

3° 

J> 

KCT 

»» 

10 

l> 

21° 

71 

AOT 

5» 

10 

)* 

28° 

>» 

AGO 

)I 

12 

)» 

31° 

»» 

KOC 

»» 

12 

JJ 

30° 

»> 

Left  Pcrmical. 
KCC  with  6  cells,  1°  deflection,  150  resistance 


AOC 

„  8 

»> 

17° 

KCT 

„  10 

i» 

23° 

ACC 

„  10 

»f 

26° 

KOC 

„  10 

>i 

24° 
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AOT  could  not  be  brought  on  even  by  using  18  cells,  37° 
Ccompare  schemata,  Lect.  V.,  p.  83).  These  changes  in  excita- 
bility are  easily  determined  in  unilateral  disease,  where  corre- 
sponding parts  are  available  for  comparison.  Otherwise  we 
must  fall  back  upon  the  data  already  given  as  normal.  In  this 
way  they  can  be  satisfactorily  established. 

Here  are  two  cases  in  illustration : — 


Tabes  Dorsalis,  Early  Stage 

Appearance  of  First  KCO 

Appearance  of 
First  KD> 

Spinal  accessory 

^ar{g?^^.  :  :  : 

Peroneal  {{^f  J*       ;       ;  ; 

150  resist.,  6°  deflection 

1  9° 

4° 

i>          *  >' 

4° 

34°  deflection 

37° 

34° 

23° 

21° 

Spinal  Concussion ;  Slight  Paresis  and 
Ansesthesia 

Appearance  of  First  KCO 

Appearance  of 
Fii-st  KD> 

Left  spinal  accessory 
Peroneal  {[gf*       !      '.  '. 

150  resist.,  5°  deflection 
4° 
^1° 

>j        "  >> 

1° 

2° 

27°  deflection 

30° 

33° 

18° 

17° 

Thus  in  both  cases  there  was  an  increase  of  excitability 
limited  to  the  peroneals. 


A  simple  exaltation  of  electric  excitability  is  of  rare  occur- 
rence and  without  much  importance  in  diagnosis.    Perhaps  it 
would  more  often  be  met  with  if  a  precise  examination  of  quantita- 
tive excitability  were  more  frequently  made.  It  has  been  observed 
to  a  slight  extent  in  various  forms  of  cerebral  paralysis  (Brenner), 
in  recent  hemiplegias,  especially  in  those  which  are  characterised 
by  phenomena  of  motor  irritation  (contractures),  less  often  in 
connection  with  different  affections  of  the  spinal  cord,  as,  for 
instance,  in  the  early  stages  of  tabes,  and  perhaps  also  in  some 
nerves  in  recent  cases  of  progressive  muscular  atrophy.    All  this, 
however,  needs  further  confirmation.    Finally,  it  has  been  found, 
more  frequently  in  different  forms  of  peripheral  paralysis,  usually 
soon  after  their  commencement,  but  also  some  time  later,  e.g.  in 
certain  cases  of  rheumatic  facial  paralysis  (Erb,  Brenner,  Berger) 
and  paralysis  from  pressure  in  the  radial  nerve  (Bernhardt).  I 
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have  seen  a  recent  neuritis  display  the  phenomenon  (Fr.  Fischer); 
and  it  has  been  produced  experimentally  (Leegaard). 

But  the  increase  of  electrical  excitability  in  certain  forma  of 
cramp  is  a  phenomenon  of  greater  interest  and  importance,  and 
more  determinate  in  its  nature.  I  was  the  first  to  show  it  in  a 
definite  form,  as  it  occurred  in  a  case  of  tetanus  where  the 
phenomenon  of  AO  tet.  was  well  marked.  I  have  further 
observed  it  in  all  recent  cases  of  tetanus  which  have  come  under 
my  notice,  and  it  would  appear  that  my  researches  have  been 
confirmed  by  others  (Chvostek,  Onimus,  Eisenlohr,  E.  Eemak, 
N.  Weiss,  Fr.  Schultze),  and  their  result  accorded  a  very  great 
theoretical  importance.  In  my  earlier  observations  the  exalta- 
tion of  excitability  seemed  to  be  limited  to  the  nerves  of  the 
trunk  and  extremities,  but  later  observers  have  demonstrated  it 
also  in  the  facial.  Further,  in  recent  cases  of  chorea  minor  an 
exaltation  of  excitability  is  said  to  occur,  and  to  be  especially 
marked  in  hemichorea  (M.  Eosenthal,  Gowers).  I  have  not 
yet  succeeded  in  establishing  this. 

This,  perhaps,  is  the  place  to  call  attention  to  a  phenomenon  which 
not  unfrequently  acconipanies  the  faradic  excitation  of  motor  nerves 
and  muscles,  both  in  health  and  disease,  and  which  may  be  taken  by 
the  inexperienced  to  indicate  a  pathological  condition.  I  mean  the 
occurrence  of  a  tonic  cramp  (true  cramp)  in  the  muscles  excited  by  a 
strong  or  moderate  current.  Faradic  tetanus  passes  directly  into 
this  form  of  painful  cramp,  the  muscles  becoming  as  hard  as  a  board 
and  not  relaxing  for  some  time  after  the  cessation  of  the  current.  I 
have  observed  this  most  commonly  in  the  muscles  of  the  calf  and 
thigh,  and  the  flexors  of  the  forearm.  It  is  so  far  analogous  to  the 
cramp  induced  in  the  calf  or  other  muscles  by  quick  and  violent 
movement,  and  must  not  be  confounded  with  the  persistence  of  faradic 
contraction  as  we  witness  it — for  instance,  in  Thomson's  disease,  to  be 
described  later  on.  What  the  cause  of  this  may  be,  as  we  find  it  in 
many  individuals  and  in  certain  diseases — e.g.  progressive  muscular 
atrophy — when  it  is  very  troublesome  in  treatment  and  investigation, 
I  cannot  say.  It  would  seem  always  to  depend  upon  pathological 
changes  in  the  muscle  substance. 
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2.  Diminution  (Depression)  of  Electrical  Excitability. 

With  the  faradic  current  this  is  shown  by  a  decrease  in  the 
distance  between  the  coils  needed  to  produce  the  minimum 
contraction,  or  the  production  of  a  more  feeble  contraction, 
than  normally  with  a  stronger  current— in  other  words,  by  a 
weaker  maximum  contraction.  This  weakness  of  the  contraction 
may  become  more  and  more  marked,  so  that  the  latter  shall, 
need  for  its  production  currents  of  progressively  increasing 
strength.  Finally,  the  strongest  currents  may  fail  to  produce 
it,  and  then  faradic  excitability  is  said  to  be  lost.  But  the 
term  holds  only  for  cutaneous  excitability.  Direct  excitation 
of  the  muscles  by  acupuncture  exhibits  feeble  contractions  for 
a  long  time  afterwards. 

As  illustrations  it  is  best  to  take  unilateral  affections  where 
corresponding  parts  are  available  for  comparison.  Slight  dif- 
ferences can  then  be  determined.  The  following  are  examples  : 

1 .  Rheumatic  paralysis  of  left  facial  : 

Frontal  branch  .       .       .       .   r.  156  mm.      1.  143  mm. 
Mental  branch  .       .       .       .    r.  150  „         1.  135  „ 

Tissue  resistance  being  the  same  for  both  sides. 

2.  Paralysis  from  pressure  of  right  radial : 

Radial  (in  the  arm)  .       .       .    r.  142  mm.       1.  154  mm. 
Deflection  in  both,  5°. 

3.  Progressive  muscular  atrophy,  more  marked  on  one 
side  : 

Sound  Side.  Affected  Side. 

Ulnar  nerve  130  mm.  110  mm. 

Median    ,  155   „  138  „ 

Peroneal  „  140  „  105  „ 

Tissue  resistance  alike  on  either  side. 

4.  Paresis  consequent  upon  a  joint  affection : 
Peroneal  nerve  .       .       .       .    r.  178  mm.       1.  106  mm. 

5.  Idiopathic  muscular  hypertrophy  of  left  leg  (0.  Berger, 

case  1);  diminution  of  faradic  excitability  in  the  muscles: 

Quadriceps       ,       .       .       .  r.    95  mm.  1.  50  mm. 

Vastus  externus       .       .       .  r.  100  „  1.  35  „ 

Gastrocnemius  .       .       .       .  r.    87   „  1.  15  „ 

Tibialis  ant   r.  105  „  1.  55  „ 
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Here  the  resistance  to  the  galvanic  current  was  even  less 
in  the  left  than  in  the  right  leg. 

But  by  the  use  of  the  method  laid  down  above  it  is  possible 
even  in  bilateral  affections  to  determine  a  sufficiently  marked 
diminution  of  faradic  excitability. 

1.  Case  of  tabes  dor  sails  in  a  man  aged  37  : 

Frontal  nerve    .       .  .  r.  170  mm.  1.  165  mm.  10°  resist. 

,      Spinal  accessory  nerve  .  r.  175   „  1.  180  „  8°  „ 

Ulnar  nerve      .       .  .  r.  175   „  1.  185   „  2°  ,[ 

Peroneal  nerve  .       .  .  r.  132  „  1.  142  „  li° 

Hence  diminished  faradic  excitability  in  the  peroneals. 

2.  Case  of  spastic  spinal  paralysis  in  a  man,  aged  49 : 

Frontal  nerve    .       .  .  r.  155  mm.  1.  158  mm.  27°  deflection 

Spinal  accessoiy  nerve  .  r.  173  „  1.  178  „  25°  „ 

Ulnar  nerve      .       .  .  r.  167   „  1.  161    „  17°  „ 

Peroneal  nerve  .       .  .  r.  142  „  1.  148  „  22°  „ 

Here,  too,  diminished  faradic  excitability  in  the  peroneals  is 
evident,  and  it  is  really  greater  on  account  of  the  diminished 
resistance  in  the  popliteal  space. 

Very  often  faradic  excitability  can  be  clearly  shown  to  be 
diminished  in  one  part  only  of  a  nerve,  e.g.  in  the  brachial  at 
the  elbow,  as  compared  with  its  branches  lower  down.  So  it 
may  happen  in  progressive  muscular  atrophy. 

Thus  : 

At  Elbow.        At  Wrist. 

Median  nerve  168  mm.       113  mm. 

Ulnar      „  1(55  „         123  „ 

Here  the  difference  in  the  distance  of  the  coils  to  produce 
the  minimum  contraction  is  55  and  42  millimetres,  whereas  in 
the  normal  condition  it  does  not  exceed  10  to  20  millimetres. 
The  same  proportion  obtains  in  these  cases  with  the  galvanic 
current. 

In  another  case  I  derived : 

At  Elbow.        At  Wrist. 

Median  nerve  155  mm.  Suspended 

Ulnar       ,  170  „  „ 

It  is  obvious  that  we  cannot  conclude  here  without  further 
evidence  that  the  same  fibres  were  excitable  at  the  elbow  and 
no  longer  so  at  the  wrist.  This  may  have  been  the  iiict.  Ikit 
in  many  instances  we  might  suppose  only  that  the  central  part 
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of  the.  nerve  holds  still  some  excitable  fibres  while  there  are  no 
longer  such  at  the  wrist..  As  to  which  of  these  is  the  true 
explanation  in  a  particular  case  we  may  expect  to  learn  by 
attentive  observation  of  the  muscles  in  the  act  of  contraction. 

With  reference  to  the  galvanic  current  diminished  excita- 
bihty  is  manifested  by  the  occurrence  of  the  first  KCC  with 
stronger  currents  (greater  deflection  of  needle).  An  incompar- 
ably stronger  current  is  needed  to  produce  KCT,  and  so  for  the 
other  phases  of  excitation,  AC,  AD,  and  KO.  Finally  the 
separate  reactions  gradually  disappear.  At  first  no  KOC  can  be 
obtained.  Then  the  ACC  and  AOC  disappear,  soon  after  KD 
is  lost,  and  at  length  the  sole  remaining  reaction  KCC  can  be 
established  only  by  the  use  of  the  strongest  currents.  If,  at 
last,  this  in  its  turn  cannot  be  produced  galvanic  excitability 
is  said  to  be  lost. 

This  is  the  usual  mode  in  which  a  simple  diminution  of 
galvanic  excitability  is  manifested  in  a  nerve.  There  need  not 
be  any  qualitative  changes  affecting  the  law  or  the  nature  of 
the  contraction.  This  remains  throughout  short  and  quick  as 
lightning ;  it  need  never  become  sluggish  or  prolonged.  This 
is  true  also  for  muscles,  but  only  in  certain  cases.  In  others 
qualitative  changes  occur  before  this  stage  is  reached.  The 
reactions  disappear  in  a  different  order,  till  at  last  only  the 
ACC  remains  and  the  contractions  are  slow  and  prolonged.  But 
this  belongs  to  the  subject  of  the  reaction  of  degeneration, 
which  will  presently  engage  our  attention. 

Here,  as  before,  for  the  investigation  of  lesser  changes  in 
bilateral  disease  we  must  resort  to  the  more  accurate  methods 
of  quantitative  exploration.  The  more  considerable  changes 
are  easily  appreciable,  and  with  them  it  concerns  us  most  to 
determine  the  absence  of  coexisting  qualitative  modifications  of 
galvanic  excitability. 

I  give  some  examples,  beginning,  as  for  the  faradic  current, 
with  cases  of  unilateral  disease  : 

1.  Weakness  in  the  peroneal  region,  consecutive  to  a  joint 
affection : 


Sounrl  Side. 


25° 
40° 


Affected  Side. 
35°  deflection 
absent 
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2.  Paralysis  (from  pressure)  of  right  radial  : 
First  KCC  r.  22° 


34° 


1.  10°aeflection 
1.  31°  „ 


3.  Atrophy  of  quadriceps  (left),  consecutive  to  inflammation 
in  knee  joint  (Eumpf) : 

fKCC  r.    4°  17° 

Crural  nerve  I ACC  r.    5°      I.  12° 


AOC 


r.  31° 


1.  37= 


4.  Weakness  and  atrophy  of  right  peroneal  region  con- 
secutive to  inflammation  in  the  knee  joint  (Eumpf) : 

fKCC      .       .       .       .    r.  22°       1.  8° 
Peroneal  nerve  <  acC      .       .       .       .    r.  32°      1.  23° 
^AOG      .       .       .      !   r.  32° 


5.  Encephalitis,  left  hemiparesis 

Ulnar  nerve  I  ^^^^  • 
iKD 


Peroneal  nerve  | 

Lkd 


r.  8  ceUs,  6° 
r.  14  „  28° 
r.  4  „  3° 
r.  10    „  26° 


1.  23° 


1.  10  cells,  15° 

1.  18    „  36° 

1.  10    „  19° 

1.  18    „  38° 


When  the  affection  is  bilateral  a  close  examination  yields  equally 
satisfactory  results. 

1 .  Tabes  dorsalis : 


Ulnar  nerve  f^^^^^ 
I  left 


Peroneal  nerve 


r  right 
\left. 


2.  Tabes  dorsalis. 

Ulnar  nerve 
Peroneal  nerve  . 

3.  Spastic  spinal  paralysis, 

Frontal,  right  . 

Spinal  accessory  nerve,  right 

Ulnar  nerve  ^  ^S^^ 


Peroneal  nerve 


I  left 
fright 
X  left 


KCC  8° 
,.  7° 
„  21° 
„  25° 


KCC  6° 
,.  20° 


A  man,  35 


KCC  10° 
4° 

„  2° 
3° 
17° 
,.  23° 


KD  32° 
.,  32° 
„  46° 
45° 


KD  30° 
„  40° 


KD  SS'^ 

„  36° 

»  35° 

„  41° 

,;  45° 


In  these  three  cases  the  diminution  of  galvanic  excitability  is 
seen  to  be  limited  to  the  peroneals. 

The  simple  diminution  of  electrical  excitability  occurs  but 
rarely  in  cerebral  paralysis,  and  only  in  u  slight  degree.    It  is 
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always  in  cases  of  many  years'  standing,  especially  in  those  that 
had  their  origin  in  childhood,  and  the  preservation  of  excit- 
ability is  very  justly  regarded  in  these  cases  as  a  fact  of  great 
importance  in  diagnosis. 

Bulbar  paralyses,  especially  of  the  chronic  and  progressive 
kind,  exhibit  this  diminution  both  in  nerves  and  muscles.  ]n 
the  latter,  however,  the  reaction  of  degeneration  is  more 
common. 

In  certain  affections  of  the  spinal  cord  simple  diminution 
of  excitability  is  often  to  be  met  with,  e.g.  to  a  moderate 
extent  in  long-standing  cases  of  tabes  dorsalis  (Erb),  in  spastic 
spinal  paralysis  (Erb),  in  certain  cases  of  chronic  myelitis  and 
multiple  sclerosis,  in  spinal  affections  secondary  to  paralysis 
(Fischer),  in  unilateral  lesions  of  the  affected  side  (W.  Miiller, 
Joffroy,  Solmon).  A  marked  diminution,  too,  often  occurs  in 
connection  with  a  simple  atrophy  of  the  muscles,  which  would 
seem  to  be  something  more  than  the  atrophy  of  inactivity,  and 
which  further  is  unaccompanied  by  qualitative  changes.  Perhaps 
to  these  should  be  added  cases  of  acute  ascending  paralysis  (Jaffe, 
Erb),  acute  myelitis  and  other  spinal  affections  (Kahler  and 
Pick),  in  which  a  rapid  and  considerable  diminution  of  electrical 
excitability  has  been  observed. 

In  progressive  muscular  atrophy  of  that  form  which  I  have 
distinguished  as  progressive  muscular  dystrophia — including 
pseudo-muscular  hypertrophy,  what  I  have  termed  juvenile  atro- 
j)hy,  the  so  called  hereditary  muscular  atrophy  and  Duchenne's 
progressive  muscular  atrophy  of  children,  and  which  of  late  has 
come  more  and  more  to  be  regarded  as  a  primary  myopathic  con- 
dition— there  occurs  in  all  the  affected  muscles  a  simple 
diminution  of  excitability  to  both  currents,  which  is  propor- 
tionate to  the  anatomical  change  and  without  accompanying 
qualitative  modifications.  On  the  other  hand  in  progressive 
muscular  atrophy  of  spinal  origin  some  at  least  of  the  engaged 
muscles  exhibit  the  reaction  of  degeneration. 

In  peripheral  affections  it  is  important  to  remember  that 
the  central  part  of  the  nerves,  when  paralysis  has  set  in,  are  no 
longer  within  reach  of  our  investigations ;  that  is,  these  nerves 
appear  under  all  circumstances  to  have  lost  excitability  because 
their  connection  with  the  muscles  is  broken,  and,  in  consequence, 
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they  cannot  exhibit  excitability.  It  is  especially  characteristic 
of  peripheral  paralysis  that  the  nerves  at  the  central  side  of  the 
lesion  are  entirely  unexcitable  by  galvanism  or  faradism,  and 
this  fact  is  often  of  great  use  in  establishing  the  exact  localisa- 
tion of  the  lesion.  It  results  that  any  modifications  which  we 
can  observe  belong  to  the  distal  part  of  the  nerve,  and  it  is 
only  at  the  beginning  of  the  paralysis,  or  where  the  symptom  is 
already  disappearing,  that  ambiguity  can  arise  fi-om  the  con- 
dition of  excitability  in  the  central  connections. 

We  must  be  cautious  in  assuming  the  existence  of  a  simply 
diminished  excitability.  As  a  rule  it  is  but  a  partial  mani- 
festation of  the  reaction  of  degeneration,  presently  to  be 
described,  and  in  fact  it  is  only  in  the  nerves  that  the  pro- 
gressive diminution  reaches  a  total  extinction  of  faradic  and 
galvanic  excitability.  In  the  muscles,  on  the  other  hand, 
faradic  excitability  merely  grows  less  and  disappears,  while  the 
galvanic  goes  through  quite  a  series  of  qualitative  and  quanti- 
tative changes,  of  which  the  last  expression  is  the  utter  loss  of 
that  property ;  still  in  some  peripheral  paralysis  and  certain 
rare  cases  the  existence  of  a  simple  diminution  of  excitability 
has  been  affirmed  (Brenner,  Bernhardt).  Moreover,  in  the 
muscular  affections  to  be  mentioned  presently,  there  are 
grounds  for  assuming  a  simple  diminution  of  electrical  excit- 
ability in  the  motor  nerves  supplying  them. 

There  is  an  entire  class  df  muscular  affections  in  which  the 
electrical  excitability  seems  to  be  simply  diminished  in  a  greater 
or  less  degree,  without  any  accompanying  qualitative  change. 
This  is  the  rule  in  the  rare  cases  of  idiopathic  muscular  hyper- 
trophy (0.  Berger),  and  in  a  higher  degree  in  the  progressive 
muscular  dystrophia  already  alluded  to,  especially  in  the  pseudo- 
hypertrophic form,  in  which  the  diminished  excitability  presents 
a  striking  contrast  to  the  greatly  increased  bulk  of  the  muscles. 
But  this  phenomenon  is  of  greater  practical  and  diagnostic  import- 
ance in  connection  with  the  atrophies  and  paralysis  of  muscles 
which  so  frequently  follow  joint  affections  (in  the  shoulder,  knee, 
&c.)  Kumpf  was  the  first  accurately  to  describe  such  cases  as  he 
saw  them  in  my  practice,  and  I  have  since  confirmed  the  truth  of 
his  statements  in  many  instances.  Qualitative  changes  were 
invariably  absent,  and  this  is  of  great  importance  in  distinguish- 
ing atrophic  degenerations. 
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Seeligmiiller  has  quite  recently  described  some  cases  of 
arsenical  paralysis  in  which  faradic  and  galvanic  excitability 
had  undergone  a  marked  diminution,  without,  at  the  same 
time,  any  reaction  of  degeneration.  Da  Costa  confirms  this. 
On  the  other  hand,  a  case  of  arsenic  poisoning  is  reported  from 
Philadelphia,  in  which  the  reaction  of  degeneration  was  une- 
quivocally present.  There  are  other  toxic  conditions,  too,  in 
which  a  diminution  of  electrical  excitability  appears  to  obtain. 
Emminghaus  observed  it  in  a  case  of  carbonic  acid  asphyxia  in 
a  very  marked  degree  affecting  the  phrenic  nerves  and  brachial 
plexuses  ;  and  in  those  cases,  so  much  written  about  lately,  of 
alcoholic  paralysis,  which  it  is  just  now  the  fashion  to  call  multi- 
ple neuritis,  a  very  great  diminution  of  electrical  excitability  is 
constantly  described  (E.  Schulz,  &c.)  Still  I  am  not  convinced 
but  that  in  these  we  have  to  do  commonly  with  only  a  partial 
manifestation  of  the  more  severe  condition,  reaction  of  degene- 
ration. Frequently,  too,  we  meet  in  practice  with  old-standing 
lesions,  atrophies,  &c.,  in  which  examination  discloses  such  a 
diminution,  more  or  less  marked.  But  in  these  cases  it  is 
difficult,  if  not  impossible,  to  decide  whether  we  are  not  in 
reality  upon  the  bounds  of  the  reaction  of  degeneration  ;  and 
in  many  others  a  more  accurate  investigation  would,  perhaps, 
disclose  the  evident  marks  of  that  derangement  of  excitabihty. 

The  peculiar  case,  which  E.  Remak  has  lately  published,  of  general 
neuritis  with  a  greatly  diminished  electrical  excitability  even  in  the 
unaffected  muscles,  undoubtedly  comes  within  the  province  of  the 
reaction  of  degeneration.  A  similar  case,  with  a  remarkable  dimi  • 
nution  of  excitability  likewise  exhibited  in  the  muscles  which  were 
not  involved,  was  not  long  ago  under  observation  in  my  wards,  and 
was  published  by  Dr.  Hoffmann.  It  seemed  to  me  rather  to  be  of 
central  origin,  and  it  certainly  yielded  a  partial  reaction  of  degenera- 
tion. Very  different  from  this  is  the  remarkable  experience  published 
lately  by  "Westphal.  In  a  boy  of  twelve  years  there  took  place  perio- 
dical attacks  of  paralysis  of  all  four  extremities,  and  during  these 
attacks  he  found  the  faradic  and  galvanic  excitability  of  the  nerves 
and  muscles  throughout  notably  diminished  or  entirely  lost,  without 
any  quantitative  change,  and  again  quickly  restored  after  the  cessa- 
tion of  paralysis.  Unfortunately,  the  observation  was  conducted  in 
a  somewhat  faulty  manner.  Moreover,  a  similar  diminution  of 
electrical  excitability  was  observed  in  the  case  of  intermittent 
paralysis  published  by  Hartwig. 
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At  all  events  it  follows  that  the  diminution  of  electrical 
excitability  has  a  certain  diagnostic  importance,  and  its  less 
marked  degrees,  which  can  only  be  established  by  careful 
examination,  seem  especially  useful  in  assisting  or  supporting 
the  obscure  diagnosis  of  many  affections  (chiefly  central  and 
spinal),  exposing  simulation,  &c.  As  a  matter  of  fact  I  have 
succeeded  in  many  medico-legal  cases  in  establishing  by  means 
of  an  accurate  quantitative  electrical  examination  what  were 
almost  the  only  proofs  of  the  real  existence  of  disease,  and  so 
securing  justice  for  the  sufferer. 

After  death  the  electrical  excitability  of  the  nerves  and  muscles 
begins  immediately  to  diminish,  and  is  entirely  lost  after  the  lapse  of 
some  2  to  6  hours ;  so  that  this  loss  can  be  regarded  as  a  certain 
sign  of  death,  provided  that  the  muscles  have  not  already  undergone 
it  in  consequence  of  antecedent  disease.  And  this  can  hardly  happen 
throughout  the  entire  body. 

Next  to  Rosenthal,  Onimus  has  most  closely  followed  the  process, 
and  he  has  found  that  faradic  excitability  after  a  short  exaltation 
soon  begins  to  diminish,  and  it  is  entirely  lost  after  2  to  2^  hom-s  in 
the  tongue  and  facial  muscles,  3  to  4  hours  in  the  extremities,  and 
much  earlier  in  the  extensors  than  in  the  flexors,  and  5  to  6  hours 
in  the  trunk.  The  length  of  time  which  these  changes  occupy  will 
depend  upon  the  mode  of  death,  the  duration  of  the  struggle,  &c. 
The  galvanic  excitabiHty  of  the  muscles,  on  the  other  hand,  will  be 
found  to  persist  for  some  time,  even  when  the  faradic  is  already 
very  low,  and  the  contractions  produced  by  the  galvanic  current  will 
be  sluggish  and  tonic,  lasting  longer  and  confined  to  the  parts  in 
immediate  contact  with  the  exciting  electrode,  untU  finally  they 
disappear  from  here  too.  This,  therefore,  suggests  the  phenomena 
that  precede  the  reaction  of  degeneration.  At  any  rate  the  condition, 
especially  as  manifested  by  the  faradic  current,  can  be  regarded  as  a 
certain  means  of  establishing  death  and  ascertaining  its  nature  in  a 
particular  case  (electrobioscopy). 

3.  Keaction  of  Degeneration. 

Under  this  term,  which  I  was  the  first  to  use,  is  included  a 
regular  series  of  quantitative  and  qualitative  modifications  of 
electrical  excitability,  which  are  exhibited  under  definite  patho- 
logical conditions  in  the  nerves  and  muscles,  being  intimately 
related,  as  I  shall  proceed  to  show  you,  with  certain  processes 
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of  tissue  change  (degenerative  atrophy)  occurring  in  the  nerves 
and  muscles  together.  This  degeneration  is  characterised  essen- 
tially by  the  diminution  and  loss  of  faradic  excitability  in 
both  nerves  and  muscles,  whilst  the  galvanic  excitability  of  the 
latter  remains  unimpaired,  is  sometimes  notably  increased, 
and  always  undergoes  definite  qualitative  modifications. 

The  reaction  of  degeneration  is  of  the  utmost  importance  in 
diagnosis.  It  may  be  looked  upon  as  the  most  valuable  contri- 
bution of  medical  electricity  to  nervous  pathology,  especially 
since  it  has  been  more  accurately  studied  in  the  long  series  of 
experiments  by  which  we  have  become  familiar  with  its  various 
phases  and  their  pathological  import. 

A  great  sensation  was  created  in  1859  by  the  publication 
by  Baierlacher  of  a  case  of  facial  paralysis  in  which  the  facial 
muscles  (and  as  it  was  thought  at  first  the  branches  of  the 
facial  nerve  too)  gave  no  reaction  to  the  faradic  current,  but  on 
the  other  hand  responded  inordinately  to  galvanism.  From 
this  were  conceived  the  most  extravagant  hopes,  founded  upon 
the  superiority  of  the  latter,  which  it  was  held  was  thus  esta- 
blished, and  shortly  was  attested  in  all  quarters.  Perhaps  not 
even  the  reintroduction  into  medicine,  by  Remak,  of  the  gal- 
vanic current  was  productive  of  so  much  good  as  resulted 
indirectly  from  this  discovery. 

The  facts  were  not  unknown  before  1859,  although  they 
had  not  been  interpreted  rightly  or  accorded  their  proper  value. 
Already,  at  the  end  of  the  last  century,  had  Halle  followed  up 
the  statements  of  Onimus  and  Legros,  and  found  in  a  serious 
facial  paralysis  that  simple  sparks,  or  even  the  discharge  of  a 
Leyden  jar,  had  no  effect  upon  the  muscles  of  the  face,  while 
these  responded  with  forcible  and  prolonged  contractions  to  the 
stimulus  of  a  voltaic  pile. 

Duchenne  had  observed  on  dijSferent  occasions  that  afifected 
muscles  which  still  retained  some  voluntary  power  could  not  be 
excited  by  strong  faradic  currents,  and  E.  Remak  has  in  various 
places  in  his  writings  pointed  out  that  in  many  cases  more 
vigorous  contractions  can  be  produced  by  the  galvanic  than  by 
the  faradic  current.  But  it  was  Baierlacher's  discovery  that  first 
directed  general  attention  to  these  facts,  and  it  was  followed  by 
independent  observations  in  all  quarters  (by  those  of  Schulz 
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of  Vienna,  Mor.  Meyer,  v.  G-riinewaldt,  Brenner,  Neumann, 
Ziemssen,  Eulenburg,  Erdmann,  Barwinkel,  Eunge,  Erb,  and 
others),  with  the  result  that  the  phenomenon  was  found  to 
occur  not  only  in  rheumatic  facial  paralysis,  but  in  all  forms 
of  paralysis,  especially  those  of  traumatic  origin,  and  in  every 
nerve.  But  it  was  often  thought  that  there  was  no  distinction 
in  this  between  the  nerves  and  muscles. 

Now  I  established  more  exactly  the  fact  which  had  not, 
indeed,  been  entirely  overlooked  by  others  (Neumann,  Barwin- 
kel, v.  Grriinewaldt,  Runge,  Ziemssen,  &c.),  that  the  muscles  act 
not  to  indirect  but  to  direct  stimulation,  and  that  the  mode  of 
behaviour  of  the  nerves  did  not  differ  for  the  faradic  and 
galvanic  currents.  The  discovery  of  the  reaction  of  degenera- 
tion in  traumatic  paralysis  suggested  some  experiments  which 
afforded  satisfactory  results  in  all  the  more  essential  particulars. 
They  established  for  the  first  time  the  various  behaviour  of 
nerves  and  muscles,  made  known  the  different  phases  of 
diminishing  excitability,  and  especially  they  showed  in  the 
clearest  manner  the  connection  between  modifications  of  excit- 
ability and  the  degenerative  process  going  on  in  the  nerves  and 
muscles  afe-  once.  Experiments  undertaken  later  by  v.  Ziemssen 
and  Weiss  gave  precisely  the  same  results  with  reference  to 
modifications  of  excitability.  The  anatomical  facts  as  ascer- 
tained have  not,  unfortunately,  yet  been  published. 

After  the  fundamental  facts  had  been  thus  determined, 
numerous  subsequent  observations,  some  of  an  exhaustive  scien- 
tific character  and  others  of  a  clinical  kind  (Brenner,  Bernhardt 
Erb,  A.  Eulenburg,  Rumpf,  Kahler,  and  Pick,  Eisenlohr,  Kast, 
Vierordt,  and  others),  threw  much  light  upon  the  phenomena 
and  true  nature  of  the  reaction  of  degeneration  as  it  is  mani- 
fested in  various  conditions.  Experiments  have  been  conducted 
for  the  same  purpose  ;  and  the  latest — those  of  Leegaard,  which 
are  very  complete — give  ample  confh-mation  in  the  main  points 
to  the  conclusions  which  I  had  already  arrived  at. 

Amongst  other  things  we  are  taught  by  clinical  experience 
that  the  reaction  of  degeneration  does  not  always  occur 
throughout  in  its  full  development,  but  that  cases  are  met 
with  in  which  it  is  limited  to  the  muscles,  the  nei'ves  being 
more  or  less  unimpaired.    It  was  for  this  state  that  I 
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employed  the  name  of  partial  ED.  But  I  wish  in  the  first 
place  to  give  you  a  description  of  the  complete  ED,  and  then 
to  say  something  of  its  partial  form  and  other  anomalies. 

The  fact  which  is  of  all  others  the  most  important  to  impress 
upon  you  is  this  :  that  the  process  of  modification  of  excitability 
is  different  for  the  nerves  and  muscles,  and  that  it  is,  therefore, 
necessary  to  consider  them  separately,  and  to  maintain  this 
distinction  alike  in  investigating  the  phenomena  and  in  the 
ideas  we  form  of  them. 

With  reference  to  the  motor  nerve  it  happens  occasionally 
that  a  paralytic  lesion  is  attended  with  a  slight  increase  of 
electrical  excitability,  lasting  not  more  than  a  day  or  two  ;  but 
as  a  rule  immediately,  or  within  a  little  time  (the  second  or 
thu-d  day),  after  the  appearance  of  paralysis  a  progressive,  uni- 
form lowering  of  galvanic  and  faradic  excitability  sets  in.  This 
is  exhibited  partly  by  the  retarded  appearance  of  the  minimum 
contraction,  partly  by  the  less  vigorous  contraction  which  is  the 
greatest  that  can  be  obtained  by  the  use  of  strong  currents. 
Excitability  is  seen  to  diminish  more  and  more,  so  that  at  the 
end  of  the  first,  or  during  the  second,  week  it  has  so  completely 
disappeared  that  the  strongest  galvanic  or  faradic  currents,  at 
least  when  applied  superficially,  are  unable  to  effect  the 
slightest  contraction.  The  defect  begins  in  that  part  of  the 
nerve  which  is  nearest  to  the  lesion,  and  spreads  rapidly  to  the 
periphery.  In  this  respect  the  nerve  behaves  in  the  same  way 
to  both  currents.  Faxadic  and  galvanic  excitability  recede  in 
the  same  ratio  at  once,  and  without  any  qualitative  change. 
This  condition  of  absolute  inexcitability  varies  in  its  duration. 
It  is  very  short  in  milder  cases  that  undergo  a  rapid  cure,  lasts 
a  long  time — many  weeks  or  months — in  more  severe  and 
obstinate  affections,  and  is  permanently  established  in  those 
that  are  incurable. 

Then  the  first  signs  of  returning  excitability  appear,  at  the 
same  time  for  both  currents,  but  not  until  the  repair  of  the 
lesion  and  reproduction  of  the  nerve  have  made  some  progress. 
It  is  first  to  be  seen  in  that  part  of  the  nerve  next  the  brain, 
and  manifests  itself  by  slow  degrees  towards  the  periphery,  and 
it  is  a  long  time  before  it  is  re-established.  These  statements 
hold  equally  for  both  kinds  of  currents  and  without  any  quali- 
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tative  distinction.  In  mild  cases  complete  restoration  is  soon 
effected,  but  where  the  injury  is  more  serious  there  remains  an 
impairment  of  excitability  for  a  longer  or  shorter  time  ;  and  it 
is  not  uncommon  in  these  circumstances  to  find  the  voluntary 
power  completely  re-established,  while  the  electrical  excitability 
of  the  nerves  is  undoubtedly  defective. 

In  such  cases  you  will  often  find  the  inexcitability  of  the 
nerve  to  remain,  when  voluntary  movements  have  begun  to  be 
performed,  i.e.  voluntary  power  is  restored  while  electrical 
excitability  is  still  suspended,  and  further  this  power  progresses 
more  rapidly  and  is  finally  more  completely  restored  than  the 
latter.  Duchenne  noticed  this  in  many  instances  of  traumatic 
paralysis,  as  far  as  the  faradic  current  was  concerned.  And  it 
only  means  that  the  nerve  at  a  particular  stage  is  a  good  con- 
ductor of  brain  impulses  but  a  bad  one  of  electricity.  This 
condition  is  usually  of  short  duration,  but  it  some- 
times lasts  for  days  and  weeks,  according  to  the 
gravity  of  the  lesion,  the  rapidity  of  the  cure,  and 
the  distance  of  the  point  excited  from  the  place  of 
injury. 

Ftirther  consideration  of  this  remarkable  fact, 
which  has  often  been  discredited,  leads  to  the  con- 
clusion that  the  conductivity  and  electric  irritabihty 
of  the  nerve  are  two  distinct  quahties  and  may  exist 
J  apart.  Once  the  connection  between  the  nervous 
centres  and  the  periphery  is  re-established  at  the 
seat  of  injury,  and  a  certain  amount  of  repair  has 
taken  place,  the  motor  channels  are  sufficiently  open, 
but  they  are  not  yet  capable  of  being  excited  by 
electrical  currents.  For  this  more  extensive  repro- 
duction is  required.  When  in  the  adjoining  figure, 
which  represents  such  a  nerve,  the  part  of  the  lesion 
lying  between  h  and  c  has  undergone  repair,  excita- 
tion can  be  effected  by  conduction  from  a  to  the 
muscle  even  though  the  part  c  below  cannot  be  elec- 
trically excited.  If  then  the  electrical  stimulus  be  applied  to 
the  lower  part  c  no  contraction  follows,  but  if  above  b  it  will. 
Now,  since  the  voluntary  impulse  proceeds  from  a  part  higher 
up  it  can  also  induce  muscular  action.    This  fact,  which  has 
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been  ascertained  by  experiments,  can  also  be  demonstrated  in 
the  living  body  in  the  case  of  lesions  suitably  situated,  so  that 
the  central  nervous  connections  can  be  reached  by  electricity. 
The  difference  in  efficiency  between  a  voluntary  impulse  and 
an  electrical  stimulus  applied  to  the  segment  of  a  peripheral 
nerve,  is  therefore  due  to  the  difference  in  the  points  from 
■which  they  proceed.  At  a  definite  stage  of  repair  the  motor 
fibres  can  transmit  impulses  proceeding  from  above  the  seat  of 
the  lesion,  but  they  are  still  unable  to  receive  the  electrical 
excitant  when  applied  below  that  spot.  This  fact  has  lately 
been  recognised  in  physiology  after  much  discussion. 

The  phenomena  of  the  reaction  of  degeneration  in  a  muscle 
are  very  different  from  those  it  exhibits  in  a  nerve ;  for  while 
the  nerve  is  affected  in  the  same  way  by  the  faradic  and  gal- 
vanic currents,  the  muscle  displays  much  difference  in  this 
respect. 

To  the  faradic  current  indeed  the  muscle  reacts  almost 
exactly  as  does  the  motor  nerve.  Here  too  a  constant  decrease 
of  excitability  takes  place,  proceeding,  in  the  course  of  the 
second  week,  to  its  total  disappearance.  The  strongest  currents, 
at  least  when  applied  to  the  skin,  produce  then  no  effect ;  still 
if  the  muscle  be  exposed  or  electro-puncture  resorted  to,  feeble 
contractions  can  be  produced  for  a  long  time  afterwards,  but 
these  are  limited  to  the  fibres  supplied  by  the  terminal  nerves 
in  the  immediate  neighbourhood  of  the  spot  stimulated.  This 
loss  of  faradic  excitability,  here,  as  in  the  nerves,  persists  for  a 
longer  or  shorter  time,  and,  as  in  their  case,  it  disappears  at  a 
certain  stage  of  repair,  and  slowly  returns  to  the  normal  con- 
dition. The  restoration  takes  place  usually  somewhat  later  than 
in  nerves,  and  also  is  separated  by  rather  a  longer  interval  from 
that  of  voluntary  movement.  And  here  again  even  more  than 
in  the  nerves  faradic  excitability  remains  still  for  a  long  time 
less  than  normal.  The  more  serious  the  paralysis  and  the 
longer  its  duration  the  more  protracted  will  be  complete 
recovery. 

It  is  very  different  with  the  galvanic  current.  In  the  first 
week,  as  before,  a  gradual  loss  of  galvanic  excitability  takes  place. 
But  during  the  second  week,  or  towards  its  close,  this  diminution 
is  replaced  by  an  increase  of  galvanic  excitability,  which  with 
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the  lapse  of  a  few  weeks  may  reach  a  very  high  degree  of 
exaltation,  and  exhibit  also  certain  qualitative  changes  having 
reference  both  to  the  formula  and  mode  of  contraction.  This 
increased   excitability  is   quickly  manifested.     Very  weak 
currents  will  suffice  to  excite  the  muscles.    With  8,  6,  4,  and 
at  last  even  with  2  cells  it  is  often  possible  to  induce  opening 
and  closing  contractions  of  considerable  energy,  while  the 
current  is  so  weak  as  hardly  to  affect  the  galvanometer  and  to 
produce  no  action  in  the  corresponding  muscles  of  the  healthy 
side.    Together  with  this  increase  of  excitability  there  is  a 
change  in  the  mode  of  contraction,  which  becomes  constantly, 
more  pronounced.  Instead  of  the  normal  contraction,  short  and 
quick  as  lightning,  it  becomes  slow  and  prolonged  and  even  with 
comparatively  weak  currents  passes  into  a  state  of  tetanus, 
which  lasts  as  long  as  the  stimulus  continues.    This  sluggish 
contraction  with  little  energy  is  especially  characteristic  of  the 
reaction  of  degeneration,  and  is  always  present,  so  that  it  may 
be  regarded  as  pathognomonic  of  this  condition.    The  change 
in  the  nature  of  the  contraction  as  well  as  the  increase  of 
galvanic  excitability  may  be  well  shown  where  corresponding 
muscles  approach  each  other  at  the  surface,  so  as  to  be  reached 
by  the  same  electrode,  as,  for  instance,  at  the  chin,  in  facial 
paralysis  of  one  side.    If  an  electrode  be  apphed  here,  with 
each  closure  of  the  ascending  current  contraction  occurs  only 
on  the  paralysed  side,  the  sound  one  remaining  unaffected.  If 
then  this  is  excited,  at  each  closure  a  short,  lightning-like  con- 
traction occurs,  followed,  after  some  delay,  by  the  sluggish  pro- 
tracted movement  of  the  affected  muscles.    The  same  thing 
occurs  in  labile  excitation  of  degenerated  muscles,  where  their 
increased  tendency  to  react  and  the  characteristic  sluggish  con- 
traction afford  a  marked  contrast  to  the  reaction  of  the  healthy 
parts,  being  often  visible  before  this  latter  is  developed  by  rapid 
changes  (C  and  0)  of  the  density  of  the  current. 

Not  less  remarkable  than  this  change  in  the  mode  of  con- 
traction is  the  qualitative  change  in  the  law  of  contractions 
displayed  at  the  same  time.  This  depends  especially  upon  the 
increasing  force  of  the  AOC.  This  soon  becomes  as  powerful  as 
the  KCC,  and  in  most  cases  it  is  considerably  more  so  (ACC> 
KCC).  Hence  besides  the  sluggish  contraction  we  have  another 
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important  mark  of  the  reaction  of  degeneration.  And  it  is 
incomprehensible  to  me  that  the  predominance  of  the  ACC  has 
been  called  in  question  by  some  writers  (Vulpian).  I  have 
demonstrated  it  so  often  as  a  constant  and  evident  fact  that  I 
am  compelled  to  regard  it  as,  one  of  the  most  certain  pheno- 
mena in  human  pathology.  I  will  give  only  a  few  examples— 
and  in  these  the  numbers  cannot  show  peculiarities  which  can 
only  be  marked  directly  by  the  eye  : 

1.  Chronic  anterior  'poliomyelitis. 

Peroneal  region  (right)  : 

First  ACC,  with   8  cells,    8°  deflection  1^^^^^^^^.^^^  ^1^^^^^!^ 
„    zee     „    10    „     19°       „  i 

2.  Traumatic  paralysis  of  the  arm  (advanced  stage). 

Extensors  of  forearm  : 

First  ACC,  with  12  cells,  24°  deflection  Contraction  sluggish 
„    KCC    „    16    „    28°       „  / 

3.  Paralysis  (neuritic)  of  several  muscles  of  the  arm. 

Eight  biceps  : 

First  ACC,  with   8  cells,  14°  deflection  ^  contraction  sluggish 
„    KCC     „    10    „    18°       „  J 

4.  Progressive  multiple  neuritis. 

Extensors  of  forearm : 

First  ACC,  with  10  cells,   7°  deflection  \  ^o^itraction  sluggish 
„    KCC    „    14    „    18°      „  J 
Vastus  internus  : 

First  ACC,  with  10  cells,  16°  deflection  |  ..^traction  sluggish 
,,    KCC     ,,    12    „    21°       „  J 
Vastus  externus  : 

First  ACC,  with  12  cells,  20°  deflection  \  c.^t^^^tion  sluggish 
„    KCC     „    16    „    28°       „  J 

The  fact  will  appear  more  evident  from  a  consideration  of 
the  curves  given  below,  for  which  I  am  indebted  to  my  former 
assistant,  Dr.  Kast,  of  Freiburg  in  Breisgau.  The  curves  taken 
from  the  peroneal  region  show  only  closure  contractions,  K  = 
KCC,  A  =  ACC.  The  first  was  taken  from  a  healthy  individual, 
the  other  two  from  cases  which  exhibited  the  reaction  of  dege- 
neration in  the  peroneal  region  consequent  upon  chronic  ant. 
poliomyelitis.  No  further  demonstration  is  needed  to  show  the 
preponderance  of  the  positive  over  the  negative  pole  than 
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to  observe  the  more  gradual  ascent  and  the  greater  extent  of 
the  contraction  curves  in  these  as  compared  with  the  normal. 

What  is  true  of  the  ACC  holds  likewise  for  the  KOC.  The 
latter  increases  more  rapidly  than  the  AOC,  and  very  soon 
becomes  equal  to  it,  while  the  negative  opening  contraction 
is  rarely  greater  than  the  positive  (KOC  >  AOC).  I  have 
often  observed  the  fact  in  a  manner  that  puts  it  beyond  all 


rve  taken  from  a  healthy  girl.    33  cells.   KOC  much  more  marked  than  ACC. 


2.  A  case  ol  chronic  anterior  poliomyelitis,  with  RD.   Ciirre  taken  in  the  peroneal  region 
33  cells.    ACC  notably  greater  than  KCC. 


3.  The  same  case.    40  cells  in  circuit.   Ascendency  of  the  ACC  and  sluggish  character  ' 
of  the  contractions  well  marked. 


Fia.  22. — Curves  exhibiting  the  closure  contractions  obtained  by  direct  (unipolar) 
excitation  of  the  peronei  in  the  leg.    K=KCC,  A=ACC. 

doubt.  It  is  a  point  that  is  not  always  easy  to  determine, 
because  the  opening  contractions,  which  at  first  are  energetic 
and  easy  to  observe — much  more  so  than  in  health — very 
rapidly  disappear  from  view :  partly  on  account  of  the  tonic 
closure  contractions,  which  persist  until  the  circuit  is  opened 
again;  partly,  too,  because  as  the  contraction  becomes  slower 
the  muscles  lose  the  power  of  responding  to  an  excitant  of 
short  duration,  and  the  opening  stimulus  must  necessarily  be 
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short.  Moreover,  Leegaard  looks  upon  this  absence  of  opening 
contraction  as  exceptionah 

This  condition  of  exalted  and  qualitatively  modifiied  excita- 
bility persists  without  further  change  for  a  longer  or  shorter 
time — 3,  6,  or  8  weeks. 

Then  ensues  a  gradual  diminution  of  galvanic  excitability  ; 
while  the  qualitative  modifications,  especially  the  sluggish 
contraction,  remain.  But  in  order  to  produce  this  sluggish 
contraction  currents  of  constantly  increasing  force  must  be  used. 
In  incurable  cases  this  diminution  goes  on,  and  it  becomes  con- 
stantly more  difficult  to  excite  the  muscles.  The  KCC  is  first 
completely  lost,  and  finally  only  a  very  feeble  ACC  remains  as 
the  last  manifestation  of  vital  energy  in  the  fibres  that  still 
survive.  It  is  thus  distinguished  from  the  simple  loss  of 
galvanic  excitability,  where  the  KCC  is  the  last  to  go.  Years 
may  pass  before  galvanic  excitability  is  entirely  lost  in  the 
degenerated  muscle. 

In  cases  that  recover,  with  the  return  of  voluntary  power  and 
excitability  the  other  normal  qualities  of  the  muscle  are  restored 
gradually,  and  this  takes  place  more  or  less  rapidly  in  proportion 
to  the  rate  in  which  repair  is  efi"ected.  But  you  must  not 
expect  that  the  normal  condition  will  be  entirely  re-established 
with  the  conductivity  and  excitability  of  the  nerves.  The 
changes  which  have  taken  place  in  the  muscle  require  a 
certain  time  to  disappear,  and  you  must  be  prepared  to  find 
the  reaction  of  degeneration  manifested  in  the  muscles  for  a 
variable  period  longer.  And  so  it  may  happen  that  normal 
contractions  are  produced  by  exciting  the  nerves,  while  at  the 
same  time  direct  stimulation  of  the  muscles  shows  the  qualitative 
modifications  of  degeneration.  But  it  is  a  long  time — it  may 
be  while  excitability  is  exalted,  but  more  often  when  it  has 
begun  to  decline — before  the  normal  reaction  begins  to  be 
restored ;  before  the  ACC  grows  less,  the  sluggish  contraction 
becomes  less  marked  and  the  healthy  state  is  in  the  way  to  be 
completely  re-established  ;  and  even  then,  as  a  rule,  the  excita- 
bility is  quantitatively  much  below  the  normal,  and  still  a  long 
period  will  pass  before  the  muscular  power  regains  its  former 
vigour. 

As  regards  the  very  remarkable  difference  between  the 
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faradic  and  galvanic  excitability  of  the  muscles,  which  gave  the 
first  impulse  to  more  accurate  investigations  of  the  reaction  of 
degeneration,  it  has  been  attributed  by  Neumann  to  physical 
differences  in  the  currents.  He  has  observed  that  in  similar 
pathological  conditions  it  is  only  currents  of  a  certain  duration 
that  can  excite  the  altered  muscles.  And  since  faradic  currents 
are  instantaneous  and  transitory  these  have  no  effect.  When  by 
some  contrivance  the  active  galvanic  current  is  made  of  very 
short  duration,  it  also  is  rendered  ineffective  ;  and  this  is 
true  though  the  galvanic  current  be  very  strong,  and  others 
much  weaker,  but  of  a  longer  action,  produce  unequivocal 
results.  This  explains  the  fact  that  it  is  often  possible  at  a 
certain  stage  of  paralysis  to  cause  contractions  with  the  use  of 
currents  of  some  duration  produced  by  the  rotary  magneto- 
electrical  machine,  or  even  with  the  primary  faradic  current, 
while  secondary  currents  have  already  ceased  to  have  any  effect. 

This  would  establish  a  physical  cause  for  the  distinction 
between  galvanic  and  faradic  excitability  of  muscles ;  but  why 
it  is  that  degenerated  muscles  lose  the  power  of  responding  to 
currents  of  short  duration,  while  they  react  in  a  more  marked 
inanner  to  those  that  last  longer,  has  still  to  be  discovered,  and 
it  is  a  question  for  physiologists  to  answer.  Decidedly  there 
are  chemical  and  molecular  changes  in  these  muscles  which 
must  be  investigated  before  any  light  is  thrown  on  the  matter. 

Biit  there  is  another  phenomenon  which  appears  during  the 
gradual  subsidence  of  the  reaction  of  degeneration,  and  which 
.  certainly  is  intimately  connected  with  these  changes.    I  mean 
the  increased  mechanical  excitability  of  the  muscles.    I  was 
the  first  to  describe  it.    Hitzig,  indeed,  discovered  it  inde- 
pendently, but  he  has  erroneously  attributed  it  to  the  nerves. 
It  can  be  seen  in  all  cases  more  or  less  plainly,  and  the  muscles 
are  found  to  respond  with  an  evident  but  sluggish  contraction 
to  any,  even  a  very  slight,  mechanical  stimulus.     The  best 
means  of  eliciting  it  is  a  gentle  quick  blow  of  a  percussion 
hammer,  or  the  finger,  or  mere  pressure,  or  sudden  extension 
by  weight.    The  phenomenon  is  very  intimately  related  to  the 
increased  galvanic  excitability,  but  it  is  exhibited  later  and  lost 
as  a  rule  earlier  than  the  latter,  but  under  favonrable  circum- 
stances it  can  be  seen  for  weeks  and  months.    This  ends  (he 
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description  of  the  chief  and  typical  features  (if  I  may  use  the 
words)  of  the  complete  reaction  of  degeneration.  If  it  does 
not  always  proceed  in  the  manner  indicated,  this  is  to  be  attri- 
buted to  the  special  circumstances  of  the  case,  as  will  be  seen 
more  clearly  by-and-by.  We  are  concerned  in  pathology,  not 
with  simple  and  definite  symptoms,  but  with  a  vast  number 
of  phenomena  which  may  further  exhibit  degrees  and  modifica- 
tions without  end.  This  you  must  keep  always  before  your  eyes. 


LECTUEE  X. 

Eeaction  of  Degeneration  {continued) — Its  Eelation  to  Degenerative  Atrophy 
of  Motor  Nerves  and  Muscles — Description  of  this — Connection  between 
its  Course  and  that  of  the  Reaction  of  Degeneration — Complete  and 
Partial  Reaction  of  Degeneration — Occurrence  of  Reaction  of  Degenera- 
tion— Resulting  Inferences  as  to  Diagnosis — Its  Prognostic  Value — Dis- 
tinctions and  Critical  Remarks. 

The  ordinary  and  typical  process  of  the  reaction  of  degeneration 
has  been  for  the  most  part  explained  by  experimental  investi- 
gations, and  especially  it  is  beyond  doubt  that  the  phenomena 
of  this  reaction  bear  a  very  close  relation  to  certain  histological 
changes  in  the  nerves  and  muscles.  This  we  learn  alike  from 
experiments  upoa  the  lower  animals  and  from  observation  of 
analogous  spinal  or  peripheral  paralysis  in  man. 

In  fact  they  are  the  manifestation  of  a  degenerative  atrophy 
in  the  motor  nerves  and  muscles,  of  which  that  which  occurs 
when  a  nerve  is  cut  or  destroyed  for  the  purpose  of  experiment 
is  a  typical  example.  I  have  to  give  you  a  short  account  of 
these  changes,  so  that  we  may  be  able  to  trace  the  connection 
between  the  various  stages  of  their  progress  and  those  of  the 
reaction  of  degeneration.  For  details  I  will  refer  you  to  text- 
books of  nervous  pathology  and  the  special  works  that  deal  with 
it,  of  which  a  great  number  have  been  published  of  late  years. 

The  first  consequence  of  a  traumatic  lesion  of  this  kind  is  ' 
the  degeneration  of  the  peripheral  part  of  the  nerve.    After  a 
few  days  (2  to  4)  coagulation  occurs,  the  medullary  substance 
arranges  itself  in  a  mass  of  solid  particles  and  drops  of  myelin, 
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and  granulation  cells  and  patches  are  rapidly  formed.  This  is 
followed  at  once  by  softening,  disintegration,  and  absorption 
of  the  axis  cylinder,  which  probably  never  remains  but  in  eases 
of  slight  crushing  or  under  other  comparatively  favourable  con- 
ditions (Korybutt-Daszkiewicz).  This  softening  is  accompanied 
by  a  rapid  proliferation  of  cells  in  the  sheath  of  Schwann.  A 
large  part  of  the  products  of  disintegration  thus  formed  is 
slowly  reabsorbed,  and  there  remains  in  the  sheath  of  Schwann 
only  a  homogeneous  protoplasmic  mass,  which  by  some  is  thought 
to  be  produced  by  the  destruction  of  the  axis  cylinder,  and  by 
others  is  regarded  as  a  new  formation,  having  some  connection 
with  the  growth  of  granular  tissue.  With  its  appearance  at  all 
events  the  original  histological  character  of  the  nerve  fibres  is 
lost.  The  process  takes  place  rapidly  ;  starting  from  the  seat  of 
injury  it  spreads  to  the  periphery,  and  reaches  the  smallest  rami- 
fications of  the  nerve.  According  to  many  authorities  (Krause, 
Gessler),  it  even  begins  forthwith  at  the  periphery  in  the  pre- 
terminal and  intramuscular  branches.  In  any  case  the  motorial 
end  plates  are  destroyed,  with  an  increase  of  their  cellular  ele- 
ments ;  the  branched  expansions  of  the  axis-cylinder  disappear, 
while  on  the  other  hand  the  surrounding  granular  substance,  at 
least  in  part,  remains  (Heidenhain,  Gressler,  Rogowicz). 

Compared  with  these  the  changes  in  the  neurilemma  are  in- 
considerable. Starting  from  the  traumatic  inflammation  at  the 
seat  of  injury  there  is  an  increase  of  the  nuclei  in  the  sheath 
of  Schwann  throughout,  as  far  as  the  periphery,  and  a  notable 
increase  in  the  cellular  elements  of  the  endoneurium  and  peri- 
neurium. These  cellular  elements  are  changed  into  fusiform 
cells  and  connective  tissue,  which  develops  rapidly  amongst  the 
separate  bundles  of  nerve  fibres  and  even  between  the  fibres 
themselves,  so  as  to  produce  at  length  the  characteristic 
cirrhosis  of  the  nerve.  The  question  arises  as  to  how  this  con- 
dition of  hyperplasia  is  efi'ected  ;  whether  in  consequence  of  the 
irritation  which  the  products  of  disintegration  set  up,  or 
whether  it  is  due  to  the  paralysis  of  the  vasomotor  and  trophic 
influences — this  is  not  yet  determined. 

After  some  time,  longer  or  shorter  according  to  the  nature 
and  severity  of  the  injury,  a  more  or  less  complete  repair  of 
the  nerve  is  effected.    And  it  takes  place  in  all  cases  where 
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the  anatomical  conditions  are  favourable,  rapidly  in  a  case  of 
simple  bruising,  slowly  when  the  nerve  is  cut  or  completely 
lacerated,  and  more  slowly  still  when  the  extremities  of  the  nerve 
are  widely  separated.  We  may  leave  the  consideration  of  these 
points  to  histologists,  who  are  already  engaged  in  an  endless 
discussion  of  intracta'ble  problems,  and  especially  that  concern- 
ing the  mode  in  which  connection  is  restored  at  the  seat  of 
injury  itself,  and  how  the  old  central  fibres  come  again  into 
functional  union  with  the  newly  formed  peripheral  structures. 
For  us  who  are  concerned  with  electrotherapeutics  it  is  of 
secondary  importance  to  know  hotv  these  things  are,  so  long  as 
we  know  they  are  so  generally.  And  this  is  undoubtedly  the 
case  under  favourable  circumstances.  Such  a  re-establishment 
of  conductivity  does  take  place  at  the  seat  of  injury,  and  it  is 
certain  that  the  complete  regeneration  of  the  peripheral  nerves 
depends  upon  it  alone,  notwithstanding  that  recent  observa- 
tions have  shown  that  a  preparatory  process  goes  on  in  the 
peripheral  parts  even  before  union  has  taken  place.  Eegenera- 
tion  of  the  motorial  end  plates  is  even  said  to  be  the  earliest 
completed  of  the  constructive  changes  (Gressler).  No  doubt 
the  complete  re-establishment  of  the  normal  structure  of  the 
peripheral  fibres,  under  the  favourable  auspices  of  the  centrifu- 
gal trophic  influence,  is  the  first  to  be  effected.  These  fibres, 
at  the  outset  slender,  pale,  and  non-medullated,  become  gradu- 
ally thicker — the  growth  taking  place  from  the  seat  of  lesion 
and  extending  to  the  periphery — and  assume  a  medullary  sheath, 
which  is  at  first  thin,  but  slowly  increases  to  the  normal  pro- 
portions. But  in  more  serious  cases  they  remain  for  a  long 
time  in  an  attenuated  state  embedded  in  the  abundant  connec- 
tive tissue  of  the  nerve  trunk,  which  may  be  very  slowly  recon- 
structed, or  perhaps  not  at  all. 

Side  by  side  with  those  alterations  in  the  nerve  there  occur 
histological  changes  in  the  muscles  with  which  they  are  con- 
nected. These  invariably  undergo  a  progressive  degenerative 
atrophy.  The  first  evidence  of  this  is  the  gradual  diminution 
in  bulk  of  the  muscular  fibres  themselves,  which,  very  percep- 
tible by  the  end  of  the  second  week,  becomes  in  a  few  more 
strikingly  prominent,  and  in  incurable  cases  may  go  on  to  their 
total  destruction.    Moreover,  the  transverse  striae  become  less 
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marked,  but  these  are  maintained,  and  those  cases  are  excep- 
tional in  which  fatty  or  granular  degeneration  of  the  fibres  has 
been  described.  At  the  same  time  a  considerable  increase  of 
the  muscular  nuclei  takes  place.  They  are  arranged  side  by 
side  in  little  masses  and  chains,  and  finally  there  is  a  chemical 
transformation  of  the  muscular  substance,  which  is  shown  on 
examination  by  the  increased  tendency  which  such  muscles 
exhibit  to  undergo  the  so  called  waxy  degeneration.'^ 

These  changes  in  the  muscular  fibres  are  accompanied  by  a 
cellular  infiltration  and  hypertrophy  of  the  interstitial  connec- 
tive tissue,  similar  to  that  which  takes  place  in  the  neuri- 
lemma ;  and  here  too  as  a  result  we  have  an  evident  cirrhosis 
of  the  muscular  structures,  in  which  at  the  end  of  some  weeks 
the  atrophied  and  attenuated  fibres  are  seen  to  be  surrounded 
with  thick  layers  of  connective  tissue.  In  incm-able  cases  the 
entire  muscle  is  thus  slowly  converted  into  broad  bands  of 
connective  tissue,  which  may  later  become  the  seat  of  a  fatty 
deposit. 

When  the  repair  of  the  nerves  has  taken  place,  and  the 
action  of  the  central  trophic  influence  upon  the  muscles  is  con- 
sequently restored,  these  processes  in  the  muscle  cease,  and  it 
is  gradually  restored  to  the  normal  state.  This,  however,  takes 
a  long  time.  The  fibres  retain  their  diminished  calibre  for  a 
considerable  period.  The  hypertrophied  connective  tissue  is 
an  obstacle  to  their  growth,  and  continues  long,  and  in  many 
instances  permanently,  to  resist  the  functional  restoration  and 
normal  nutrition  of  the  muscles. 

A  large  number  of  experimental  and  clinical  investigations 
have  agreed  in  showing  beyond  all  doubt  that  the  degenerative 
processes  described  above  are  closely  connected  with  the 
reaction  of  degeneration.  Their  various  stages  correspond 
accurately  with  the  degrees  in  which  the  latter  is  developed, 
and  it  is  beyond  question  that  the  structural  changes  are  the 
cause  of  the  reaction  of  degeneration,  alike  producing  and 

.  As  to  whether  the  distinction  which  Griitmer  has  drawn,  in  consequence 
of  his  observations  upon  animals,  between  two  kinds  of  muscle  libres-the  large 
pale  clear  fibre  and  the  smaller  dark  and  granular  fibre,  with  different  powers 
o?  resistance  to  the  degenerative  process,  so  that  the  small  d.u-k  fibres  ai^_  more 
pers'stent-has  an  important  bearing  upon  the  subject  of  the  reaction  of 
degeneration,  as  this  author  believes,  remains  yet  to  be  shown. 


BEGEI^EItATlVE  CHANGES  IN  MUSCLES. 


191 


controlling  it.  As  to  how  it  does  so  I  proceed  briefly  to  explain 
to  you. 

The  degeneration  of  the  peripheral  nerve  trunk  takes  place 
early,  and  this  is  without  doubt  the  cause  of  the  diminution 
and  loss  of  galvanic  and  faradic  excitability.  If  the  process  of 
degeneration  has  advanced  to  a  certain  point,  the  electrical 
excitability  entirely  disappears,  and  does  not  return  until  the 
connection  between  the  central  and  peripheral  parts  of  the 
nerve  is  restored,  and  repair  has  begun. 

So  it  is  that  faradic  aad  galvanic  excitability  of  the  peri- 
pheral nerve  trunk  is  restored  with  the  commencement  of 
repair.  But  galvanic  electrical  excitability  is  established  some- 
what later  than  the  power  of  conducting  voluntary  impulses  in 
the  nerve  or  electrical  stimuli  applied  to  the  central  trunk. 
This  depends,  doubtless,  upon  the  development  of  the  regene- 
rated fibres.  We  are  free  to  suppose  that  these  do  not  become 
excitable  until  they  have  been  furnished  with  a  medullary  sheath 
of  a  certain  thickness,  at  a  time  when  the  new  fibre  has  reached 
a  definite  stage  of  development,  while  at  a  previous  stage  it  has 
already  become  capable  of  conducting.  I  will  not  affirm,  for  I 
am  not  yet  sufficiently  satisfied  of  it,  that  this  power  of  con- 
duction belongs  to  the  naked  axis  cylinder,  while  the  other 
property  marks  the  acquisition  of  a  medullary  sheath,  and 
that  in  consequence  the  axis  cylinder  in  the  regenerated  fibres 
must  be  considered  as  the  conducting  part,  and  the  medullary 
sheath  as  that  which  receives  the  electrical  stimulus.  But 
this  hypothesis  seems  to  me  to  be  very  plausible,  notwithstand- 
ing the  objection  of  Kiihne  and  Stein er  that  the  electromotor 
action  of  medullated  nerves  resides  in  the  axis  cylinder,  and 
has  nothing  to  do  with  the  medullary  substance.  As  the  new 
fibres  develop  their  excitability  increases  in  the  same  ratio. 
But  as  a  rule  it  remains  for  a  long  time  less  than  normal, 
j)artly  from  a  deficient  development  of  the  fibres,  and  cirrhosis 
in  the  nerve  itself ;  and  still  more  in  consequence  of  the  atrophy 
and  cirrhosis  of  the  muscles,  which  for  a  long  time  yet  cannot 
respond  with  their  usual  energy  to  stimuli  conveyed  to  them 
by  the  nerves. 

The  degeneration  of  the  intramuscular  nerves  and  end 
organs  is  probably  the  cause  of  the  decline  of  faradic  and 
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galvanic  excitability  which  is  seen  in  the  muscles  during  the 
first  week,  when  the  muscular  fibres  themselves  have  undergone 
no  change.  To  the  histo-chemical  changes  which  then  ensue 
in  the  striated  substance  are  undoubtedly  to  be  ascribed  on  the 
one  hand  the  inexcitability  to  faradic  currents  of  short  duration, 
and  on  the  other  the  very  great  increase  and  qualitative  modifi- 
cation of  galvanic  excitability.  As  to  how  this  happens,  and  what 
is  its  proper  explanation,  we  have  as  yet  no  knowledge.  Decidedly 
it  appears  to  me  premature  to  assume,  as  Gressler  does,  that  the 
atrophy  of  the  fibres  is  the  cause  of  the  slowness  of  the  contraction, 
and  the  cellular  proliferation  that  of  the  increased  excitability. 
The  matter  is  certainly  not  so  simple  as  this.  Moreover  it  remains 
yet  to  determine  with  any  certainty  the  part  which  the  persist- 
ent granular  bodies  of  the  motor  end  plates  with  their  altered 
conditions  of  excitability  (Heidenhain,  Eogowicz)  play  in  the 
quantitative  and  qualitative  manifestations  of  the  muscle.  These 
degenerative  changes  once  begun,  the  progressive  atrophy  of 
the  muscular  fibres  leads  in  due  course  to  the  diminution  of 
galvanic  excitability.  The  cessation  of  the  process  in  conse- 
quence of  repair,  and  the  growing  bulk  of  the  muscle,  deter- 
mine the  restoration  of  normal  excitability  in  both  its  quanti- 
tative and  qualitative  aspects,  as  also  of  faradic  excitability 
when  repair  has  made  certain  progress  in  the  nervous  and 
muscular  fibres.  Even  after  voluntary  power  is  completely 
recovered,  a  simple  diminution  of  electrical  excitability  of  the 
muscles  will  remain  for  a  long  time.  This  is  readily  explained 
by  the  hypertrophy  of  the  connective  tissue  and  the  obstacle 
which  this  presents  to  the  formation  of  new  fibres.  At  all 
events  this  mass  of  connective  tissue  is  an  intrinsic  source  of 
considerable  resistance  to  contraction  in  the  muscle  itself. 

The  truth  of  the  statements  which  I  have  made  upon  this 
subject  is  proved  by  the  united  testimony  of  all  the  experiments 
and  clinical  observations  which  bear  upon  it.  They  serve  also 
to  impress  upon  us  the  importance  of  the  inferences  which  can 
be  drawn  from  the  presence  of  the  reaction  of  degeneration,  in 
its  various  phases,  to  the  coexistence  of  corresponding  stages  of 
degenerative  atrophy  in  the  nerves  and  muscles  that  display  it; 
and  it  would  be  hard  to  derive  from  physical  modes  of  investi- 
gation in  any  branch  of  pathology  equally  certain  information 
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concerning  the  minutest  histological  processes.  That  you  may- 
understand  me  the  better,  and  to  impress  these  facts  more 
deeply  on  your  memory,  I  subjoin  three  schemata  to  represent 
the  reaction  of  degeneration  and  its  relations  with  degenerative 
atrophy.  You  can  draw  from  them  several  conclusions.  In  all 
three  the  first  ordinate  marked  by  a  heavy  line  indicates  the 
occurrence  of  the  injury ;  the  sudden  cessation  of  motor  power 
is  shown  thus  (°  °  °  °  °)j  and  its  commencing  restoration  by  an 
asterisk  (*).  In  the  first  schema  you  have  a  speedy  return  of 
motor  power,  in  the  second  it  is  more  delayed,  and  in  the  third 
none  at  all  takes  place.  They  represent,  then,  respectively,  a 
mild,  a  more  serious,  and  an  altogether  incurable  case.  •  The 
numbers  placed  above  the  different  ordinates  mark  the  number 
of  weeks  that  have  elapsed  since  the  injury  took  place.  The 
undulatory  tracing  which  represents  the  galvanic  excitability  is 
intended  also  to  show  its  qualitative  modifications.  The  short 
notes  placed  over  each  schema  point  out  approximately  the 
stages  of  the  histological  process  going  on  in  the  nerve  and 
muscle.  Of  course  these  diagrammatic  representations  cannot 
pretend  to  great  accuracy  on  account  of  their  small  size  ;  but 
they  exhibit  at  a  glance  the  course  and  connection  of  phenomena 
in  the  three  chief  classes  of  cases,  between  which,  it  is  needless 
to  say,  all  imaginable  transitions  may  occur. 

You  see  in  the  three  tables,  in  the  first  week,  the  diminution 
of  excitability  in  the  nerve  and  muscle,  marked  by  degenera- 
tion of  the  nerve ;  in  the  second  week  the  extinction  of  excita- 
bility in  the  nerve  and  of  faradic  excitability  in  the  muscle— 
at  the  same  time  commencing  increase  and  qualitative  modifi- 
cation of  galvanic  excitability  in  the  muscle,  marked  by  atrophy 
and  cellular  hyperplasia  in  the  muscular  fibres ;  in  the  sixth 
week  in  table  (1)  the  return  of  motor  power  ;  in  the  seventh  and 
eighth  weeks  the  return  of  galvanic  and  faradic  excitability  in 
the  nerve,  and  of  faradic  excitabihty  in  the  muscle,  marked 
histologically  by  the  commencement  of  repair. 

In  table  (2)  you  see  that  in  the  twenty-fifth  week  there  is 
abeady  a  notable  diminution  of  galvanic  excitability  with  per- 
sistent qualitative  modification  corresponding  to  the  atrophy 
and  cirrhosis  of  the  muscles,  &c.  In  this  way  you  can  read  in 
each  series,  for  the  different  forms  of  paralysis  and  their  various 
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stages,  the  way  in  which  the  motor  power  and  electrical  excita- 
bility appear  at  a  definite  period,  and  the  histological  associa- 
tions of  each.  You  see  at  once  that  the  character  of  the 
electrical  and  histological  modifications  which  constitute  the 
reaction  of  degeneration  may  vary  at  any  time,  within  the 
widest  limits,  according  to  the  greater  or  less  rapidity  of  the 
process  of  repair. 

Such  would  be  the  representation  of  the  complete  reaction 
of  degeneration  as  we  often  see  it,  but  with  such  regularity 
only  in  typical  cases.    Of  course,  gentlemen,  you  must  not 
expect  to  find  in  every  pathological  condition  so  great  a  imifor- 
mity  in  the  course  of  these  modifications  as  is  to  be  met  with 
in  experiment  or  in  a  simple  traumatic  lesion  of  the  nerves. 
This  does  not  often  occur  in  disease  where  many  deviations 
may  be  caused  by  the  nature  of  the  injury,  different  affections 
of  trophic  influences,  occasional  improvement,  or  new  elements 
of  disturbance  following  one  upon  another ;  and  one  is  not 
warranted  in  concluding  from  some  irregularity,  such  as  always 
presents  itself  in  long-standing  cases,  that  these  schemata  aie 
incorrect,  or  that  one  has  discovered  some  fresh  anomaly.  The 
time  at  which  repair  takes  place  determines  great  differences 
in  the  general  manifestation  of  the  reaction  of  degeneration.  If 
this  happens  early  the  nerve  may  be  endowed  with  galvanic 
and  faradic  excitability  while  the  changes  in  the  muscle  are  at 
their  height.    These  latter  cannot  be  reformed  so  quickly,  and 
require  for  the  purpose  some  lapse  of  time.    It  may  happen, 
then,  that  when  the  nerve  is  excited  the  muscle  responds  with 
normal  contractions,  but  still  when  stimulated  directly  exhibits 
the  reaction  of  degeneration.    But  if  repair  sets  in  very  late  it 
may  be  that  the  muscular  galvanic  excitability  is  already  greatly 
diminished  when  the  electric  excitability  of  the  nerve  begins 
to  be  slowly  restored.  There  is,  therefore,  an  indefinite  number 
of  special  cases,  which  nevertheless  may  be  mastered  by  care- 
fully attending  to  the  conditions  of  time  and  other  circum- 
stances. To  this  end  the  schemata  given  above  may  be  usefully 
applied. 

But  there  exists  a  class  of  cases  in  which  the  process  does 
not  correspond  at  all  to  the  schema.  In  these  it  is  only  some 
of  the  modifications  that  are  typically  developed.    The  others 
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either  do  not  occur  or  do  so  very  slightly.  In  these  instances 
the  excitability  in  the  nerves  is  not  entirely  lost,  but  becomes 
diminished  to  an  almost  inappreciable  extent.  In  spite  of  this 
we  find  the  galvanic  modifications  typically  displayed  in  the 
muscles.  I  found  this  phenomenon  first  in  a  series  of  six  facial 
paralyses  of  a  rheumatic  character ;  and  I  have  made  use  of 
them  to  establish  a  special  class  of  these  paralyses,  and  to 
define  a  kind  of  secondary  reaction  of  degeneration. 

Bernhardt  has  since  observed  such  a  case.  Since  then,  too, 
I  have  myself  frequently  seen  the  phenomenon  in  certain 
forms  of  atrophic  spinal  paralysis  and  in  peripheral  paralysis  of 
various  nerves.  I  have,  in  consequence,  introduced  the  term 
'partial  reaction  of  degeneration.  It  is  very  easily  defined, 
and  the  manner  in  which  it  is  exhibited  may  be  readily  seen  by 
reference  to  the  following  schema. 


Nerve  ? 


Degenerative  atrophy 
of  ranscle  fibres 


Repair 


9  weelcs 


Voluntary 
power 

Galv.  . 


Parad.  . 

I  Galv.  & 
Farad. 
I  excit. 


Fig  24  -Grapliic  representation  of  the  partial  form  of  RD.  The  faradic  and  gal'Rnio 
exc  tabilitv  of  the  nerve,  an,l  the  faradic  excitability  of  the  '""^^l^' ^"^^'''^''''y 
Io«4red  Voluntary  power  soon  restoi-ed.  Recovery  rapid  and  complete.  There  ua* 
probably  no  degeneration  of  the  nerve. 

There  takes  place,  in  the  nerve,  only  a  very  shght  diminu- 
tion of  galvanic  and  faradic  excitability,  which  in  different 
cases  proceeds  to  a  greater  or  less  extent,  and  is  often  insigni- 
ficant but  always  quite  appreciable.  It  is  exhibited  frequently 
rather  by  a  lesser  maximum  contraction  than  by  the  later  occur- 
rences of  the  minimum.  In  the  muscle  also  there  is  a  corre- 
sponding diminution  of  faradic  excitability,  while  galvanic  excita- 
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bility  displays  the  same  quantitative  and  qualitative  changes 
as  are  met  with  in  the  complete  reaction  of  degeneration,  the 
same  remarkable  increase  of  excitability,  the  same  slowness  in 
contraction,  the  same  ascendency  of  the  ACC  over  the  KCC. 
There  is,  then,  in  galvanic  exploration,  a  complete  conformity 
with  the  reaction  of  degeneration.  But  we  know  from  experience 
that  in  all  such  cases  where  the  symptoms  belong  to  this  form  of 
'partial  reaction  of  degeneration,  the  disorder  is  comparatively 
slight  and  tends  to  a  proportionately  rapid  cure. 

It  is  natural  and  perhaps  reasonable  to  conclude  that  the 
nerve  in  these  cases  undergoes  no  degeneration,  or  does  so  only 
to  an  inconsiderable  degree,  and  that  it  has  merely  suffered 
some  slight  molecular  or  nutritive  impairment ;  while  the 
muscles  display  fully  the  same  changes,  which,  moreover,  as 
they  affect  the  fibres,  are  histologically  of  the  Same  nature  as 
those  to  which  we  have  attributed  the  modifications  of  electrical 
excitability  above.  Unfortunately  there  are  no  very  accurate 
anatomical  investigations  bearing  upon  the  matter,  and  although 
Ziemssen  and  "Weiss  have  succeeded  in  experimentally  pro- 
ducing paralysis  with  the  partial  reaction  of  degeneration,  and 
Stintzing  in  his  researches  upon  nerve-stretching  has  also 
observed  it,  the  accompanying  tissue  changes  in  nerves  are  not 
sufficiently  understood. 

Still  you  must  not  suppose  that  this  'partial  ED  is  some- 
thing specific  and  altogether  different  from  the  complete  form. 
On  the  contrary  they  are  very  closely  related,  and  a  larger 
experience,  such  as  I  possess,  in  these  matters  goes  to  show 
that  all  possible  transitions  occur  between  the  normal  reaction 
and  the  partial  ED  and  again  between  the  latter  and  the  com- 
plete reaction  of  degeneration,  so  that  it  would  be  possible  to 
determine  a  regular  series  of  instances  of  variously  deranged 
excitability  from  the  least  considerable  to  the  most  severe. 

You  may  often  see  the  partial  and  complete  reaction  of 
degeneration  occurring  side  by  side,  in  different  regions,  but  in 
the  same  affection  and  the  same  individual ;  and  I  have  repeat- 
edly observed  the  condition  which  at  the  outset  was  partial 
become  gradually,  in  the  very  same  nervous  and  muscular 
structures,  the  complete  reaction  of  degeneration. 

Of  course  this  partial  ED  is  not  to  be  confounded  with 
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those  cases  in  which  with  the  process  of  repair  the  excitability 
of  the  nerve  is  restored,  while  at  the  same  time  the  muscles 
exhibit  the  reaction  of  degeneration.  But  the  discrimination 
will  present  great  diflBcuIties  where  accurate  information  cannot 
be  had  as  to  the  course  and  development  of  events. 

Circumstances  under  which  the  Condition  occurs. 

Having  given  you  a  full  account  of  what  is  known  of  the 
nature  of  the  reaction  of  degeneration,  it  remains  for  me  now 
to  enumerate  briefly  the  disorders  in  which  it  occurs. 

You  will  have  already  foreseen  that  it  must  certainly  be 
present  in  all  pathological  conditions  which  are  analogous  to 
the  experimental  cutting  or  bruising  of  motor  nerves — that  is 
to  say,  in  all  so  called  traumatic  paralyses  due  to  injury,  section, 
laceration,  or  extensive  bruising  of  the  nerves.  Of  these  the 
illustrations  are  innumerable.  That  large  class  of  paralyses 
attributed  to  compression  or  pressure  must  be  included  here, 
since  in  them  the  nerve  is  so  far  impaired  as  to  interfere  with 
the  trophic  influences.  You  will  be  told  by-and-by  that  this  is 
not  always  so,  but  that  there  are  paralyses  due  to  pressure,  of  a 
less  serious  nature,  in  which  the  power  of  conduction  alone 
suffers,  while  the  unaltered  electrical  excitability  would  lead  to 
the  belief  that  trophic  disturbance  of  any  consequence  was  also 
absent.  I  include  among  these  paralyses  due  to  pressure,  not 
only  those  whose  causes  are  mechaincal  and  external  (sleeping 
on  the  arm,  tight  bandaging,  tourniquets,  tedious  labours, 
heavy  fetters,  ill-made  crutches,  &c.),  but  also  those  which 
are  due  to  pathological  processes  within  the  body  (tumours, 
aneurisms,  haemorrhage,  cicatricial  contraction,  plastic  growths, 
joint  luxations,  &c.),  which  involve  the  motor  nerves.  To  this 
class  belong  the  so  called  neurotic  paralyses,  especially  those 
in  which  there  is  interstitial  neuritis  in  the  first  instance  with 
resulting  mechanical  pressure  upon  the  motor  fibres,  whereas  in 
those  cases  which  have  lately  been  described  as  parenchymatous 
neuritis  the  condition  is  a  primary  degeneration  of  the  nerve 
fibres  with  impairment  of  conductivity  in  their  course.  ^  But 
this  impaired  conductivity  may  also  arise  in  course  of  an  inter- 
stitial neuritis.  Even  here  the  reaction  of  degeneration  will 
obtain  if  the  destruction  of  conductivity  is  complete,  involving 
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also  the  trophic  supply.  The  reaction  of  degeneration  is  also 
manifested  in  many  rheumatic  paralyses,  especially  in  certain 
facial  forms,  which,  indeed,  were  the  starting  point  of  an  accu- 
rate knowledge  of  its  nature.  Since  we  do  not  yet  know  the 
anatomical  basis  of  these  rheumatic  lesions,  we  cannot  say  how 
the  reaction  of  degeneration  is  produced.  But  it  is  very  probable 
that  here,  too,  shght  changes  in  the  nerve,  leading  to  compres- 
sion, is  the  cause,  the  more  so  as  these  nerves  are  buried  in 
very  narrow  bony  canals.  Further,  the  reaction  of  degeneration 
is  met  with  in  spinal  affections,  especially  those  in  which  the 
anterior  grey  columns  of  the  cord  are  implicated  or  diseased ; 
notably,  therefore,  and  habitually  in  the  different  forms  of 
anterior  poliomyelitis ;  in  its  most  acute  manifestation,  infantile 
spinal  paralysis ;  in  its  subacute  and  chronic  forms  (Brenner, 
Salomon,  Erb,  Seeligmiiller,  &c.) ;  in  the  disseminated 
chronic,  progressive  variety  (the  typical  progressive  muscular 
atrophy — Erb,  E.  Eemak,  Vierordt,  Griinther) ;  in  the  analo- 
gous bulbar  disease,  chronic  progressive  bulbar  paralysis  (Erb, 
de  Watteville,  Eisenlohr) ;  and  therefore,  as  might  be  ex- 
pected, in  the  so  called  amyotrophic  lateral  sclerosis  (Eisenlohr, 
Pick,  E.  Eemak).  In  this  last  I  have  myself  been  often 
able  to  demonstrate  it  in  several  characteristic,  cases.  In  all 
these  chronic  affections  which  I  have  just  enumerated  the  reac- 
tion of  degeneration  is  usually  exhibited  in  some  only  of  the 
muscles,  and  often  only  in  its  partial  form.  This  last,  more- 
over, can  be  observed  in  all  known  forms  of  disease — serious 
traumatic  paralyses,  of  course,  excepted — and  it  is  often  well 
marked  and  extensive. 

You  will  not  be  surprised  to  learn  that  the  reaction  of  de- 
generation is  present  incidentally  also  in  haemorrhages  in  the 
spinal  cord,  or  haematomyelitis  (Erb,  E.  Eemak),  when  the 
anterior  grey  columns  of  the  cervical  or  lumbar  enlargement 
are  engaged ;  and,  under  the  same  conditions,  in  acute  and 
chronic  myelitis  and  tumours  of  the  cord  (Erb  and  Schultze). 
So  likewise  it  may  be  said  to  be  a  constant  phenomenon  in  lead 
poisoning  (A.  Eulenburg,  Bernhardt,  E.  Eemak,  Erb),  as  to 
which  we  are  yet  ignorant  whether  the  lesion  is  in  the  anterior 
grey  columns  or  in  the  course  of  the  motor  fibres.  I  may  men- 
tion here  that  I  and  others  (Bernhardt,  de  Watteville)  have 
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often  found  the  reaction  of  degeneration  in  cases  of  lead  paralysis, 
exhibited  in  muscles  which  were  not  yet  paralysed,  and  in  which, 
consequently,  the  changes  were  clearly  of  a  trophic  nature. 

You  will  readily  conceive,  too,  that  the  reaction  of  degenera- 
tion is  likely  to  present  itself  in  diphtheritic  paralyses  because 
you  know  that  these  are  now,  at  any  rate  to  a  great  extent, 
and  rightly,  attributed  to  degenerative  processes  in  the  nerve 
trunks  and  their  motor  roots.  Obviously,  too,  it  will  arise  in 
connection  with  'paralyses  consecutive  to  acute  affections — 
neuritis,  haemorrhages,  poliomyelitis,  &c. — as  well  as  in 
syphilitic  paralyses,  &c.  Notwithstanding  all  this,  which  has 
been  established  by  long  experience,  it  must  be  affirmed  that 
the  reaction  of  degeneration  has  never  been  met  with  in  para- 
lyses that  have  their  origin  in  the  brain  itself,  proceeding  from 
a  lesion  in  the  motor  channels  above  the  grey  matter  of  the 
medulla  oblongata,  or  in  the  cerebral  cortex;  and  that  it  never 
occurs  in  paralyses  due  to  injury  of  the  white  columns  of  the 
cord,  unless,  of  course,  in  the  anterior  roots.  Neither  does  it 
occur  at  any  time  in  hysterical  paralysis. 

But  I  would  lay  stress  especially  upon  this  point,  that  the 
reaction  of  degeneration  is  never  met  with  in  primary  muscular 
affections  of  undoubtedly  local  origin  ;  it  does  not  arise  in 
myositis,  still  less  in  the  atrophies  and  pareses  of  muscles  so 
often  consecutive  to  joint  affections  (Eumpf).  I  have  at  this 
moment  notes  of  a  large  number  of  cases,  none  of  which 
presented  any  indication  of  it.  It  is  also  absent  in  consumptive 
atrophies  and  atrophies  of  inactivity,  even  the  most  extensive. 

Before  we  apply  our  knowledge  of  the  reaction  of  degenera- 
tion to  the  purposes  of  diagnosis  and  prognosis  we  shall  con- 
sider shortly,  and  as  objectively  as  possible,  what  conclusions — 
positive  or  negative — can  be  drawn  with  certainty  from  its 
presence.  Now  in  my  opinion  the  only  certain  and  unquestion- 
able inference  which  it  affords  is  this :  Wherever  the  reaction  of 
degeneration  occurs  there  exist  considerable  anatomical  changes, 
i.e.  degenerative  atrophy  in  the  nerves  and  muscles,  eventually 
in  the  muscles  only ;  and  we  can  infer  with  great  certainty 
from  the  actual  condition  of  the  reaction  of  degeneration  the 
extent,  intensity,  and  degree  of  these  degenerative  changes. 

Having  regard  to  the  views  which  are  now  almost  uni- 
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versally  held  upon  the  conditions  of  degenerative  atrophy  in 
the  motor  apparatus,  and  its  dependence  upon  nervous  de- 
rangements, another  conclusion  of  great  importance  results: 
Wheyi  the  reaction  of  degeneration  is  present  it  always  -points 
to  a  nervous  origin  of  the  disorder  (paralysis  or  atrophy)  and 
to  the  existence  of  a  serious  disturbing  agency  somewhere, 
either  in  the  peripheral  motor  channels,  or  in  the  trophic 
centres  of  the  brain  or  cord,  and  in  particular,  therefore,  the 
anterior  grey  substance  of  the  spinal  cord  and  medulla  oblongata. 

To  explain  these  statements  it  will  be  well  to  devote  a  few 
words  to  the  most  plausible  theory  in  the  light  of  recent 
observations  concerning  the  trophic  relations  of  the  motor 
structures.  Much  energy  and  acuteness  has  been  employed  in 
the  study  of  these  relations,  and  fairly  satisfactory  conclusions 
have  been  arrived  at,  thanks  to  modern  advances  in  the  patho- 
logy of  the  cord,  although  many  are  still  in  the  condition  of 
hypothesis.    Briefly,  this  is  what  is  at  present  received  : 

The  motor  nerves  and  muscles,  so  far  as  their  nutrition  is 
concerned,  are  under  the  control  of  certain  central  nervous 
agencies,  which  may  be  called  for  short  '  trophic  centres.'  The 
constant  action  of  these  centres  maintains  the  nerves  and 
muscles  in  their  normal  structural  (and  functional)  condition. 
(The  trophic  influence  reaching  the  nerves  from  the  periphery 
or  the  muscles  [W.  Kiihne,  Eumpf]  has  no  bearing  upon  this 
matter.)  From  all  that  we  know  it  results  that  we  have  to 
look  for  these  trophic  centres  of  the  motor  apparatus  in  certain 
parts  of  the  grey  substance  of  the  cerebro- spinal  axis,  especially 
in  the  anterior  grey  columns  of  the  spinal  cord  and  the  nuclei 
of  grey  matter  analogous  to  them  in  the  floor  of  the  fourth 
ventricle.  We  may  suppose,  according  to  all  appearance,  that 
the  large  multipolar  ganglion  cells,  or  at  any  rate  some  of  them, 
exercise  these  trophic  functions. 

A  breach  in  the  connection  between  this  central  apparatus 
and  the  peripheral  nerves  and  muscles  entails  derangement  of 
their  trophic  supply,  and  the  distal  parts  in  consequence 
undergo  a  progressive  degeneration  (in  point  of  fact  our  de- 
generative atrophy),  and  continue  to  do  so  until  the  connection 
with  the'  centres  is  re-established.  It  matters  little  in  the  end 
whether  the  breach  is  effected  by  an  arrest  in  the  conducting 
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power  or  by  a  solution  of  continuity  in  the  peripheral  nerves, 
or  proceeds  from  destruction  and  functional  disintegration 
of  the  centres.  In  either  case,  degenerative  atrophy  is  the 
inevitable  result. 

Such,  is,  at  all  events,  the  simple  interpretation  of  facts. 
As  to  the  precise  way  in  which,  these  trophic  influences  are 
exercised,  whether  they  are  conducted  to  the  nerves  and 
muscles  by  distinct  trophic  fibres  or  conveyed  by  the  motor 
channels,  whether  there  are  separate  centres  and  fibres  for  the 
nerves  and  for  the  muscles — all  these  are  matters  of  conjecture. 
But  conjecture  obtains  much  support  from  a  number  of  facts  of 
which  we  now  possess  information,  and  especially  from  the  phe- 
nomena of  the  partial  reaction  of  degeneration.  All  that  I 
have  seen  of  the  latter,  and  in  particular  the  extensive  clinical 
experience  that  I  have  had  of  the  controlling  functions,  renders 
it  impossible  for  me  to  concur  with  Wernicke  that  the  partial 
reaction  of  degeneration  depends  only  upon  an  incomplete 
atrophy  of  the  nerve  fibres.  On  the  contrary,  I  am  firmly  con- 
vinced, by  a  consideration  of  all  the  facts  bearing  upon  the 
matter,  that  there  are  separate  centres  and  channels  for  the  trophic 
supply  of  nerves  and  muscles  ;  or  at  least  if  we  are  to  assume 
but  one  centre  for  both,  as  Eumpf  does,  that  the  trophic  im- 
pulses to  the  muscles  have  to  encounter  greater  resistances  in 
their  course ;  and  so,  other  things  being  the  same,  become  para- 
lysed sooner  than  those  to  the  nerves.  In  other  words,  in  the 
event  of  a  functional  impairment  of  the  trophic  centres,  or  the 
occurrence  of  comparatively  slight  obstacles  in  the  comse  of 
their  conducting  channels,  the  most  distant  parts — that  is,  the 
muscles — in  the  first  instance  alone  undergo  degeneration,  but 
the  motor  nerves  themselves  are  subsequently  attacked,  and 
the  process  may  gradually  extend  to  the  centres.  Many 
instances  might  be  cited  in  support  of  these  views  (e.g.  pro- 
gressive muscular  atrophy,  chronic  anterior  poliomyelitis)  in 
which  the  distal  parts  of  the  nerves  are  already  inexcitable, 
while  those  more  central  continue  to  respond  to  excitation. 
Perhaps  in  this  way,  too,  are  to  be  explained  some  of  the  facts 
of  '  ascending  neuritis '  and  many  of  the  phenomena  of  lead 
paralysis  and  the  so  called  parenchymatous  neuritis. 

At  all  events  the  facts  hitherto  observed  agree  m  showing 
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that  degenerative  atrophy  in  the  strict  sense,  and  with  it  the 
reaction  of  degeneration,  is  confined  to  nervous  affections,  and 
to  those  only  that  have  a  well-defined  seat.  And  it  certainly 
does  not  occur  in  primary  muscular  affections.  I  am  in  pos- 
session of  a  large  number  of  records  bearing  upon  this  point, 
and  hitherto  I  have  not  met  with  any  conflicting  testimony. 

On  the  other  hand  there  are  cases  of  simple  atrophy  of  the 
muscles,  it  may  be  of  a  very  extensive  kind,  unaccompanied 
with  degenerative  changes  and  not  marked  with  the  reaction  of 
degeneration.  They  occur  often  enough  in  the  later  stages  of 
serious  spinal  paraplegias,  and  also  at  times  in  the  course  of 
severe  cerebral  paralysis.  A  somewhat  analogous  condition  is 
progressive  hemilateral  atrophy  of  the  face.  In  accordance 
with  our  present  experience  we  might  suppose  that  in  such 
cases  the  anterior  grey  columns  remain  unimplicated.  This 
theory  obtains  valuable  confirmation  from  a  case  of  spinal 
disease  lately  published  by  Striimpell.  In  this  there  was 
extensive  atrophy  without  degenerative  change  in  the  muscles, 
and  without  the  reaction  of  degeneration,  and  the  anterior  grey 
columns  were  found  intact.  In  spite  of  this  we  are  yet 
ignorant  of  the  true  cause  of  this  form  of  atrophy.  Whether 
it  must  be  regarded  as  one  of  simple  inactivity,  or  as  another 
variety  or  degree  of  trophic  disorder,  remains  yet  to  be  decided. 
Perhaps,  too,  we  should  include  in  this  class  some  of  the 
muscular  atrophies  that  are  so  commonly  consecutive  to  joint 
affections. 

To  return  from  this  digression  to  the  reaction  of  degenera- 
tion :  Its  presence  as  a  means  of  diagnosis  conveys  but  one 
positive  inference,  and  that  is  the  existence  of  certain  histo- 
logical changes — namely,  degenerative  atrophy  in  the  nerves 
and  muscles — and  from  this  results  directly  a  judgment  as  to 
the  gravity  of  the  lesion  and  the  extent  to  which  the  power  of 
conduction  is  involved.  As  to  the  seat  of  the  injury,  all  that 
we,  learn  from  the  reaction  of  degeneration  is  that  we  have  to. 
deal  with  a  nervous  disorder,  and  that  its  seat  must  be  either  in 
the  peripheral  nerves,  the  motor  roots,  or  the  central  grey  sub- 
stance. Its  presence  enables  us  absolutely  to  exclude  cerebral 
disease  in  the  strict  sense.  But  it  does  not  enable  us,  as  was  long 
believed,  to  affirm  the  existence  of  a  peripheral  lesion.  This 
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would  be  a  cardinal  mistake.  It  is  as  likely  to  be  spinal,  and 
in  order  to  determine  its  situation  we  must  resort  to  a  con- 
sideration of  other  crucial  symptoms  and  a  more  extended 
investigation. 

The  presence  of  the  reaction  of  degeneration  can  hardly  be 
said  to  aid  in  forming  an  opinion  of  the  nature  of  the  lesion 
which  was  the  cause  of  the  paralysis,  since  it  occurs  in  the 
most  various  forms  of  disturbance.  On  the  other  hand,  in 
many  cases  it  is  of  very  great  practical  use  in  prognosis. 
The  principle  may  be  stated  thus  : 

Other  things — that  is,  the  cause  and  nature  of  the  disease — 
being  the  same,  the  lesion  is  serious,  the  probable  dm-ation  of 
the  disease  longer,  the  definite  prospect  of  a  cure  more  remote, 
in  proportion  as  the  reaction  of  degeneration  is  developed  and 
complete,  and  to  the  stage  which  it  has  reached.  The  partial 
is,  therefore,  a  more  favourable  condition  than  the  complete 
reaction,  and  its  later  less  so  than  its  earlier  stages.  It  is 
possible,  therefore,  in  the  different  forms  of  disease  to  arrive 
at  a  prognosis,  which  of  course  should  be  supported  by  inde- 
pendent considerations.  In  this  respect  the  most  instructive 
illustration  may  be  drawn  from  rheumatic  facial  paralysis.  Of 
this,  three  forms  are  distinguished,  according  to  the  duration 
and  severity  of  the  disease,  and  each  may  be  recognised  by 
means  of  electrical  exploration.  If  electrical  excitability  is 
found  to  be  altogether  normal  (mild  form)  prognosis  is  very 
favourable  ;  the  disease  will  last  two  or  three  weeks.  If  there 
is  a  partial  ED  (intermediate  form)  it  will  last  one  or  two 
months ;  but  if  the  reaction  of  degeneration  is  complete 
(serious  form),  the  prognosis  is  proportionately  bad  and  the 
paralysis  will  last  3,  6,  or  9  months,  and  even  longer.  The 
numerous  cases  of  paralysis  by  compression  of  the  radial  nerve 
can  also  be  estimated  as  to  prognosis  by  means  of  electrical 
exploration.  So  too  in  a  variety  of  spinal  disease— chronic 
anterior  poliomyelitis — inferences  have  been  drawn  from  the 
condition  and  degree  of  the  reaction  of  degeneration,  both  with 
reference  to  different  muscles  in  the  same  individual  and  to 
the  milder  and  more  severe  forms  of  the  affection  (Erb),  and 
these  have  been  vindicated  by  the  result. 

But  in  this  connection  it  must  not  be  forgotten  that  the 
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reaction  of  degeneration  is  not  available  for  prognosis  in  every 
kind  of  paralysis  without  distinction.  The  comparison  must  be 
instituted  only  between  those  in  which  the  cause  is  known  and  its 
localisation  the  same.  It  is,  therefore,  applicable  only  to  facial 
paralysis  of  rheumatic  origin  as  a  class,  and  so,  too,  to  cases 
of  paralysis  by  compression  of  the  radial  among  themselves. 
It  is  never  admissible,  for  instance,  to  apply  the  criterion  of 
electricity  in  the  same  way  to  a  cerebral  facial  paralysis  and 
one  proceeding  from  caries  of  the  petrous  portion  of  the 
temporal  bone,  or  to  the  latter  and  a  rheumatic  paralysis,  or 
again  to  paralysis  of  the  radial,  due  to  compression  and  radial 
paralysis,  consecutive  to  the  formation  of  callus,  or  progressive 
muscular  atrophy  in  the  radial  region.  This,  I  repeat,  is  in- 
admissible. 

The  account  which  I  have  given  of  the  reaction  of  degene- 
ration does  not  pretend  to  have  exhausted  the  subject  in  all  its 
aspects  and  details.  My  object  was  only  to  give  an  idea  of  it 
in  its  typical  form,  and  to  show  you  how  it  habitually  occurs  in 
simple  and  uncomplicated  cases.  I  now  proceed  to  add  some 
remarks  of  an  explanatory  and  distinctive  kind. 

It  is  of  the  nature  of  this  condition  to  exhibit  every  kind  of 
departure  from  its  typical  manifestation.  Pathology  is  con- 
cerned not  with  a  simple  and  readily  interpreted  expression  of 
facts,  but  with  morbid  states  of  varied  form,  manifold,  compli- 
cated and  ever-changing.  The  more  or  less  tardy  development, 
improvements,  occasional  relapses,  the  symptoms  of  degenera- 
tion and  repair,  all  these  are  blended  in  confusion  and  will  not 
lend  themselves  to  any  principle  of  uniformity.  Circumscribed 
or  variously  disseminated  lesions,  affecting  with  their  several 
combinations  only  certain  parts  of  the  nerves  and  muscles  ; 
renewed  invasions  of  degenerative  atrophy  in  the  same  nervous 
and  muscular  regions,  as  in  the  case  of  recurring  lead  paralysis  ; 
the  coexistence  of  several  disturbing  agencies  which  may  lead 
at  the  same  time  to  different  derangements  of  the  electrical 
excitability— these  are  some  of  the  confounding  elements  which 
may  interfere  with  the  usual  process  of  the  reaction  of  degene- 
ration. The  natural  result  is  an  infinite  variety  and  complica- 
tion of  its  phenomena.  These  we  must  be  prepared  to  meet 
with,  and  we  can  hope  to  disentangle  and  explain  them  only  by 
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keeping  always  before  our  eyes  the  contingencies  which  I  have 
mentioned. 

Above  all  things  it  is  imperative  that  the  investigation  be 
performed  with  care  and  the  utmost  address.  Long  experience 
is  needed  to  ensure  a  familiarity  with  the  reaction  of  degene- 
ration, under  the  most  unfavourable  circumstances,  and  a  re- 
cognition of  its  characteristics  in  cases  where  they  are  least 
readily  appreciable. 

It  is  especially  useful  in  the  later  stages  to  introduce  into 
the  muscles  currents  that  are  quantitatively  as  great  as  possible, 
so  as  to  compensate  to  some  extent  for  the  already  diminished 
excitability.  You  must,  therefore,  employ  large  electrodes, 
thoroughly  moisten  the  skin,  increase  the  strength  of  the 
current  by  reversals,  placing  both  electrodes  in  the  last  resort 
upon  the  muscle,  and  endeavour  as  far  as  possible  to  eliminate 
the  misleading  effects  of  contraction  in  other  muscles.  This 
last  is  a  point  of  special  importance  in  the  examination  of  the 
small  muscles  of  the  hand,  as  those  of  the  thenar  eminence  and 
the  interossei,  and  it  is  easily  effected  by  placing  the  indifferent 
electrode  at  the  wrist  either  on  its  dorsal  or  palmar  surface. 

Bv  conducting  the  examination  in  this  wav,  in  conformity 
with  the  laws  of  Ohm,  you  will  succeed  in  most  instances  in 
distinguishing  the  comparatively  feeble  and  sluggish  contrac- 
tions of  the  reaction  of  degeneration  from  the  stronger  and  more 
energetic  ones  of  the  neighbouring  muscles.  This  object  may 
be  facilitated  by  placing  the  part  in  such  a  position  as  to  prevent 
the  movements  of  the  healthy  muscles. 

If  in  the  later  stages  the  muscles  are  inert,  and  excitability 
very  much  diminished,  it  may  happen  that  repeated  efforts  are 
needed  to  evince  it.  It  is  of  great  use  in  determining  a  com- 
mencing reaction  of  degeneration,  or  one  that  has  not  made  much 
progress,  to  bring  about  a  kind  of  '  double  contraction,' such  as 
I  have  often  noticed  and  made  apparent  in  these  cases.  It  con- 
sists of  a  rapid,  lightning-like  contraction  of  the  healthy  muscles 
in  the  vicinity,  which  takes  place  at  the  moment  of  closure,  to 
be  followed  directly  by  the  slow  and  characteristic  movement  of 
the  reaction  of  degeneration.  It  is  easily  shown  in  lead  palsy, 
where  in  exciting  the  extensors  at  the  forearm,  a  short  lightning- 
like flexion  of  the  hand  and  fingers  precedes  tlieir  slow  and 
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somewhat  protracted  extension.  It  is  very  instructive  to 
witness,  at  the  outset  of  the  reaction  of  degeneration,  the  occur- 
rence, in  one  and  the  same  muscle,  of  a  rapid  and  vigorous 
contraction  with  the  KCC,  and  directly  afterwards  the  slow  and 
protracted  response  to  the  ACC.  This  can  be  seen,  especially 
well  marked,  in  the  large  and  bulky  muscles,  as  the  biceps  and 
triceps  of  the  upper  limb  and  the  vastus  internus. 

In  many  instances  of  the  reaction  of  degeneration  the  period 
of  increased  excitability  is  seen  to  be  very  short,  or  it  may  be 
entirely  absent,  and  then  the  qualitative  changes  are  the  only 
indications.  In  general  I  attach  more  importance  to  the 
character  of  the  excitability— certainly  when  it  is  protracted— 
than  to  its  increase.  The  reaction  of  degeneration  may  in  all 
cases  be  most  surely  recognised  by  the  slow,  prolonged,  and 
impersistent  contraction,  and  by  the  ascendency  of  the  ACC,  In 
long-standing  cases,  of  slow  progress,  it  is  often  impossible  to 
determine  anything  definitely.  In  these  we  frequently  find 
nothing  but  a  simple  diminution  of  excitability  even  to  the 
galvanic  current,  and,  unless  the  ACC  is  the  only  reaction  left, 
there  may  be  a  doubt  as  to  whether  the  reaction  of  degenera- 
tion has  existed  at  all.  The  simple  diminution  of  electrical 
excitability  may  be  complicated  by  spinal  disturbances,  and 
in  many  cases  apparently  it  may  proceed  to  great  lengths. 
These  cases  demand  painstaking  researches,  with  much  expense 
of  time,  and  as  a  rule  they  are  not  published,  since  they  lead  to 
no  remarkable  discovery.  I  may  mention  here  an  interesting 
case  of  which  the  particulars  have  been  recorded  by  Kahler 
and  Pick.  Unfortunately  the  nature  of  the  affection  was  not 
clearly  made  out.  Possibly  it  was  spinal  disease  or  a  multiple 
neuritis,  it  may  be  both  together.  While  the  reaction  of 
degeneration  was  fully  developed  in  several  groups  there  was 
in  separate  muscles  only  a  quantitative  diminution  of  excita- 
bility. In  others  ACC  >  KCC  with  contraction  of  normal  vigour, 
and  '  not  sluggish.  And,  further,  in  parts  of  the  nerves  and 
muscles  which  had  never  been  paralysed  there  was  a  notable 
diminution  of  faradic  excitability.  Bernhardt  has  observed 
precisely  the  same  phenomena  in  a  case  which  he  regarded  as 
subacute  anterior  poliomyelitis — namely,  great  diminution  of 
faradic  and  galvanic  excitability  in  a  large  number  of  motor 
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nerves  and  muscles,  which  still  showed  no  evidence  of  paralysis. 
The  condition  here,  I  have  no  doubt,  was  a  process  of  degene- 
ration and  repair  differing  in  its  rate  of  progress  and  extent  in 
the  nerve  and  muscle,  and  so  producing  the  most  various  mani- 
festations in  the  several  parts  involved.  Perhaps,  too,  compU- 
cations  had  their  share  in  this. 

It  is  a  remarkable  fact,  and  one  of  great  theoretical  im- 
portance, that  a  well-marked  reaction  of  degeneration  is  occa- 
sionally seen  in  muscles  which  show  no  signs  of  paralysis, 
or  whose  motor  power  is  only  inappreciably  impaired.  I  was 
the  first  to  demonstrate  this  in  a  case  of  lead  palsy.  The 
deltoid  showed  no  loss  of  motor  power,  but  marked  and  typical 
changes  of  galvanic,  with  slight  decrease  of  faradic,  excitability. 
Unfortunately,  the  nerve  trunk  was  not  examined.  There  was 
here,  therefore,  an  isolated  trophic  derangement  in  the  muscle, 
without  any  appearance  of  an  obstacle  to  the  conducting  power 
for  motor  impulses.  Bernhardt  afterwards  observed  the  same 
phenomena  in  lead  paralysis  obtaining  in  an  enthe  group  of 
muscles  (deltoid,  biceps,  and  brachialis  internus)  which  were 
functionally  perfect  and  not  paralysed.  These  muscles  ex- 
hibited a  well-marked  reaction  of  degeneration,  whilst  the 
galvanic  and  faradic  excitability  of  the  nerve  were  lowered. 
Kast  has  recently  described  a  case  of  mine  where  there  was  a 
complete  reaction  of  degeneration  at  the  thenar  eminence  in 
muscles  which  were  functionally  intact — that  is  to  say,  the 
nerve  could  not  be  excited  by  galvanic  or  faradic  currents. 
Bernhardt  also  has  lately  noticed  this  in  four  cases  of  traumatic 
paralysis  of  the  median,  coming  under  his  observation  for  the 
first  time  in  4  to  8  weeks  after  the  injury.  They  showed  a 
complete  reaction  of  degeneration,  with  perfect  or  nearly  perfect 
motor  power,  but  marked  antesthesia.  Buzzard  too  in  a  case  of 
lead  poisoning  has  seen  faradic  excitability  at  all  events  di- 
minished in  unparftlysed  muscles,  and  Kahler  and  Pick  have 
found  the  reaction  of  degeneration  in  muscles  which,  though 
much  enfeebled,  were  not  paralysed.  These  cases  constitute 
the  insensible  transition  to  the  partial  reaction  of  degeneration 
as  I  have  often  seen  it  in  progressive  muscular  atrophy  and  a 
certain  intermediate  form  of  chronic  anterior  poliomyehtis.  In 
these  last  however,  there  is  always  an  impairment  of  muscular 
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power,  even  though  it  does  not  amount  to  actual  paralysis. 
With  these  may  be  mentioned  the  two  cases  quoted  above  of 
E.  Eemak  and  Hoffmann  (from  my  practice),  but  they  are 
peculiar  in  that  there  was  a  very,  great  diminution  of  excit- 
ability at  the  same  time  that  the  qualitative  changes  in  the 
muscle  which  are  characteristic  of  the  reaction  of  degeneration 
had  more  or  less  disappeared.  Such  cases,  however,  are  still 
very  obscure. 

A  condition  in  which  the  nerve  reacts  differently  to  the 
faradic  and  galvanic  currents  in  a  manner  analogous  to  that  of 
muscles  in  the  reaction  of  degeneration  has  hitherto  been 
observed  only  in  rare  instances  (Erb,  Cyon,  Bernhardt,  Leegaard), 
and  is  altogether  exceptional.  I  shall  return  to  this  subject 
later  on. 

But  a  more  noteworthy  fact  is  that  at  a  particular  period  in 
certain  forms  of  the  reaction  of  degeneration  the  degenerated 
muscles  respond  with  an  extremely  sluggish  contraction  both  to 
faradic  excitation  and  to  a  stimulus  applied  to  the  nerve.  I 
was  the  first  to  describe  this  in  a  case  of  traumatic  ulnar  para- 
lysis (in  1868),  where  with  faradic  excitation  of  the  nerve  over 
the  wrist-joint  I  got  a  feeble,  slow,  and  prolonged  contraction. 
Direct  excitation  of  the  muscles  with  strong  currents  also  gave 
protracted  and  sluggish  contractions.  E.  Eemak  has  seen  and 
described  the  same  phenomenon  in  atrophic  spinal  paralysis, 
and,  in  consequence,  makes  use  of  the  term  «  faradic  reaction  of 
degeneration.'  Leegaard  also  states  that  he  has  obtained  a 
notably  sluggish  contraction  by  exposing  the  degenerated 
muscles  in  a  rabbit  and  exciting  them  with  the  faradic  current. 
I  have  myself  lately  caused  to  be  published  (by  Vierordt)  a  new 
case  of  neurotic  paralysis  of  the  ulnar,  in  which,  with  faradic 
excitation,  direct  and  indirect— the  latter  being  applied  to  the 
ulnar  above  the  wrist-joint — I  obtained  a  visibly  sluggish  con- 
traction in  the  hypothenar,  which  disappeared  slowly  after  the 
cessation  of  the  current.  Further,  on  exciting  the  ulnar  above 
the  wrist,  adopting  all  due  jorecautions,  I  obtained  with  strong 
currents  a  notably  sluggish  KCC,  while  direct  excitation  of  the 
muscles  produced  but  a  slow  and  feeble  ACC.  Moreover  Kast, 
m  a  case  of  atrophic  paralysis  of  the  leg  (probably  disease  of 
the  anterior  roots),  has  found  the  intermediate  form  of  the 
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reaction  of  degeneration  and  markedly  sluggish  contraction 
with  direct  and  indirect  faradic  excitation,  while  galvanic 
excitation  of  the  nerve  is  said  to  have  produced  lightning-like 
contractions.    I  have  myself  had  an  opportunity  of  observing 
and  studying  this  phenomenon  as  it  was  extremely  well  dis- 
played in  a  case  of  chronic  anterior  poliomyelitis  occurring  in  a 
child  of  six  years,  and  I  have  also  recorded  it  in  cases  of  radial 
and  facial  paralysis.    In  all  the  partial  reaction  of  degeneration 
was  present,  but  in  all,  whatever  the  nature  of  the  stimulus— 
whether  faradic  or  galvanic,  opening  or  closure,  i^rimary  or 
st-condary  interrupted  current,  whether  the  ordinary  spring  was 
used  or  a  special  interrupting  contrivance,  and  finally  even  with 
a.  mechanical  stimulus— i/ie  contractions  produced  by  excitation 
of  the  nerve  luere  always  of  a  markedly  sluggish,  tonic  cha- 
racter, and  always,  too,  direct  faradisation  of  the  muscles 
yielded  only  a  sluggish  contraction.    This  peculiarity  in  the 
contraction  depends  probably  upon  changes  in  the  muscular 
fibres  themselves.  Their  nutrition  is  impaired,  so  that  the  short, 
lightning-like  contraction  cannot  be  produced ;  while,  on  the 
other  hand,  excitation  of  the  nerve  even  with  instantaneous  or 
passing  stimuU  (faradic  current)  is  effected.    This  state  would 
seem  to  be  intermediate  between  those  which  are  marked  by 
the  complete  and  partial  forms  of  the  reaction  of  degeneration 
and  may  be  regarded  as  a  transition  between  them.   The  name 
'  faradic  reaction  of  degeneration,'  which  E.  Remak  has  proposed 
for  this  condition,  is  not  sufficiently  expressive,  and  I  have  pro- 
posed instead  that  it  be  called  the  'partial  reaction  of  degenera- 
tion with  coincident  (or  else  indirect)  sluggish  contraction. 
Its  diagnostic  import  is  almost  the  same  as  that  of  the  pai'tial 
reaction  of  degeneration,  and  from  the  point  of  view  of  prognosis 
it  may  be  taken  as  holding  a  place  intermediate  between  this 
and  the  complete  form.    It  may  be  present  at  the  stage  of  de- 
feneration or  of  repair,  or  may  endure  more  persistently  for  a 
foncrer  time  in  the  course  of  the  disease.    The  discrepancies 
between  the  results  obtained  from  clinical  observations  and 
from  experiments  upon  the  lower  animals,  as  well  as  between 
M,e  conclusions  of  different  observers,  which  arose  so  frequent! 
in  the  investigations  of  the  various  problems,  ^1^--  to  vanish 
in  the  most  satisfactory  manner  wUh  the  progress  of  lat.i  lo 
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searches,  conducted  with  the  utmost  care  by  Leegaard  and 
Bastelberger.  The  statements  of  Vulpian,  who  would  have  us 
believe  that  there  can  be  no  question  of  a  constant  increase  of 
excitability  and  the  ascendency  of  the  ACC,  hardly  call  for 
comment.  They  are  in  direct  opposition  to  the  experience  of 
the 'other  observers  who  have  devoted  themselves  to  their 
subject  in  a  far  more  zealous  and  conscientious  manner. 
Equally  false  is  the  assertion  of  Goldschmidt,  according  to 
whom  the  muscles  of  the  rabbit  when  exposed  exhibited  quite  a 
different  reaction  to  that  which  followed  excitation  through  the 
skin.  The  fallacy  has  been  exposed  by  Bastelberger,  who  worked 
in  the  same  laboratory.  The  latter  found  no  distinction  between 
covered  and  exposed  muscle,  and  he  further  demonstrated,  in 
opposition  to  Vulpian,  an  almost  invariable  rise  in  galvanic  ex- 
citability and  the  uniform  ascendency  of  the  ACC. 

There  is,  therefore,  a  very  satisfactory  agreement  between 
clinical  facts  and  the  information  derived  from  experiments,  and 
if  discrepancies  occasionally  arise,  this  is  no  more  than  might 
be  expected.  A  man  is  not  a  rabbit ;  and  even  as  seen  amongst 
rabbits  the  results  are  not  always  the  same.  At  any  rate,  in  all 
important  particulars  there  is  an  ample  concurrence  of  testimony. 

The  theory  of  partial  ED,  put  forth  by  Wernicke,  does  not 
seem  to  me  to  meet  all  its  manifestations.  According  to  him 
this  condition  may  be  thought  to  depend  upon  a  partial  degenera- 
tion of  the  nerve  fibres  and  the  muscular  fibres  connected  with 
them,  whilst  some  of  these  remain  unaffected.  This  view 
will  hold  for  certain  forms  of  disease,  as,  for  instance,  limited 
atrophies  without  paralysis,  xjrogressive  muscular  atrophy,  and 
pareses  of  slow  progress.  But  for  the  more  pronounced  condi- 
tions of  complete  paralysis  with  the  partial  KD  (as  in  the  inter- 
mediate form  of  rheumatic  facial  paralysis)  it  does  not  seem 
to  me  to  be  tenable,  and  for  this  reason  :  On  the  one  hand  we 
have  the  contrast  between  the  complete  paralysis,  the  almost 
unimpaired  excitability  of  the  nerve,  and  the  highly  developed 
reaction  of  degeneration  in  the  muscle  ;  on  the  other  the  pro- 
portion is  commonly  absent,  which,  according  to  Wernicke,  we 
should  expect  to  obtain,  between  the  diminution  of  excitability 
in  the  nerve  and  the  modification  of  galvanic  excitability  in 
the  muscle.    These  changes  in  the  excitability  of  the  nerves 
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and  muscles,  if  they  depend  only  upon  the  number  of  fibres 
engaged,  must  bear  a  definite  relation  to  one  another.  If  many 
fibres  are  degenerated  the  reaction  of  degeneration  should  be 
pronounced  and  spread  through  the  entire  muscle,  at  the  same 
time  that  the  normal  contraction  produced  by  the  nerve  should 
be  slow  and  retrograde  :  if  only  a  few  fibres  are  engaged  things 
will  be  reversed — slight  diminution  of  excitability  in  the  nerve 
and  feeble  reaction  of  degeneration  in  the  muscle.  But  the 
truth  is  very  far  from  this.  I  have  devoted  much  attention  to 
this  condition,  and  I  have  found  in  many  instances  that  the 
entire  muscle  responded  vigorously  to  both  forms  of  stimulus : 
to  the  direct  excitation  with  a  protracted  and  sluggish,  to  the 
ndirect  with  a  short  and  lightning-like,  contraction.  It  follows 
that  the  muscle  fibres  have  all  or  nearly  all  undergone  struc- 
tural change,  and  that  the  nerve  fibres  are  all,  or  nearly  all,  free 
from  it.  It  is  the  same  condition  as  we  find  at  a  certain  stage 
of  repair  when  excitation  of  the  nerve  causes  a  short  and  rapid 
contraction,  while  direct  excitation  produces  a  slow  and  altered 
movement.  Further,  I  consider  Wernicke's  theory  incompatible 
with  the  occurrence  of  a  marked  reaction  of  degeneration  in 
muscles  which  have  not  been  paralysed  or  even  weakened  to 
any  appreciable  extent. 
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LECTUEE  XI. 

4,  The  Myotonic  Electrical  Reaction — 5,  Less  Common  Quantitative  and 
Qualitative  Changes  in  Electrical  Excitability — («)  Increase  of  Secondary 
Excitability  (Reaction  of  Convulsion) — (h)  Diminution  of  Secondary  Ex- 
citability (Reaction  of  Exhaiistion) — (c)  Qualitative  Modifications  of  the 
Law  of  Contractions  occurring  in  Motor  Nerves — (t^)  Different  Behaviour 
of  the  Nerve  with  Paradic  and  Galvanic  Currents — (<?)  Latent  Period  in  the 
Faradic  Excitation  of  a  Muscle — (/)  Diplegia  Contractions — B,  Electrical 
Diagnosis  of  Sensory  Nerves — Anomalies  of  Farado-Cutaneous  and  Farado- 
Musculax  Sensibility. 

4.  The  Myotonic  Electrical  Eeaction. 

In  the  so  called  myotonia  congenita  (Striimpell),  or  Thomsen's 
disease,  there  occurs  a  series  of  changes  in  the  electrical  excita- 
bility which  I  have  lately  closely  studied,  and  for  which  I  have 
proposed  to  employ  a  separate  name,  since  they  possess  many 
characteristics  of  their  own  and  diflfer  somewhat  from  other 
reactions. 

You  know  that  in  this  remarkable  affection  there  is  a 
peculiar  derangement  confined  to  the  muscular  system,  such 
that  the  first  voluntary  movement  after  long  repose  is  exagger- 
ated and  protracted,  and  rendered  to  some  extent  inefficient 
by  tension  and  rigidity  in  the  muscle,  which,  however,  entirely 
disappears  with  continued  action  and  gives  way  to  free  move- 
ment. Moreover,  if  a  sudden  and  energetic  contraction  be  caused 
in  the  muscle  a  condition  of  tonic  rigidity  is  produced  and  per- 
sists for  a  long  time  (10  to  30  seconds)  after  the  voluntary 
stimulus  is  withdrawn  (persistence  of  voluntary  contraction). 
The  affection  is  usually  congenital  and  hereditary — running  in 
families  like  progressive  muscular  dystrophia  and  Friedreich's 
ataxy. 

The  muscles  exhibit  an  athletic  development  amounting  to 
marked  hypertrophy,  are  often  strildngly  hard  and  firm  to  the 
touch,  and  show  a  high  degree  of  mechanical  excitability,  so 
that  when  struck  they  give  a  vigorous  but  persistent  (15  to  30 
seconds)  and  slowly  disappearing  contraction  (persistence  of 
mechanical  contraction).  The  motor  nerves,  on  the  other 
hand,  display  rather  a  diminished  than  increased  excitability. 


-14 


ELECTR  0  T HER  APE  UTICS. 


Electrical  investigation  shows  us,  as  in  the  reaction  of  de- 
generation, a  different  condition  in  the  nerve  and  muscle.  The 
motor  nerves  act  on  the  whole  in  a  quantitatively  and  qualita- 
tively normal  manner  to  both  the  faradic  and  galvanic  currents, 
except  that  KCT  occurs  comparatively  early.  Only  strong, 
concentrated  currents  (the  secondary  faradic  current  with  free 
spring  interrupter,  or  labile  galvanic  currents)  will  produce  a 
tonic  and  notably  persisting  contraction  when  transmitted 
through  the  nerve.  But  even  the  strongest  separate  opening 
shocks  will  only  produce  a  short,  lightning-like  contraction. 
The  muscles,  on  the  other  hand,  display  in  respect  of  both  cur- 
rents a  very  lively  excitability.  Faradic  excitation  with  currents 
of  moderate  strength  gives  a  peristent  contraction  (persistence 
of  the  faradic  contraction).  But  here  again  with  separate 
opening  shocks  we  get  only  very  short  contractions. 

To  galvanism,  on  the  other  hand,  the  muscles  are  very  little 
excitable— exhibit  only  closing  contractions,  and  the  anode  and 
kathode  preponderate  indifferently.  But  the  most  remarkable 
phenomenon  is  the  extraordinary  sluggishness  and  long  per- 
sistence  of  the  galvanic  contraction.  The  minimum  excitation, 
to  be  sure,  yields  with  the  kathode,  but  hardly  ever  with  the 
anode,  a  short  contraction.  But  with  every  increase  in  the 
current  strength  the  characteristic  sluggishness  becomes 
apparent.  If  the  electrode  is  placed  lightly  upon  a  muscle,  or 
the  circuit  suddenly  closed,  there  sets  in  a  slow  and  gradual 
shortening,  which,  according  to  the  size  of  the  electrode  and  the 
extent  of  the  muscle  under  excitation,  either  throws  the  part 
into  deep  pits  and  furrows  or  causes  the  muscle  to  stand  out 
bodily  in  a  slowly  developed  contraction,  which  determines  the 
characteristic  sluggish  movement  of  the  limb.  This  condition 
remains  for  a  long  period  (5  to  30  seconds)  after  the  stimulus 
has  been  removed,  and  disappears  again  gradually.  It  suggests 
what  may  be  seen  in  some  tenacious  viscid  substance,  when  its 
surface  is  broken  and  the  inequalities  are  allowed  slowly  to 
subside  again.  Finally,  the  stabile  action  of  the  galvanic  current 
is  attended  by  a  very  remarkable  phenomenon  :  this  is  the  occur- 
rence of  rhythmical  undulatory  contractions,  which  uniforml} 
proceed  from  the  K  to  the  A.  It  is  best  seen  when  the  elec- 
trodes are  applied  not  directly  (o  the  muscles  but  close  to  (lu 
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attachments  of  their  tendons— as,  for  instance,  in  the  flexors  at 
the  forearm  when  the  electrode  is  held  in  the  hand  ;  in  the 
vastus  externus  or  internus  when  it  is  placed  at  the  outer  or 
inner  side  of  the  patella,  the  indifferent  electrode  being  at  the 
sternum  or  behind  the  neck.  As  these  contractions  follow  upon 
one  another  in  waves  of  varying  size,  and  at  intervals  which 
differ  in  different  cases,  they  produce  a  very  beautiful  and 
striking  effect.    They  occur  especially  when  a  current  of  con- 
siderable strength  has  been  passed  through  the  muscle,  and 
after  the  cessation  of  the  tumultuous  movements  which  first 
ensue.    As  yet  I  have  seen  the  phenomenon  only  in  the  flexors 
of  the  forearm,  in  the  vasti,  and  in  the  biceps  brachii.    In  the 
latter  muscle  it  was  typically  displayed.    Similar  contractions 
of  an  undulatory  character,  but  without  rhythm  or  uniformity, 
may  also  be  induced  in  the  separate  muscles  by  faradic  excita- 
tions. 

These  peculiarities,  which  are  manifested  essentially  by  a 
variation  in  the  mode  (sluggish  and  persistent)  of  contraction, 
and  are  displayed,  as  we  have  shown,  especially  by  direct  excita- 
tion, are  of  great  importance  in  the  diagnosis  of  Thomsen's 
disease.  They  extend  to  the  entire  voluntary  muscular  system, 
including  the  muscles  of  the  tongue  and  those  of  expression 
and  mastication,  and  whilst  they  are  not  very  obvious  in  the 
facial  muscles  they  are  very  clearly  displayed  in  those  of  the 
tongue. 

As  to  whether  these  phenomena  are  intimately  related  with 
the  structural  changes  which  I  have  established  in  the  exQised 
muscle — excessive  hypertrophy  of  the  muscle  bundles,  with 
considerable  cell  proKferation  in  the  sarcolemma,  transverse 
striation  and  interstitial  connective  tissue  not  notably  altered — 
it  would  be  premature  to  decide.  But  to  my  mind  it  is  in  the 
highest  degree  probable  that,  as  in  the  ED,  so  also  in  the 
myotonic  reaction,  structural  changes  in  the  muscle  are  among 
the  essential  conditions  of  its  manifestation. 

The  myotonic  reaction  is  not  always  easily  recognised.  It 
bears  a  certain  resemblance  (especially  in  the  sluggish  contrac- 
tion and  the  occasional  preponderance  of  the  A)  to  the  ED. 
With  the  complete  ED,  however,  it  cannot  be  confounded, 
since  in  the  latter  the  excitability  in  the  nerve  is  entirely  lost. 
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But  it  may  be  mistaken  for  the  partial  ED  and  especially  for 
the  form  <  with  accompanying  sluggish  contraction  '  (see  p.  210). 
The  two  conditions  are  to  be  distinguished  thus:  In  the 
myotonic  reaction  separate  opening  shocks  always  cause  a  rapid 
shortening ;  excitation  of  the  nerve  acts  in  a  like  manner  ;  the 
characteristic  slowness  of  contraction  is  of  a  somewhat  different 
kind — more  intensive ;  the  persistence  is  quite  conclusive ; 
there  is  no  paralysis,  no  atrophy,  but  rather  hypertrophy ;  the 
condition  extends  to  the  entire  body,  and  is  not  seen  to  change 
while  the  case  is  under  observation.  By  attention  to  these 
facts  the  differential  diagnosis  is  rendered  easy,  as  a  rule.  And 
in  the  same  way  it  may  be  effected  with  even  greater  certainty 
for  tetanus,  pseudo-hypertrophic  paralysis,  and  true  muscular 
hypertrophy  ;  so  that  I  need  not  enter  into  the  details  of  the 
process  for  each. 

5.  Less  Common  Forms  of  Quantitative  and  Qualitative 
Modifications  of  Electrical  Excitability. 

In  this  chapter  I  propose  to  give  some  account  of  the 
various  observations  and  admitted  facts  concerning  the  more 
rarely  occurring  electrical  reactions  of  every  kind — without 
reference  at  present  to  their  practical  import.  They  have  not 
yet  been  invested  with  scientific  value,  and  since  their  existence 
and  importance  are  still  questioned  we  cannot  draw  from  them 
any  useful  inferences  in  diagnosis. 

(a)  Under  the  name  of  the  Reaction  of  Convulsion,  Bene- 
dikt  has  described  a  qualitative  modification  of  excitability, 
such  that  after  a  short  action  of  the  current  there  occur  con- 
tractions much  more  vigorous  and  energetic  than  usual,  which 
may  even  become  convulsive.  This  is  probably  what  Brenner 
meant  by  the  secondary  augmentation  of  excitability.  He 
understood  by  this  term  a  condition  induced  in  the  nerves  by 
the  current  itself  capable  of  being  exj)ressed  in  numbers  for  the 
estimation  of  its  degree.  If,  for  instance,  in  a  given  nerve  the 
KCC  first  occurs  with  16  cells,  but  after  a  somewhat  prolonged 
action  of  the  current  is  produced  by  12  cells,  then  16  cells 
express  its  primary  and  12  its  secondary  excitability.  The 
greater  the  difference  between  these  numbers  (as  in  the  pre- 
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ceding  example  the  second  might  have  been  10,  8,  6) — that  is, 
the  fewer  the  cells  or  the  weaker  the  faradic  current  needed 
eventually — the  greater  the  degree  of  secondary  excitability,  and 
vice  versa.  Unfortunately,  accurate  investigations  are  still 
wanting  to  show  what  part  in  the  production  of  this  secondary 
excitability  must  be  assigned  to  changes  in  the  resistance 
brought  about  by  the  action  of  the  current.  These  changes,  as 
I  have  already  pointed  out  to  you,  are  known  to  be  very  con- 
siderable, and  doubtless  they  are  chieily  instrumental  in  bring- 
ing about  this  phenomenon.  This,  too,  is  the  opinion  of 
E.  Eemak,  and  it  was  because  he  was  conscious  of  the  difficulty 
that  Brenner  himself  has  attached  but  limited  importance  to 
his  discovery. 

Cases,  however,  are  sometimes  met  with  which  really  exhibit 
some  such  modification  of  excitabiKty  as  this — as,  for  instance, 
certain  psychoses,  cerebral  tumours  (Petfina),  many  affections 
accompanied  with  cramps,  chorea,  tetanus,  &c.  But  the  phe- 
nomenon has  not  yet  been  accorded  much  importance. 

Benedikt  also  points  out  that  by  opening  and  closing  the 
circuit  he  produced  not  a  simple  contraction,  but  a  clonic  spasm 
— opening  and  closure  clonus — which  doubtless  was  not  without 
a  corresponding  physiological  state.  Possibly  we  should  class 
with  these  the  peculiar  reaction  which  Vater  von  Artens  has 
described  under  the  name  of '  electrical  palmospasm,'  and  which 
nobody  appears  to  have  observed  since.  In  a  case  of  progressive 
muscular  atrophy  of  the  right  upper  extremity,  with  a  moderately 
strong  faradic  current,  after  removal  of  the  electrode,  or  with 
a  moderately  strong  galvanic  current  at  the  period  of  opening, 
when  applied  to  the  nerves  of  the  arm  there  took  place  in  the 
forearm  and  hand  violent  cramp-like  movements  of  rotation 
and  oscillation,  and  alternately  of  flexion  and  extension  and 
sidelong  distortions.  These  spasms  endured  for  two  and  a  half 
minutes,  and  could  not  be  stopped  by  the  exercise  of  the  will. 
The  condition  lasted  for  some  months. 

(6)  The  converse  of  the  previous  anomaly  is  a  diminution 
of  secondary  excitability,  the  Reaction  of  Exhaustion,  which  is 
perhaps  identical  with  what  Benedikt  has  described  more  lately 
as  the  Liickenreaction.  If,  at  a  time  when  the  nerves  and 
muscles  in  their  unimpaired  condition  show  no  sign  of  exliaus- 
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tion  worth  speaking  of,  they  are  submitted  to  the  frequent  and 
long-continued  action  of  a  stimulus  which  is  at  first  efficient, 
this  in  certain  pathological  states  will  cease  to  be  so,  and  the 
secondary  excitability  will  be  expressed  by  a  greater  instead  of 
a  less  current  strength.  We  have  here,  then,  a  negative  increase 
of  excitability  due  to  the  current  itself,  and  brought  about  by  a 
sort  of  rapid  fatigue  and  exhaustion  of  the  nerve.  Thus,  for 
instance,  the  minimum  contraction  occurs  at  first  with  180 
millimetres  distance  of  coils,  and  after  a  short  time  only  when 
the  distance  is  160  millimetres;  and  again  the  distance  miist 
not  be  greater  than  140  millimetres  to  produce  it.  Or  the 
first  KCC  occurs  with  16  cells.  By  repeating  the  KC  the  con- 
traction is  made  to  grow  weaker  and  weaker,  and  finally  dis- 
^ippears ;  and  then  18  or  20  cells  are  needed  to  develop  it.  The 
greater  the  degree  of  exhaustion,  the  longer  will  be  the  time 
necessary  to  restore  the  muscle,  or  nerve  to  its  normal  vigour 
(Brenner). 

This  condition,  like  the  previous  one,  has  been  but  seldom 
seen,  but  it  is  at  all  events  the  more  common  of  the  two.  Its 
determination  also  is  less  exposed  to  errors  contingent  upon 
inconstant  and  unreliable  instruments,  and  can  be  more  easily 
effected  without  the  agency  of  the  galvanometer.  It  has  been 
observed  in  paralysis  from  cerebral  disease,  in  progressive  muscu- 
lar atrophy  (Benedikt),  and  in  apoplectic  hemiplegia  (Brenner). 
0.  Berger  demonstrated  it  by  faradic  excitation  in  a  case  of 
muscular  hypertrophy,  and  Salomon  in  one  probably  of  chronic 
anterior  poliomyelitis,  where  it  supervened  upon  the  slow  and 
inappreciable  lowering  of  faradic  excitability  in  the  muscles,  as 
■a  transition  to  the  reaction  of  degeneration.  He  also  found  it 
in  a  case  of  long-standing  sciatica.  I  have  myself  observed  it 
with  the  galvanic  current  in  a  case  of  paralysis  agitans,  where 
it  coexisted  with  a  diminution  of  galvanic  excitability.  But 
these  changes  are  of  no  great  practical  or  diagnostic  value. 

(c)  Qualitative  Modification  of  the  Law  of  Contractions 

in  a  Nerve. 

Qualitative  changes  in  the  law  of  contractions  are  as  un- 
common in  the  nerve  as  they  are  frequent  in  the  muscle.  The 
observations  that  have  been  made  upon  this  subject  are  few 
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aud  in  some  respects  unsatisfactory.  Brenner  asserts  that  with 
all  his  extensive  experience  he  has  never  seen  qualitative  modi- 
fications of  contraction  having  their  origin  in  the  nerve. 

Leegaard  has  seen  on  one  occasion  ACC  >  KCC,  and  once  also 
KOC>AOC  in  a  short  quick  contraction.  And  Stintzmg 
observed  the  same  phenomenon  once  after  stretching  of  the 
sciatic  nerve.  For  my  own  part  I  have  found  in  the  course 
of  a  careful  and  accurate  investigation  in  two  cases  the  ACC 
appearing  earlier  than  the  KCC  in  the  ulnar,  while  the 
contraction— short  and  quick  as  lightning— was  of  a  purely 
nervous  character.  They  were  both  cases  of  chronic  spmal 
disease.  One  was  a  tabes  dorsalis,  and  here,  in  the  two  ulnars, 
with  weak  currents  the  ACC  was  developed  earlier  and  of  a 
more  vigorous  character  than  the  KCC  (with  6  and  10  cells) ; 
whereas  with  greater  current  strengths  (12  to  16  cells)  the 
KCC  prevailed  more  and  more.  In  the  other  instance  i^recisely 
the  same  thing  occurred.  It  was  a  complicated  spinal  affection : 
spastic  paralysis  of  the  legs,  paresis  with  exaggerated  reflexes 
in  the  arms,  sensory  derangements,  ataxic  symptoms,  &c.,  con- 
fined to  the  left  arm.  In  the  left  ulnar  alone  there  was  prema- 
ture and  over-energetic  manifestation  of  the  ACC  with  weak 
currents,  while  the  stronger  exhibited  the  normal  condition. 
More  precise  investigation,  consequently,  showed: 

With  10  cells  ACC  KC- 
„    12    „    ACC  >KCC 


14 
16 
18 
20 


ACC  >  KCC 
ACC  =  KCC 
KCC"  >  ACC,  AOC 
KCC" >  ACC,  AOC,  KOC 


These  results  were  uniformly  obtained  in  repeated  examin- 
ations. I  should  also  mention  that  the  KOC  appeared  almost 
synchronously  with  the  AOC.  At  length  the  same  phenomena 
occurred  in  the  radial  and  median,  of  the  left  side.  In  the 
nerve  trunks  of  the  right  side  as  in  both  peroneals  galvanic 
excitability  was  of  normal  quantity.  Petfina  has  demonstrated 
a  similar  ascendency  of  the  ACC  in  cerebral  tumours.  • 

'  In  a  CiiBc  of  progressive  muscular  atrophy  Eernliardt,  exciting  the  ulnar 
nerve,  obtainud  contractions,  which  were  all  of  normal  rapidity,  in  the  following 
order  :  AC,  KO,  AO,  KC. 
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In  another  case  of  long-standing  disease,  probably  sclerosis 
of  the  cervical  part  of  the  cord,  accompanied  with  spastic  paresis, 
rigidity  of  the  right  arm,  &c.,  I  have  clearly  proved  the  ACC 
>  KCC  in  the  ulnar  nerve,  where  also  the  AOC  was  usually  the 
first  to  appear.  Chvostek  would  seem  to  have  seen  a  similar 
phenomenon  in  the  nerves  of  the  arm  in  a  case  of  tetanus,  viz. 
AOC  as  the  earliest  reaction. 

We  must  also  regard  as  a  qualitative  anomaly  of  the  law 
of  contractions  the  fact  established  by  Eumpf,  that  the  AOC 
occurs  earlier  and  more  readily  in  nerves  whose  connection 
with  nerve  centres  is  broken.  This  fact,  which  was  first  dis- 
covered by  experiment,  has  been  verified  in  the  human  subject 
by  Eumpf  in  connection  with  appropriate  cases  of  motor  paraly- 
sis of  recent  origin.    I  give  two  of  these  : 

\st.  Paralysis  of  radial,  caused  by  crutches.    15  days. 

Healtliy  Side.  Affected  Side. 

KCC    .       .    with  11°  deflection  of  needle    12°  deflection  of  needle 
ACC    .       .      „    29°       „  „  30°  „ 

.       .      „    35°       „  „  25°  „ 

Hence  increased  anodic  excitability. 

2nd.  Paralysis  a  frigore  of  radial.    8  days. 

Healthy  Side.  Affected  Side. 

KCC    .       .    with  21°  deflection  of  needle    33°  deflection  of  needle 
KD>  .       .      „    38°       „  „         37°  „ 

ACC    .       .      „    36°       „  „  35°  „ 

AOC    .       .      „    32°       „  „         23°  „ 

Hence  diminished  kathodic  and  increased  anodic  excitability. 

But  we  cannot  determine  this  state  of  things  in  all  cases  of 
recent  paralysis,  and  there  is  need  of  further  investigations  in 
this  direction  to  establish  it. 

(d)  Differences  in  the  Behaviour  of  the  Nerve  to  the  Faradic 
and  Galvanic  Currents  respectively. 

When  the  ED  was  first  discovered  most  observers  thought 
that  the  motor  nerves,  like  the  muscles,  behaved  difi"erently  to 
the  faradic  and  galvanic  currents.  I  was  the  first  to  show  clini- 
cally—and experiment  has  borne  me  out— that  this  was  not  so, 
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and  that  in  the  ED  the  nerve  reacts  in  precisely  the  same  way 
to  both  currents — contrasting,  in  this  respect,  with  the  muscle. 
And  this  seemed  to  be  true  under  all  circumstances,  or  at  all 
events  in  the  numberless  investigations  of  the  matter  that  have 
been  made.  No  departure  from  the  rule  has  been  witnessed  in 
a  man  who  exhibited  the  ED. 

Nevertheless  there  are  isolated  facts  which  go  to  prove  that 
this  modification  of  excitability,  theoretically  possible,  does 
really  occur  in  the  nerve.  I  obtained  from  the  crushed  nerve 
of  the  frog  the  first  experimental  evidence  that  bears  upo:^  the 
subject — loss  of  faradic  excitability  in  the  nerve  ;  galvanic  excit- 
ability retained,  but  diminished  for  currents  of  short  duration. 
To  the  comments  which  I  made  upon  this  discovery  I  am  dis- 
posed still  to  adhere.  The  fact  that  Cyon  claims  to  have  seen 
something  analogous  in  one  instance  in  the  crushed  nerve  of 
the  rabbit  is  not  sufficient  to  induce  me  to  regard  the  thing  as 
completely  established.  The  statements  of  Leegaard  on  the 
subject  are  equally  inconclusive. 

Bernhardt  has  quite  lately  established,  in  man,  a  notable 
diminution  (20  to  30  millimetres)  of  faradic,  and  a  considerable 
increase  (6  to  8  cells)  of  galvanic,  excitability,  occurring  in  the 
ulnar  nerve  in  one  of  the  later  stages  of  traumatic  ulnar  para- 
lysis. Notwithstanding  that  the  resistance  was  overlooked  the 
fact  seems  sufficiently  definite  to  be  recorded.  But  the  case 
involved  the  ED,  in  spite  of  the  incomprehensible  and  repeated 
assertions  of  the  author  that  it  was  absent.  For,  according  to 
his  published  account,  there  was  in  the  muscles  supplied  by  the 
ulnar  an  increase  of  galvanic  excitability,  a  preponderance  of 
the  ACC,  a  halting  and  sluggish  contraction,  and  at  the  same 
time  faradic  excitability  was  lessened  or  entirely  lost.  This 
observation,  then,  though  it  has  not  hitherto  been  repeated, 
tallies  with  the  rare  facts  derived  from  experiment  to  which 
allusion  has  been  made  above.  It  is  to  be  desired  that  further 
and  more  accurate  investigation  may  be  undertaken  to  show  de- 
finitely the  existence  in  motor  nerves,  too,  of  a  diminished  excit- 
ability with  ciu-rents  (faradic)  of  short  duration  and  increased 
excitability  with  those  (galvanic)  of  long  continuance. 

We  have  been  long  acquainted  with  this  quality  in  the  muscle 
and  it  has  been  referred  to  physical  causes.    Adamkiewicz,  however', 
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has  lately  felt  the  necessity  of  assuming  an  isogalvanic  and  isofaradic 
muscular  reaction.  This  view  does  not  seem  to  me  to  be  sufficiently 
borne  out  by  facts  to  call  for  much  comment  here.  But  I  am  unable 
to  see  by  what  process  of  reasoning  Adamkiewicz  has  adopted  as 
correct,  and  in  conformity  with  phenomena  observed  in  the  muscles, 
the  long  exploded  theory  of  Eulenburg  that  '  there  are  in  the  motor 
nervous  apparatus  specific  energies  for  galvanic,  faradic,  and  vokmtary 
excitability.'  Has  it  not  rather  been  sufficiently  proved  that  nerves 
and  muscles  behave  quite  differently  in  this  respect  ? 


(e)*  Latent  Period  in  the  Faradic  Excitation  of  the  Muscle. 

With  the  instrument  constructed  by  Marey,  M.  Mendelssohn 
has  estimated  the  latent  period  in  excitation  of  the  muscles  of 
the  living  human  subject.    He  found  that  it  varied,  with  an 
average  length  of  0-006  to  0-008  second,  depending,  on  the  one 
hand,  on  the  intensity  of  the  current  used,  and  on  the  other 
on  the  excitability  and  contractility  of  the  muscles.    In  patho- 
logical conditions  there  was  much  variety  in  the  length  of  this 
latent  period.    Here,  too,  it  was  in  inverse  ratio  to  the  excita- 
bility and  contractility  of  the  muscles.    It  was  uniformly  less 
in  those  that  were  rigid  and  greater  in  presence  of  trophic 
muscular  derangements.    Accordingly  Mendelssohn  observed  a 
shortening  (to  0-003  second)  of  the  latent  period  in  hemiplegias 
with  rigidity,  spastic  spinal  paralysis,  chorea,  &c.,  and,  on  the 
other  hand,  it  was  protracted  (to  0-02  to  0-04  second)  in  hemiple- 
gias attended  with   atrophy,  progressive  muscular  atrophy, 
lateral  amyotrophic  sclerosis,  tabes  at  the  stage  of  paralysis, 
and  atrophy,  and  also  in  hysteria  (0-009  to  0-018  second).  Thus 
there  is  opened  a  new  field  for  investigation  in  electrical 
diagnosis,  such  as  merits  somewhat  more  careful  attention.  It 
would  be  of  great  interest  to  search  more  closely  the  condition 
of  the  latent  period  in  the  RD. 

(/)  Diplegic  Contractions. 

By  this  term  R.  Remak  for  the  first  time  directed  attention  to 
certain  remarkable  phenomena  of  reaction  which  are  exhibited 
in  rare  cases  and  with  a  special  disposition  of  electrodes  convey- 
in.  a  galvanic  current.    Thus,  if  the  positave  electrodes,  shaped 
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like  a  button,  be  placed  ia  the  mastoid  fossa,  or  even  on  the 
nearest  accessible  part  of  the  neck,  with  the  large  flat  negative 
electrode  between  the  shoulder-blades,  or  placed  lower  down 
against  the  vertebral  column  at  the  other  side,  peculiar  move- 
ments, more  or  less  lively  and  extensive,  take  place  in  the  arm 
opposite  to  the  anode,  even  while  the  electrodes  are  retained 
in  position.  These  contractions  are  said  to  be  absent  when  the 
position  of  the  electrode  is  reversed  and  even  when  the  negative 
pole  is  removed  to  the  neighbourhood  of  the  neck ;  and  Eemak 
has  called  them  diplegic,  because  they  are  supposed  to  be  pro- 
duced by  the  meeting  of  (the  currents  from)  two  points  remote 
from  one  another.  Eemak  thought  that  these  contractions  were 
of  a  reflex  nature,  and  looked  upon  the  superior  cervical  gan- 
glion as  their  principal  source,  but  later  he  ascribed  them  to 
the  simultaneous  excitation  of  the  two  sympathetic  ganglia. 
This  is  the  reason  why  the  two  poles  must  be  separated  some 
distance  from  one  another.  By  administering  strychnine  these 
diplegic  contractions  can  be  made  more  apparent.  Eemak  ob- 
served them  especially  in  progressive  muscular  atrophy  and 
arthritis  nodosa ;  and  he  attributed  to  this  diplegic  disposition 
the  remarkable  cures  which  galvanic  treatment  has  effected  in 
these  diseases. 

Later  observers  have  seldom  seen  these  phenomena,  and 
thought  them  of  little  consequence.  Moreover,  it  would  seem 
as  if  they  were  not  always  dealing  with  the  same  thing. 
Drissen  found  diplegic  contractions  in  a  vasomotor  neurosis,  and 
in  paresis  of  the  nerves  of  the  arm  ;  Mor.  Meyer  met  with  it  in 
the  paralysis  of  arsenic  poisoning  ;  Fieber,  in  lead  palsy,  apo- 
plectic paralysis,  &c. ;  Eulenburg,  in  lead  palsy  ;  Eisenlohr,  as  a 
symptom  of  bulbar  paralysis— but  with  the  poles  reversed.  For 
my  own  part  I  have  seen  ill-marked  diplegic  contractions  in  a 
case  of  muscular  atrophy;  also  in  one  of  atrophic  paralysis  of 
the  arm,  with  derangements  of  sensibility  and  nutrition  in  the 
skill  (neuritis  ?  spinal  neuralgia  ?  ).  In  this  they  were  clearly 
seen  only  after  the  administration  of  strychnine  ;  and,  when  the 
electrodes  were  placed  to  the  right,  somewhat  lively  contractions 
(strong  and  fibrillar)  were  produced  in  the  left  hand.  In  a 
third  case  of  atrophy  of  the  muscles  of  the  hand  and  forearm,  of 
obscure  nature  and  stationary  in  the  character,  there  occurred 
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spasmodic  rhythmical  contractions  in  several  fingers  and  the 
muscles  of  the  forearm,  with  diplegia  excitation  in  either 
direction,  whereas  when  the  brachial  plexus  was  directly  excited 
the  muscles  remained  at  rest. 

The  instructions  given  by  other  observers  as  to  the  best 
way  to  produce  these  movements  are  somewhat  at  variance  with 
the  teaching  of  Eemak.  Fieber  has  been  able  to  effect  them 
with  the  faradic  current  as  well ;  and  claims  to  have  established, 
by  his  experiments  on  rabbits,  that  the  superior  cervical  gan- 
glion is  their  point  of  departure.  Mor.  Meyer  brought  them 
about  with  other  points  of  application  (epigastric  fossa,  sternum), 
while  Eulenburg  witnessed  them  with  crossed  or  even  unilateral 
application  of  a  stabile  or  labile  current,  at  any  part  of  the 
trunk  indifferently. 

He  rejects  the  theory  that  would  connect  the  phe- 
nomenon with  the  sympathetic,  but  fails  to  supply  a  better 
in  its  place,  since  he  attributes  it  to  an  exaggerated  excitability 
of  the  muscles  and  reflex  centres.  Benedikt  has  seen  the  con- 
tractions with  a  current  in  the  other  direction,  and  with  the 
faradic  current.  If  we  may  credit  his  observations,  they  occur 
in  all  cases  on  that  side  on  which  the  sympathetic  is  excited  ; 
and  he  finds  them  especially  in  all  cases  where  reflex  excitabihty 
is  exalted,  with  pressure  on  the  sympathetic  in  the  neck — that 
is  to  say,  in  nearly  all  neuroses.  Here,  then,  we  have  a  profusion 
of  conflicting  statements,  which  for  the  most  part  are  but  indif- 
ferently founded,  and  from  which  it  is  impossible  to  derive  a 
very  clear  notion  of  '  diplegic  contractions.'  Of  late  they  have 
been,  perhaps  undeservedly,  neglected.  They  have  not  secured 
any  great  importance  either  in  diagnosis  or  therapeutics.  The 
great  results  achieved  in  the  latter  department  by  Eemak  will 
bear  quite  another  interpretation. 

In  this  connection,  of  reflex  phenomena,  undoubtedly  belong 
the '  galvano-tonic  reflexes,'  which  Eemak  has  studied  so  closely, 
and  also  the  contractions  which  take  place  with  galvanic  ex- 
citation in  the  arm  or  leg  which  is  not  excited  (in  hemiplegia, 
tabes,  &c.),  and  which  are  supposed  to  depend  upon  the 
centripetal  action  of  the  current.  These  reflex  and  snndar 
contractions  since  the  time  of  Eemak  have  been  noticed  only  by 
a  very  small  number  of  observers  (Braun,  Benedikt,  &c.\  and 
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in  no  case  have  they  been  studied  very  carefully.  In  all  proba- 
bility they  are  but  unusual  forms  and  degrees  of  reflex  excit- 
ability. These  considerations  have  no  practical  importance. 

B.  MODIFICATIONS  OF  ELECTEICAL  EXCITABILITY 
IN  SENSOEY  NERVES. 

In  contrast  to  the  abundant  information  we  possess  with 
reference  to  the  motor  nerve  structures  in  electrodiagnosis,  is 
our  great  poverty  in  such  knowledge  concerning  the  sensory 
nerves.  In  speaking  to  you  of  the  electrophysiological  phe- 
nomena of  these  nerves,  I  was  compelled  to  admit  that  we  are 
in  possession  of  but  little  useful  information  ;  but  the  case  is 
perhaps  worse  in  connection  with  pathology.  In  reality  we  are 
acquainted  only  with  a  state  of  simple  increase  (hypersesthesia) 
and  one  of  diminution  (angesthesia)  of  electrocutaneous 
sensibility,  more  or  less  analogous  to  the  other  sensory  derange- 
ments in  the  skin,  especially  to  that  of  pain.  These  disorders 
arise  in  pathological  conditions  of  the  most  various  kinds,  and 
they  are  determined  by  the  methods  pointed  out  before  (Lect. 
VIII.  p.  155).  Electricity  is  of  use  here  only  as  a  means  of 
examining  the  functional  condition,  not,  as  in  the  case  of  motor 
nerves,  for  estimating  changes  in  the  excitability  of  the  con- 
ducting structures,  which  latter  are  quite  apart  from  the  dis- 
order of  function  and  find  their  application  in  diagnosis.  It  is 
to  be  regarded  rather  as  a  more  or  less  eflficient  subsidiary  in 
investigation,  than  as  a  source  of  certain  and  necessary  infor- 
mation for  the  understanding  of  pathological  processes.  Thus 
we  can  tell  by  its  means,  in  the  different  peripheral  and  central 
diseases,  whether  electrocutaneous  sensibility  is  lowered  or 
increased,  and  to  what  extent.  And,  especially  in  unilateral 
disease,  we  can  determine  readily  and  with,  certainty  the  most 
inconsiderable  changes  by  means  of  the  faradic  examination — 
often,  indeed,  better  than  by  the  other  methods  of  investigating 
the  condition  of  sensibility,  in  which  the  stimuli  cannot  be  so 
nicely  adjusted.  I  submit,  as  an  illustration,  a  case  of  traumatic 
injury  in  the  spinal  column,  followed  by  slight  weakness  and 
anaesthesia  of  the  left  leg,  which  latter  was  very  well  exhibited 
by  the  electrical  method  detailed  above  (p.  158). 
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A  Ma/n,  aged  24. 


Place  of  Excitation 

Minimum 

Pain 

Deflection  of 
Needle  with 
12  Cells  and 
ISO  Resistance 

Right 

Left 

Right 

Left 

Forearm  

Ends  of  fingers  .... 

230 
200 
180 
144 
180 
195 
105 

205 
195 
165 
140 
142 
142 
77 

155 
152 
150 
110 
138 
145 
76 

164 
152 
135 
112 
119 
100 
52 

12°-16° 
3°-4° 
3°-3° 
5°-4° 
3°-2^° 
2°-2° 
4°-5° 

Whereas,  therefore,  there  were  no  differences  to  speak  of  in 
the  ujjper  part  of  the  body,  these  were  very  marked  in  the  lower 
extremities,  at  the  expense  of  the  left  side.  And  this  the 
numbers  sufficiently  point  out. 

In  tabes  dorsalis,  where  an  accvirate  means  of  investigating 
the  condition  of  sensibility  is  so  desirable,  it  has  been  found 
that  electrocutaneous  sensibility  is  always  proportional  in 
degree  and  extent  to  the  sensibility  to  pain,  and  that  where 
analgesia  is  present  without  impairment  of  the  sense  of  touch 
the  minimum  faradic  sensation  and  the  minimum  faradic  pain 
are  produced  only  by  very  much  stronger  currents. 

In  many  ca.ses  faradic  cutaneous  sensibility  appears  to  be 
simply  lowered  throughout  the  body  ;  and  the  difference  in  the 
distance  between  the  coils  for  the  minimiun  sensation  and  for 
pain  is  not  much  greater  in  ataxics  than  in  healthy  persons 
(Drosdoff).  Hence  the  expectation  that  I  once  entertained  that 
the  faradic  minimum  sensation  would  vary  with  the  sense  of 
touch  and  that  in  consequence  we  should  have  in  the  faradic  exa- 
mination an  adequate  test  for  the  estimation  of  analgesia,  has  not 
been  realised.  But  faradic  examination  enables  us  to  discover 
certain  anomalies  which  might  otherwise  easily  escape  us.  I 
will  mention  but  one  case  as  an  example.   (See  table  opposite.) 

A  comparison  with  the  normal  tables  will  serve  to  show 
clearly  the  general  diminution  of  farado-cutaneous  sensibility. 

I  have  seen  as  yet  but  one  case  of  tabes  dorsalis  in  which 
there  was  an  evident  faradic  cutaneous  analgesia  while  ttie 
Wes  for  the  minimum  sensation  were  hardly  at  all  reduced. 
The  patient  retained  the  sense  of  touch  and  tempera  nre 
tolerably  unimpaired,  side  by  side  with  complete  analgesia. 
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Tales  Borsalis,  in  a  Man,  aged  36  years  (February  14,  1879). 

(The  figures  for  the  two  sides  correspond  very  closely,  and  are  here  combined.) 


Point  Excited 

Minimum  in 
Mm. 

Piiiu  in 
Mm. 

Deflection  of  Needle 
with  10  Cells 

Cheek  

160 

120 

26° 

Neck  

16i 

110 

20° 

Arm  ..... 

154 

110 

12° 

Forearm  .... 

152 

108 

7° 

Dorsum  of  hand  . 

144 

103 

10° 

End  of  fingers 

90 

70 

3° 

Abdomen  .... 

136 

100 

16° 

Thigh'  

128 

85 

5° 

Leg  

120 

78 

5° 

Dorsum  of  foot 

112 

70 

4° 

Soles  

85 

45 

10° 

The  figures  expressing  the  minimal  farado-cutaneous  sensations 
in  his  case  vary  between  203  mm.  (cheeks),  170  (arm  and  fore- 
arm), 163  (finger  ends),  177  (thigh),  and  150  (sole),  whilst 
throughout  the  entire  body,  the  face  included,  he  did  not 
experience  the  slightest  pain  even  when  the  coils  of  a  power- 
ful sledge  apparatus  were  completely  overlapping.  Decidedly 
this  was  a  sufficient  analgesia.  Still  even  in  tabes  such  a 
phenomenon  is  exceptional.  It  would  be  interesting  to  pro- 
secute further  the  study  of  these  problems,  but  we  require  for 
the  purpose  a  more  perfect  method,  and  a  broader  physiological 
basis  for  the  estimation  of  results.  All  the  researches  that 
have  hitherto  been  made  have  failed  to  secure  for  themselves  a 
position  in  electrical  diagnosis. 

There  have  been  published  of  late  some  observations  which  at 
least  aflFord  a  prospect  of  further  discoveries  in  connection  with  the 
electrical  diagnosis  of  sensory  nerves.  M.  Mendelssohn  found  in  a 
number  of  tabetics  that  at  the  skin  (and  not,  as  it  would  seem,  at 
the  sensory  nerve  trunks  themselves)  the  ACR  was  greater  than  the 
KCR,  that  in  some  there  was  no  opening  sensation,  and  that  in 
others  the  KCR  was  absent  and  only  the  ACR  could  be  obtained.  We 
have  here,  therefore,  anomalies  of  the  sensory  formula  (v.  sup.  p.  96) 
which  Mendelssohn  would  do  well  to  compare  with  the  RD  in  muscles. 
They  seem  to  me  rather  to  be  alnalogous  to  the  qualitative  modifica- 
tions  of  the  law  of  contractions  in  motor  nerves  (v.  sup.  p.  218). 

The  anomalies  of  electrical  sensibility  of  the  skin  (as  before,  not 
of  the  nerve  branches  in  the  skin)— diminution  of  faradic,  increase  of 
galvanic  excitability,  and  the  like— which  Gerhardt  has  found  in 
herpes-zoster,  and  to  which  he  has  applied  the  term  '  sensory  reac- 
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tion  of  degenevation,'  require  still  to  be  established  by  more  accurate 
methods,  in  which  the  resistance  to  the  current  must  be  estimated  and 
regard  had  to  possible  differences  between  the  sensibility  of  the  skin 
itself  and  that  of  the  nerve  trunks,  the  contigent  electrolytic  action  of 
the  current,  &c.  At  any  rate,  these  observations  do  not  seem  to  me 
to  prove  that  there  is  a  reaction  of  degeneration  in  the  sensory 
nerves  in  every  case  of  shingles. 

At  the  present  day  we  hear  nothing  of  the  investigation  of 
farado-muscular  sensibility,  to  which  Duchenne  attached  so 
great  an  importance  in  diagnosis.  This  may  be  suppressed  in 
pathological  conditions  without  at  the  same  time  any  loss  of 
farado-cutaneous  sensibility  (in  hysteria,  Duchenne),  but  as  a 
rule  there  coexist  derangements  of  sensibility  in  the  skin  too. 
Often  again  farado-muscular  sensibility  is  retained  side  by  side 
with  cutaneous  antesthesia,  as,  for  instance,  in  a  unilateral  spinal 
lesion  (Lanzoni).  But  these  facts,  however  interesting  from  the 
point  of  view  of  pathology,  have  no  significance  in  diagnosis. 


LECTUEE  XII. 

C,  Electrical  Diagnosis  of  the  Nerves  of  Special  Sense— 1,  Optic  Nerve  and 
Eetina— 2,  Auditory  Nerve  and  the  Organs  of  Hearing— («)  Simple  Galvanic 
Hyperc-Bsthesia— (&)  Hypera3sthesia  with  Modification  and  Inversion  of  the 
Normal  Formula— (c)  Qualitative  Anomalies  without  Hyperesthesia— 
(^Z)  Torpor  — 3,  Nerves  of  Taste  —  Electrical  Diagnosis  of  Vasomotor 
]srerves— Of  the  Sympathetic— Of  the  Pneumogastric— Of  the  Central 
Nervous  System,  &c. 

C.  MODIFICATIONS  OF  ELECTEICAL  EXCITABILITY 
IN  THE  NEEVES  OF  SPECIAL  SENSE. 

1.  It  is  with  great  reluctance  that  I  am  compelled  to  admit, 
with  reference  to  pathological  conditions  of  the  electrical  excit- 
ability of  the  eye,  that  hitherto  there  have  been  but  very  few 
researches  and  discoveries  connected  with  the  Optic  Nerve  and 
Eetina,  notwithstanding  that  this,  perhaps  more  than  any  other, 
organ  'by  reason  of  its  accessibility,  the  frequency  and  im- 
Tjortance  of  its  nervous  affections,  and  its  intimate  connection 
with  many  serious  disorders  of  the  central  nervous  system  and 
other  parts  of  the  body,  would  seem  to  merit  the  closest  inves- 
tigation, and  to  afford  a  promise  of  the  most  ample  results.  It 
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will  be  easily  conceived  that  there  are  here  many  facts  of  interest 
and  importance  to  be  discovered :  as  to  whether,  for  instance, 
qualitative  modifications  in  the  law  of  optical  excitation,  such 
as  changes  of  colours,  of  the  opening  and  closure  reaction,  &c., 
are  met  with  in  disease  of  the  retina  and  optic  nerve  ;  and  to 
what  extant  quantitative  changes  obtain  in  the  difierent  forms 
and  phases  of  amblyopia.  It  would  be  interesting  in  diseases 
of  the  transparent  media  of  the  eye  to  determine  whether  the 
excitability  of  the  retina  and  optic  nerve  is  unaffected,  and  to 
ascertain  the  nature  of  the  luminous  sensations  in  hemianopia, 
central  scotomata,  &c.,  and  finally  to  learn  whether  in  peripheral 
affections  of  the  retina  and  optic  nerve  luminous  and  galvanic 
sensations  continue  to  be  produced  by  excitation  of  the  central 
fibres  in  the  nerve  trunk  or  optic  tract,  or,  as  it  may  be,  in  the 
brain  at  certain  parts  of  the  cortex.  This  is  a  question  of  the 
highest  physiological  importance,  and  certainly  it  is  not  withouo 
its  practical  interest. 

Of  all  this,  unfortunately,  little  or  nothing  has  been  ascer- 
tained. It  has  been  long  known,  indeed,  that  the  galvanic  re- 
action of  the  optic  apparatus  is  lessened  or  lost  in  amaurosis, 
optic  atrophy,  &c. ;  but  Neftel,  proceeding  upon  Brenner's  mode 
of  exploration,  was  the  first  to  give  any  detailed  account  of  the 
process.  He  found  in  a  case  of  hemianopia  a  defect  of  the 
galvanic  colour  disc,  sufficiently  characteristic  of  the  affection, 
and  the  same  thing  is  said  to  occur  in  detachment  of  the  retina. 
He  found  as  a  rule  that  the  galvanic  reaction  of  the  eyes  varies 
with  the  visual  power,  and  he  further  assumes  a  pathological 
hypercesthesia  (ready  excitability)  and  a  torpor  (difficult  excita- 
bility) of  the  optic  nerve.  But  the  two  cases  cited  in  support  of 
this  view  are  not  conclusive,  since  they  were  examined  without 
a  galvanometer.  In  unilateral  hysterical  paralysis  Neftel  affirms 
that  he  has  often  failed  to  find  the  galvano-optical  reaction  even 
in  the  eye  of  the  sound  side.  M.  Kosenthal,  on  the  other  hand, 
found  this  reaction  diminished  on  the  side  of  the  hysterical  an- 
aesthesia in  proportion  to  the  high  degree  of  amblyopia  present. 

I  have  myself  availed  of  the  material  which  occasionally 
presented  itself  to  undertake  researches  which  still  I  must 
regard  as  insufficient.  They  are  attended  with  very  great 
difficulties,  and  it  is  especially  in  cases  of  unilateral  disease 
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that  a  positive  result  is  almost  unattainable,  because  the  sound 
eye  by  means  of  its  great  excitability  is  readily  affected  by  the 
shocks,  and  its  reactions  seriously  complicate  the  investigation. 
I  append  a  brief  outHne  of  some  of  my  cases. 

1.  Optic  Neuritis  (bilateral),  followed  by  atrophy  of  the  optic 
nerve;  amblyopia  (fingers  at  6  and  2  feet). — On  both  sides  a  feeble 
galvanic  sensation  (whitish),  without  any  sense  of  colour,  and  no 
difference  between  the  two  poles  at  opening  or  closure. 

2.  Fracture  of  the  Skull. — Left  eye,  complete  amaurosis.  Right 
eye,  amblyopia  and  temporal  hemianopia.  No  galvanic  reaction  in 
left  eye.  In  right  galvanic  sensations  of  light  confined  almost 
exclusively  to  the  median  (left)  half  of  visual  field. 

3.  Cerebral  Tumour. — Complete  bilateral  amaurosis;  at  first 
papillary  congestion,  later  whole  atrophy  of  optic  nerve.  With 
electrode  B  at  neck,  when  A  is  placed  on  the  right  temple  or  the 
right  or  left  closed  eye,  the  luminous  sensation  occurs  only  in  right 
with  KC  and  AC.  If,  then,  A  is  placed  on  the  left  temple  there 
occurs  with  the  luminous  sensation  in  the  right  eye  a  feeble  one  also 
in  the  left.  (Here  the  explanation  is  obscure.  Does  it  depend  upon 
the  tract  excited  1) 

4.  Amhlyoina  of  Right  Eye,  from  retrobulbar  neuritis. — A  lively 
galvanic  reaction  in  the  left  eye.  In  the  right,  with  6  or  8  cells,  no 
luminous  sensation.  A  few  months  later,  with  distbact  improvement 
of  the  visual  power,  the  right  eye  reacted  as  evidently  but  more 
feebly  than  the  left. 

5.  Tabes  Dorsalis,  with  Complete  Amaurosis,  from  atrophy  of  optic 
nerves.— Had  previously  had  a  perceptible  galvanic  sensation  of  light, 
which  now  was  absent  even  with  a  transverse  current  thi-ough  the 
mastoid  apophyses,  and  with  excitation  of  the  supramargiaal  gyi-us 
by  means  of  a  large  electrode  (to  excite  the  optic  centres  in  the 
cortex),  and  with  a  current  so  strong  as  to  produce  a  reaction  in  the 
auditory  with  moderate  hyperajsthesia  of  that  nerve. 

6.  Bilateral  Amaurosis,  caused  by  a  pistol  bullet  penetrating  the 
i-icrht  temple.— In  the  left,  a  trace  of  vision;  in  the  right,  total 
bbndness.  Sense  of  smell  lost.  On  the  right  side,  with  4  or  6  cells 
and  galvanic  excitation,  as  direct  as  possible,  an  evident  sensation  of 
light.  On  the  left,  a  feeble  sensation  of  light  with  2  cells,  strong 
with  4  or  6  cells.    Later,  marked  improvement  of  vision. 

I  purposely  abstain  from  drawing  any  conclusions  from  so 
email  a  number  of  observations.  But  it  is  my  belief  at  all 
svents  that  there  is  here  a  held  for  research  which  would  be  by 
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no  means  unproductive  and  which  yet  remains  open.  I  would 
recommend  it  to  the  attention  of  oculists. 

2.  We  are  much  more  fortunately  situated  with  reference 
to  the  pathological  reactions  of  the  nervous  mechanism  of  hear- 
ing of  the  Auditory  Nerve,  in  short.    Here,  thanks  to  the 

efforts  of  Brenner  especially,  an  abundance  of  interesting  in- 
formation has  been  obtained,  and  it  is  from  pathological  con- 
ditions that  we  derive  the  accurate  knowledge  we  possess  of 
the  normal  reaction  of  the  auditory  nerve.  It  is,  in  fact, 
especially  amongst  those  suffering  from  aural  affections,  and  in 
whom  the  nervous  mechanism  of  hearing  often  reacts  with  an 
almost  marvellous  readiness  and  ease  to  the  galvanic  current, 
that  we  can  conduct  investigations  without  any  annoyance  to 
the  patient  and  obtain  the  most  striking  results.  And  these 
results  have  already  proved  of  great  practical  utility ;  for  it 
has  been  shown  that  in  a  definite  series  of  cases  the  deductions 
from  electrical  examination  directly  suggested  the  form  of 
electrical  treatment  and  the  method  to  be  adopted  in  applying 
it.  For  the  most  part  they  were  cases  of  obstinate  tinnitus, 
that  resisted  every  other  means  of  cure,  but  succumbed  to 
galvanism  in  a  most  brilliant  manner,  as  you  will  learn  later 
more  in  detail. 

At  any  rate  I  would  urgently  impress  upon  aural  sm^geons 
the  expediency  of  a  galvanic  examination  in  every  case  of 
serious  and  chronic  disease  of  the  ear.  In  a  very  considerable 
number  of  instances  the  most  interesting  results  are  obtained, 
even  though  it  is  not  always  possible  to  bring  about  the 
desired  therapeutic  ends. 

In  the  course  of  his  researches  Brenner  found  a  large 
number  of  anomalies  in  the  galvanic  reaction  of  the  auditory, 
and  these  have  been  confirmed,  and  perhaps  the  subject  com- 
pleted, by  many  subsequent  observers  (Hagen,  Moos,  Erb, 
Hedinger,  Erdmann,  Eulenburg,  &c.)  ]3y  far  the  most  frequent 
of  these  anomalies  are — 

(a)  Simple  Galvanic  Ilypercesthesia  of  the  Auditory. 

This  is  characterised  by  the  more  or  less  ready  excitability 
of  the  auditory  nerve  without  any  modification  of  the  normal 
formula.    Indeed  it  is  often  astonishing  to  witness  the  ease 
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'with  wliich  the  auditory  reacts  in  such  cases ;  with  currents 
that  are  almost  imperceptible  and  hardly  affect  the  needle  of 
the  galvanometer  the  complete  formula  of  the  auditory  reactions 
can  be  obtained.  Even  when  the  electrode,  if  negative,  is 
placed  in  the  subclavicular  fossa  or  on  the  neck,  patients  of 
this  class  are  knovra  to  complain  spontaneously  and  of  their 
own  accord  of  noises  in  the  ear.  It  is  by  such  cases  that  the 
existence,  precision,  and  regularity  of  the  galvanic  auditory 
reaction  can  be  made  clear  to  the  most  obtuse  and  brought 
home  to  the  most  sceptical. 

Thus  an  increased  power  of  reaction  even  with  a  very  weak 
current  is  the  first  and  most  striking  evidence  of  this  galvanic 
hypersesthesia.  This  is  evinced  not  merely  by  the  early  oc- 
currence of  sensations  with  the  KC,  but  also  by  the  fact  that 
the  AO  sensation  is  produced  by  comparatively  feeble  currents 
and  close  upon  the  KCS. 

Later  it  is  found  that  the  sensations  of  sound  become  very 
loud  and  intense  and  very  marked  in  timbre  and  character 
(loud  blowing,  groaning,  roaring,  ticking,  &c.)  Further,  these 
sensations  of  sound  are  remarkably  protracted;  they  are  of 
much  longer  duration  than  usual,  so  that  very  soon  the  KC 
sound  comes  to  last  during  the  entire  period  of  closure  in  the 
circuit,  although  with  a  somewhat  decreasing  intensity  (and 
hence  the  KD  reaction  oo  =  infinite  duration) ;  and  in  like 
manner  the  AO  reaction,  usually  momentary,  becomes  changed 
into  a  loud  noise  which  lasts  for  some  time  (20  to  40  seconds) 
and  slowly  dies  away. 

The  formula  for  simple  auditory  hyperresthesia,  as  it  is 
obtained  with  much  weaker  currents  than  in  the  normal  nerve 
(with  12,  8,  or  4  elements  as  against  16  normal),  is  expressed 
in  order  thus : — 


Brenner  has  further  shown  that  in  this  condition  of  hyp 
thesia  the  secondary  and  tertiary  excitability  is  essentia 


KCN" 
KDNoo 
KO  . 
AC  . 
AD  . 
AOn'> 


very  loud  noises  in  the  ear 

noises  lasting  as  long  as  the  current  remains  closed 


nil 
nil 
nil 


brisk  noises,  gradually  dying  away 
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increased,  and  that  this  increase  is  shown  even  in  the  response 
to  simple  positive  and  negative  changes,  as  well  as  in  several 
other  respects. 

As  a  higher  degree  of  hypergesthesia  must  be  reckoned  what 
Brenner  has  described  under  the  name  of  the  'paradoxical  reac- 
tion.' This  may  be  briefly  said  to  be  characterised  by  the  fact 
that  when  only  one  ear  is  armed  and  explored  and  the  other 
electrode  is  placed  in  the  hand,  on  the  sternum,  or  elsewhere  in 
a  fixed  position,  the  other  ear  reacts  at  the  same  time  and  in 
the  same  way  with  reference  to  the  indifferent  electrode,  as  if  it 
were  armed  with  the  latter.  This  is  regarded  as  paradoxical 
only  because  Brenner  has  found  that  the  reaction  of  the  ear  or 
auditory  nerve  is  in  all  cases  determined  by  the  nearest  elec- 
trode. We  should  expect,  therefore,  in  the  case  alluded  to  that 
the  unarmed  ear  should  also  be  influenced  in  its  reaction  by 
the  electrode  with  which  the  other  ear  is  armed,  since  that  is 
much  nearer  to  it  than  the  one  held  in  the  hand  or  placed  on 
the  sternum.  Now  this  is  not  so :  quite  the  contrary.  But  it 
may  easily  be  shown,  as  I  have  stated  in  its  proper  place,  that 
with  the  mode  of  exploration  described  all  the  currents  enterr 
ing  the  skull  by  one  ear  must  leave  it 
through  the  neck ;  whether  the  elec- 
trode B  be  placed  behind  the  latter,  in 
the  hand,  or  on  the  sternum,  or  on  one 
of  the  legs,  it  matters  not  (fig.  25) ; 
and  in  every  case  the  effect  is  the  same 
as  if  the  indifferent  electrode  were  ap- 
plied to  a  transverse  section  of  the  neck. 
But  in  every  case  too  the  unarmed  ear 
is  nearer  to  the  transverse  section  of 
the  neck  than  to  that  to  which  the  elec- 
trode is  applied.  Its  reaction  is  there- 
fore determined  by  the  indifferent  elec- 
trode acting  from  the  neck.  Seen  in 
this  way  the  phenomenon  is  no  longer 
a  paradox.  It  is  merely  the  expression  of  a  degree  of  excitability 
so  high  that  even  the  feeble  shocks  which  reach  the  unarmed  ear 
are  sufficient  to  produce  in  it  the  sensation  of  sound.  It  would 
be  better,  perhaps,  to  abandon  altogether  the  term  '  paradoxical 


Pig.  25. — Diagram  to  sliow  tlio 
distribution  of  the  ciu-reiit  tlu-ougU 
the  liciiil,  when  one  ear  is  arnieil 
with  tlio  anode.  Tlio  virtual  K  is 
represented  at  tlie  transverse  sec- 
tion oi  the  ncclv. 
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reaction.'  In  order  to  show  how  the  thing  occurs  I  supply  the 
following  case  of  bilateral  hyperesthesia  of  the  auditories : — 

(iVoifJe.— Electrode  A  to  left  ear ;  electrode  B  in  the  hand.) 

Armed  Ear.    Unarmed  Ear. 
8  cells :       KCN"  — 
KDNoo  — 
KO  n> 
AC  N 
AD  Noo 
AOn>  — 

The  sensations  of  sound,  therefore,  alternate  in  the  two 
ears,  and  it  is  possible  by  using  one  or  other  pole  to  produce 
them  in  either  at  will,  with  opening  or  closure.  This  occurs 
with  mathematical  constancy,  and  more  than  anything  else  can 
be  made  to  demonstrate  the  most  striking  effects. 

But  if  this  increased  excitability  is  present  in  one  side  only, 
while  the  other  ear  is  healthy,  it  may  happen  that  the  regular 
formula  of  hypersesthesia  is  derived  from  the  affected  part,  and 
at  the  same  time  if  the  sound  ear  is  armed  and  examined  it 
remains  unaffected  by  a  certain  strength  of  current,  but  the 
paradoxical  sounds  are  produced  in  the  hypertesthetic  one,  oppo- 
site. Thus  it  is  a  remarkable  fact  that  the  unarmed  ear  reacts, 
while  that  to  which  the  electrode  is  applied  fails  to  do  so.  I 
have  recorded  many  such  instances. 

When  the  paradoxical  reaction  is  present,  if  both  ears  are 
examined  at  once  with  the  same  (divided)  electrode  they  both 
react  with  full  energy. 

This  simple  galvanic  hypersesthesia  of  the  auditory  is  cer- 
tainly of  common  occurrence.  I  have  often  found  it  accident- 
ally in  people  who  are  hardly  conscious  of  any  abnormal  condi- 
tion. It  may  be  manifested  by  moderate  disturbance  of  hearing 
accompanying  slight  but  appreciable  changes  in  the  ear,  as 
thickening  and  retraction  of  the  membrana  tympani,  partial 
atrophy  of  that  structiue,  &c. ;  and  it  is  very  common  in  long- 
standing ear  diseases  of  every  kind— e.g.  prolonged  suppuration, 
purulent  inflammation  of  the  middle  ear,  perforated  tympanum, 
chronic  catarrh  of  the  middle  ear  accompanied  with  difficulty  of 
hearing  and  noises,  also  in  caries  of  the  petrous  portion  of  the 
temporal  bone,  in  consequence  of  gunshot  wounds  and  other 
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lesions,  in  fractures  of  the  skull,  in  rheumatic  and  traumatic 
facial  paralysis,  &c. 

Brenner  further  lays  stress  upon  the  very  frequent  co-exist- 
ence of  this  and  other  morbid  reactions  in  the  auditory  nerve 
with  central  and  intracranial  disorders,  involving  paralysis  of 
the  optic  mechanism,  and  his  statement  is  supported  by  Hagen 
and  myself  as  the  result  of  observation  of  a  number  of  cases, 
amongst  them  paralysis  of  the  ocular  muscle,  mydriasis,  paresis 
of  accomodation,  &c.,  following  upon  fractures  of  the  skull  and 
intracranial  disease  of  various  kinds.  It  is  undoubtedly  in  many 
instances  a  mere  coincidence ;  but  there  is  often  too  a  causal 
relation  between  the  two  states  and  they  are  seen  to  depend 
equally  upon  the  same  central  changes. 

Gralvanic  hyperaesthesia  (and  other  anomalies)  of  the  audi- 
tory are  in  fact  occasionally  met  with  in  central  diseases — 
affections  of  the  brain  and  spinal  cord,  tabes,  chronic  myelitis 
and  encephalitis,  cerebro-spinal  meningitis,  tumours,  &c.  The 
exact  connection  between  these  disorders  and  the  central  lesion 
has  not  yet  been  sufficiently  established.  It  may  be  that  the 
central  disease  directly  affects  the  galvanic  excitability  of  the 
auditory,  in  such  a  manner  as  is  often  to  be  seen  in  connection 
with  motor  nerves,  e.g.  in  tetanus  and  tabes.  Again,  it  is  con- 
ceivable that,  as  in  neuroretinitis  and  papillitis,  trophic  derange- 
ments take  place  in  the  auditory  as  a  consequence  of  the  cen- 
tral disease  and  give  rise  to  the  anomalous  reactions.  Lastly, 
it  is  possible  that  the  hyperaesthesia  of  the  auditory  is  secondary 
to  disease  of  the  middle  ear,  itself  produced  in  this  way.  All 
these  conjectures,  however,  demand  closer  consideration.  Very 
interesting  too  is  the  galvanic  hypersesthesia  of  the  auditory,- 
with  or  without  qualitative  modifications  of  the  formula,  which 
Jolly  has  often  demonstrated  in  the  cases  of  hallucinations  of 
hearing. 

Brenner  has  suggested  a  very  ingenious  way  of  accounting 
for  galvanic  hypersesthesia  in  ear  disease.  It  is  founded  upon 
the  well-known  fact  that  the  nerves  of  special  sense,  when 
long  deprived  of  their  appropriate  stimulus,  are  thrown  into  a 
state  of  intense  excitability  or  '  craving.'  Hence  it  is  that  we 
learn  to  distinguish  surrounding  objects  gradually  when  we 
have  been  some  time  in  the  dark,  and  are  dazzled  by  the  day- 
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light  when  we  come  out ;  hence  too  we  see  the  luminous  effects 
of  electricity  better  in  the  dark  than  in  open  day.  So  it  is 
with  the  auditory  nerve.  If  in  consequence  of  disease  of  the 
conducting  structures  the  usual  stimuli  reach  it  with  difficulty 
or  not  at  all,  it  falls  into  this  condition  of  '  craving '  for  excita- 
tion, which  is  displayed  by  a  readier  reaction  to  galvanism.  If 
this  state  of  things  lasts  for  some  time,  other  changes  (nutritive 
derangement)  may  take  place  in  the  auditory,  and  these  are 
manifested  by  a  reaction  which  is  at  once  excessive  and  perverted, 
and  which  may  end  in  the  total  loss  of  excitability  in  the  nerve. 
This  view  would  also  explain  the  anomalies  of  galvanic  reaction 
in  the  auditory,  which  will  be  spoken  of  later.  But,  however 
attractive,  the  explanation  holds  only  for  those  cases  in  which 
galvanic  hypersesthesia  is  coexistent  with  ear  trouble  involving 
the  mechanism  of  hearing.  True  such  cases  are  the  majority, 
but  there  are  certainly  others  in  which  there  is  no  trace  of 
functional  derangement  that  yet  display  galvanic  hyper£Esthesia 
of  the  auditory.  Amongst  the  latter  are  those  which  exhibit 
in  addition  deviations  from  the  normal  formula.  I  have  seen 
many  such,  and  I  have  taken  upon  them  the  opinion  of  aural 
surgeons.  For  these,  then,  we  must  find  some  other  way  of  ac- 
counting for  the  presence  of  galvanic  hyperaesthesia.  Now  there 
is  nothing  to  prevent  our  supposing  that  the  errors  of  nutrition 
which  underlie  the  condition  of  hyperaesthesia,  and  which  we 
meet  with  so  often  in  other  parts  of  the  nervous  system,  may 
here  affect  the  auditory  primarily  and  through  other  chan- 
nels. It  remains,  it  is  true,  to  determine  what  these  channels 
are. 

Simple  hypertesthesia  occurring  in  connection  with  subjec- 
tive noises  in  the  ears  is  constantly  met  with,  and  the  condition 
has  been  accorded  great  practical  importance.  It  is  a  source  of 
intense  discomfort,  and  it  often  resists  every  effort  that  the 
specialists  have  devoted  to  its  cure.  Its  origin  is  not  generally 
understood,  but  Brenner  has  treated  the  subject  with  his 
usual  skill  and  perspicuity.  I  shall  have  occasion  to  revert  to 
this  in  the  part  of  this  work  that  deals  with  therapeutics.  For 
the  present  it  is  sufficient  to  say  that  these  subjective  noises 
are  sometimes  produced  within  the  nerve  itself.  In  a  large 
number  of  such  cases  there  is  present  a  simple  hyperajsthesia 
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of  the  auditory,  and  they  are  further  recognised  by  the  fact  that 
the  electrical  current  has  a  controlling  effect  upon  the  noises 
in  the  ears.  It  is  usually  found  that  the  subjective  sound 
ceases  at  once  and  entirely  with  the  passage  of  the  AC  or  AD 
shock,  while  the  AO  causes  it  to  return  with  as  great  or  even 
greater  severity  than  before.  The  KG  and  KD  greatly  aggra- 
vate the  noises,  and  KO  induces  only  a  momentary  cessation. 
It  very  often  happens  too  that  they  are  diminished  but  not 
completely  dissipated  by  the  AC  shock,  and  this  is  best  seen 
by  reversing  the  current  from  K  to  A.  Finally,  Brenner  has 
observed  cases  in  which  the  noises  were  relieved  by  KC,  KD,  and 
AO — that  is,  by  the  same  excitants  that  cause  acoustic  sensa- 
tions. 

In  another  class  of  these  subjective  noises  we  must  look  for 
their  cause  altogether  outside  the  nerve.  They  are  entirely 
unaffected  by  the  galvanic  current,  whatever  its  force  and 
direction. 

And  there  is  a  third  group  intermediate  between  these  two, 
in  which  noises  of  different  kinds  are  present  together,  so  that 
one  is  amenable  to  the  controlling  influence  of  the  current, 
while  the  other  persists  in  spite  of  it.  Here  again  there  is 
hypersesthesia,  as  a  rule,  although  it  may  not  be  of  a  pure 
form.  The  former  of  these  noises  probably  proceeds  from  the 
nerves. 

It  will  be  seen  from  this  that  in  the  galvanic  exploration  of 
the  mechanism  of  hearing,  by  the  determination  of  galvanic 
hypersesthesia  of  the  auditory  on  the  one  hand,  and  of  the 
soothing  or  exciting  effects  of  the  various  galvanic  stimuli  upon 
the  noises  in  the  ears  on  the  other,  we  have  at  our  disposal  an 
important  criterion  to  help  in  forming  an  opinion  of  the  nervous 
condition  underlying  certain  forms  of  this  troublesome  disease, 
and  so  discriminating  them  from  others. 

As  a  further  development  of  simple  hyperassthesia,  but  of 
less  common  occurrence,  must  be  mentioned — 

(6)  Oalvanic  Hypercesthesia  with  Anomaly  or  even  Conversion 

of  the  Formula. 

Here  to  the  normal  sensations  of  sound  are  added  other 
pathological  sensations — first  usually  the  AC  and  AD  sensa- 
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tions,  later  that  of  the  KO— always  associated  with  the  charac- 
teristic symptoms  of  hyperaasthesia.  The  morbid  sounds 
experienced  almost  invariably  differ,  in  character  and  timbre, 
from  those  produced  from  normal  excitants,  and  they  are  quite 
as  constant  in  their  relation  to  one  another  as  the  normal 
sensations  in  healthy  persons,  or  the  KC  and  AO  sensations  in 
simple  hyperesthesia. 

Let  us  take  in  illustration  the  following  case,  from  a  man  of 
54,  suffering  from  partial  deafness,  old-standing  noises  in  the 
ears,  thickening  and  retraction  of  the  tympanum : — 

Left  ear:  External  method  of  examination;  B  on  the 
hand : — 

lOceUs:       KCWh'    .       .    loud  shrill  wMstUng 
KD  WTioo .       .    prolonged  whistling 
KO  :  h     .       .    short  humming  noise 
AC  :  H'   .       .    loud  buzzing  and  humming 
ADH  >    .       .    gradually  fading 
AOWh  >  .       .    whistling  as  in  KC 

The  sounds  may  be  of  a  very  different  nature  in  different 
cases — whistling,  ringing,  resonant,  humming,  groaning,  buz- 
zing, &c. — but  in  all  the  KC  and  AO  and  KO  and  AC  give  rise 
to  sensations  that  are  similar  to  each  other  and  differ  from  the 
rest. 

But  it  is  also  observed  that  these  new  morbid  sensations 
become  gradually  more  intense  and  grow  louder  and  clearer. 
Further,  they  arise  earlier  and  more  easily  than  the  sensations 
caused  by  the  normal  excitants,  which  on  their  part  become 
less  and  weaker  and  constantly  more  difficult  to  produce. 
Finally,  it  may  happen  that  the  normal  sensations  are  entirely 
lost,  leaving  only  the  morbid  ones,  with  a  constantly  increas- 
ing excitability.  There  is  then  said  to  be  hyperoesthesia  with 
complete  conversion  of  the  normal  formula.  The  following, 
from  my  notes,  will  serve  as  an  example. 

A  lady,  aged  60.  Right  side,  simple  hyperassthesia ;  left, 
hypersesthesia  with  conversion  of  formula.  Deafness  partial 
in  right  ear,  complete  in  left.  Noises  especially  in  left  ear.  Old 
disease  ;  formerly  much  otorrhoea ;  considerable  thickening  and 
retraction  of  the  tympanum  on  both  sides. 
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External  method  of  exploration  ;  B  on  the  hand  : — 


4  cells : 


Eiglit  Ear. 
KCWh' 
KDWhoo 
KO- 


6  cells : 


Left  Ear. 
KC- 
KD- 


AC- 
AD- 
AOWli> 


KOwh> 
ACWh 
ADWhoo 
AO- 


Thus  in  the  left  ear  the  formula  was  absolutely  the  con- 
verse of  the  normal,  while  the  hjrpergesthesia  was  somewhat 
less  than  that  in  the  right.  In  the  left  the  subjective  noises 
were  dissipated  by  the  KC  shock,  but  remained  unaffected  by 


I  would  have  you  remark  here  the  obvious  analogy  that 
exists  between  the  development  of  the  modifications  of  gal- 
vanic excitability  of  muscle  in  the  reaction  of  degeneration,  and 
the  course  of  these  anomalous  processes  in  the  auditory. 

The  various  degrees  of  hyperesthesia,  from  the  simple  form 
to  complete  conversion  of  the  formula,  may  be  expressed  in  the 
following  table  of  abbreviations  (after  Hagen)  : — ^ 


KG: 

Kl" 

Kl' 

Kl' 

Kl 

kl 

KD: 

Klco 

Kloo 

Kloo 

Kl> 

kl> 

KO: 

s 

s 

s' 

s> 

AC: 

S 

S' 

S' 

S' 

S" 

AD: 

s> 

S> 

Soo 

Soo 

Soo 

AO: 

kl> 

kl> 

kl' 

kl 

It  is  unnecessary  to  say  that  you  will  not  be  able  in  each 
individual  case  to  follow  the  entire  course  of  the  development 
of  this  condition,  or  to  determine  its  stage  at  a  given  time. 
Still  a  large  number  of  observations  have  shown  that  in  a 
selection  of  cases  at  all  events  the  course  of  the  modifications 
was  that  represented  here. 

These  forms  of  hyperesthesia,  with  modifications  and  con- 
version of  the  formula,  are  to  be  met  with,  it  would  seem, 
only  in  old  ear  disease,  extensive  destruction  of  the  middle 

'  In  this  table  it  has  been  thought  advisable  to  retain  the  original  symbols, 
so  as  to  prevent  the  misconception  that  might  arise  from  translation.  Kl 
stands  for  '  klingen,'  ringing  ;  S  for  '  sausen  '  or  '  zischen,'  singing  or  buzzing, 
which  finally  may  become  more  intense  and  pass  into  ringing  or  whistling. — 
Teanslatoe. 


AC. 
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ear,  disease  in  the  labyrinth,  &c.  It  is  for  aural  surgeons  to 
determine  the  precise  connection  between  these  and  the  different 
anomalies  of  galvanic  reaction. 

But  in  such  cases  it  may  happen  that  the  hypera3sthesia 
grows  less  and  disappears,  and  there  remain  only  the  anomalies 
of  the  formula.    We  then  speak  of — 

(c)  Qualitative  Anomalies  of  the  Galvanic  Reaction  of  the 
Auditory  without  Hyperoisthesia. 

Under  this  term  are  included  anomalies  of  every  kind  that 
are  not  accompanied  by  increased  excitability  of  the  auditory, 
and  of  these  Brenner,  Eulenburg,  and  others  have  furnished 
many  examples.  Any  conceivable  variation  may  occur  from 
the  normal  reaction  with  all  six  excitants  to  complete  conver- 
sion of  the  formula.  "We  may  have  such  and  such  a  morbid 
reaction  present,  or  a  particular  normal  one  absent,  so  that 
there  is  the  utmost  variety  in  the  formulas  produced,  as  will  be 
evident  without  the  need  of  further  illustration. 

But  it  by  no  means  follows  from  the  presence  of  these 
anomalies  that  they  were  preceded  by  a  simple  hypersEsthesia. 
In  a  particular  case  this  is  not  even  probable.  On  the  contrary, 
the  result  of  a  series  of  observations,  which  included  rheumatic 
paralyses  of  the  face,  central  affections,  injuries  to  the  skull,  &c., 
went  to  show  that  the  auditory  may  be  directly  influenced  by 
a  perverted  and  deranged  nutrition,  so  as  to  react  abnormally 
without  any  other  change.  Finally,  I  must  not  omit  to  mention 
that  qualitative  modifications  of  the  formula  may  arise  from 
structural  changes  in  the  parts  that  are  in  relation  externally 
with  the  auditory  nerve,  of  such  a  kind  that  the  paths  of  the 
current,  or  the  virtual  poles,  approach  it  in  another  manner  and 
by  different  channels  from  the  normal. 

These  modifications  are  met  with  usually  in  inveterate  ear 
disease,  of  many  years'  standing  and  considerable  severity  ;  but 
they  have  also  been  observed  very  frequently  in  rheumatic  facial 
paralyses  and  central  disorders.  ^  ,  ^  . 

Since  man  has  two  ears  and  these  are  not  always  affected  m 
the  same  way,  it  follows  that  the  galvanic  reaction  of  the 
auditory  may  be  of  a  different  form  in  either  Whether  the 
affection  is  unilateral  or  bilateral,  this  may  differ  m  nature. 
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intensity,  and  duration.  If,  therefore,  there  is  considerable 
hypersesthesia,  so  that  the  '  paradoxical  reaction  '  is  displayed, 
it  may  happen  that  a  certain  method  of  exploration  discovers 
a  deplorable  confusion  and  inconstancy  in  the  sensations  of 
sound  5  especially  if  in  one  or  both  ears  there  are  qualitative  modi- 
fications or  conversion  of  the  formula.  An  experienced  physician 
has  no  difficulty  in  interpreting  these  phenomena.  He  will 
readily  form  his  opinion  from  a  strict  and  careful  examination — 
studying  each  ear  separately  as  far  as  possible,  employing  a 
divided  electrode,  and  resorting  for  the  purpose  to  every  avail- 
able expedient.  True  there  are  many  cases  in  which  it  is  not 
possible  to  establish  complete  regularity,  and  this  is  especially 
so  where  the  patients  are  ignorant  and  unobserving,  and  with 
an  intelligence  further  impaired  by  extreme  deafness.  But 
we  must  not  make  use  of  such  persons  for  the  study  of  scientific 
truths,  and  still  less  should  we  rely  upon  their  statements  to 
criticise  and  impugn  other  facts  that  are  well  ascertained  and 
based  upon  sufficient  authority. 

In  conclusion  I  ought  to  add  that  there  are  grounds  for 
assuming  a  condition  of  diminished  excitability  or 

id)  Torpor  of  the  Auditory  Nerve. 

When  it  is  present  currents  of  considerable  strength  are 
needed  to  excite  the  nerve,  and  with  these  we  can  get  only 
feeble  KG  sensations,  or  perhaps  none  at  all.  Here  of  course  we 
must  ehminate  any  unusual  obstruction  to  the  current,  excessive 
resistance  to  conduction,  &c.  You  are  aware,  gentlemen,  that 
even  under  ordinary  circumstances  galvanic  excitation  of  the 
auditory  often  fails  of  effect.  Hence  it  behoves  us  to  hesitate 
before  we  assume  such  a  torpor  in  the  nerve.  The  diagnosis 
is  most  easily  established  in  cases  of  unilateral  disease,  or  where 
it  is  possible  to  follow  .directly  the  gradual  transition  from  a 
ready  but  abnormal  excitability  to  one  that  is  morbid  and 
obtuse,  as  it  has  happened  to  me  in  one  instance. 

Torpor  of  the  auditory  is  met  with  for  the  most  part  only 
m  severe  and  incurable  disorders  of  the  sense  of  hearing,  in 
which  the  precise  connection  between  the  functional  derange- 
ment and  coexisting  anatomical  changes  is  not  quite  clear.  The 
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latter  are  not  necessarily  commensurate  witli  the  trouble.  The 
condition,  however,  is  uncommon  and  difficult  to  recognise. 

3.  With  reference  to  galvanic  excitation  of  the  Nerves  of 
Taste,  the  only  pathological  condition  known  as  yet  is  a  simple 
diminution  or  loss  of  the  galvanic  sensation  of  taste.  This 
may  be  readily  demonstrated  by  the  methods  pointed  out  above. 
But  as  yet  no  quaHtative  anomaly  has  been  discovered.  The 
question  arises  whether  in  peripheral  paralyses  of  the  nerves  of 
taste  we  shall  ever  be  able,  by  central  excitation  of  the  peri- 
pheral nerves  themselves,  or  by  stimulating  the  central  organs 
in  relation  with  them,  or  at  least  their  connections  within  the 
brain,  to  produce  sensations  of  taste,  and  in  this  way  determine 
the  peripheral  character  of  the  lesion  by  means  of  electrical 
exploration.  I  think  this  is  doubtful,  but  it  is  certainly  con- 
ceivable. At  all  events  we  can  hope  to  solve  the  problem  only 
by  means  of  cases  that  are  peculiarly  favourable. 

The  idea  of  an  electrical  diagnosis  of  the  nerves  of  smell 
as  of  the  vasomotor  and  secretory  nerves,  the  sympathetic  of 
the  neck,  the  pneumogastric,  the  cardiac  muscle,  the  bladder, 
the  uterus,  and  the  central  organs  of  the  nervous  system,  is 
at  the  present  day  no  longer  entertained.  The  statements 
published  upon  the  subject  are  without  practical  value.  The 
observations  of  Hitzig,  however,  on  the  reaction  of  'paralysed 
miiscles  in  blood  vessels  are  in  every  respect  deserving  of 
mention.  This  writer  found,  in  many  cases  of  paralysis  of  the 
axillary  nerve,  that,  in  the  region  of  cutaneous  anaesthesia 
produced,  excitation  with  strong  and  labile  galvanic  cmrrents 
induced  marked  pallor  of  the  skin,  at  the  same  time  that 
the  neighbouring  healthy  parts  assumed  a  purple  tint.  On 
the  other  hand  more  prolonged  excitation,  with  a  strong  and 
stable  galvanic  current,  or  the  faradic  brush  fixed  on  one  spot, 
caused  a  more  or  less  marked  dilatation  of  the  vessels. 
Hitzig  inferred  from  this  the  existence  of  vaso-dilator  nerves, 
which  had  previously  not  been  sufficiently  established ;  and  he 
ascribes  the  effects  produced  to  excitation  of  the  muscular  fibres 
alone,  their  nervous  supply  being  cut  off.  In  these  cases  they 
are  said  to  have  exhibited  an  increased  ampUtude  of  contrac- 
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tion,  but  only  slight  power  of  dilatation.  Hitzig  has  also  seen 
similar  but  equally  obscure  manifestations  in  other  nutritive 
and  paralytic  disorders.  The  subject,  however,  still  remains 
open  to  investigation. 

The  communications  of  M.  Eosenthal  upon  cerebral  gal- 
vanic torpor  seem  to  me  to  need  further  support  and  elucida- 
tion. 
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FIFTH  SECTION. 


GENERAL  ELECTROTHERAPEUTICS. 

LiTEEATTTEE  (see  the  various  text-hooks  of  Electrotherapeutics). — R. 
Eernak:  '  Galvanotherapie,'  1858. — Erh  :  'Volkmann's  Samml.  klin.  Vortr.,' 
No.  46,  1872. — Hitzig:  'Ueb.  d.  relativen.  Werth  einiger  Elektrisations- 
methoden,'  Arch.  f.  Fsych.  u.  JVei-v.,  iv.  p.  159,  1874. — E.  Remak :  Art, 
'  Elektrotherapie '  in  Eulenburg's  Realencyclop.  u.s.w.  Vienna,  1880. — 
C.  W.  Miiller:  '  Einleitung  in  d.  Elektrotherapie.'  Wiesbaden,  1885. — 
'  Ueber  einige  Principieufragen  in  der  Elektrotherapie,'  Neurologisches 
CentralhL,  1885,  Nos.  9  and  10.— A.  de  Watteville:  'Ueber  Galvano- 
furadisation,'  ibid.  1882,  No.  12.— Th.  Stein:  'Zur  Galvanofaradisation, 
ibid.  1883,  No.  8. — Engelskjon:  'Die  ungleichartige  ther.  Wu-kungsweise 
der  beiden  elektrischen  Stromesarten  und  die  elektrodiagn.  Gesichtsfeld- 
untersuchung,'  Arch.  f.  Psych,  u.  Nerv.,  vol.  xv.  pp.  1-36  and  305,  xvi.  p.  1, 

188^85.  '  Die  elektrother.  Gesichtsfeldprobe :  eine  Erwiderung,' ibid.  xvi. 

p.  831,  1885.— Kom-ad  and  Wagner:  'Ueb  d.  Werth  der  Engelskjou'schen 
diagnostischen  Gesichtsfelduntersuchung,'  ibid.  xvi.  p.  101, 1885.— Erhardt : 
'  Ueb.  d.  Einfluss  el.  Strome  auf  d.  Gesichtsfeld  und  seinen  Werth  in  therap.- 
diao-n.  Beziehung.'  Diss.  Munich,  1885.— S.  Th.  Stein  :  '  Die  Auwendung 
schwacber  galv,  Strome  in  der  Elektrotherapie,'  Tacjebl.  der  Natwrforschervers. 
in  Strassburg,  1885,  p.  263. 

Available  Current  Actions  ;  Direct  and  Indirect  Catalysis. — Frommhold  : 
'Elektrotherapie.'  Pesth,  1865.— 'Die  Migrane  u.  ihre  Heilung  durch 
Elektricitiit'  1868.— R.  Remak:  '  Galvanotherap.'  1 858.— ' AUg.  med. 
Centralz. '  1860,  No.  21.—'  Applicat.  du  Oourant  Constant.'  1865.— 
Uenedikt':  '  Elektrotherap.,' 1868,  p.  169 ff.— Onimus :  'De  I'Influence  des 
DifFerents  Courants  Electr.  sur  la  Nutrition,'  Gaz.  d.  Hop.,  1869,  Nos.  7  and 
]3— Onimus  and  Legi-os:  'Traits  d'Electric.  Mddic.,'  1872,  pp.  227,  740  ff. 
—Fr  Fischer:  '  Zwei  Fiille  von  Neuritis,' ^eW.  A;/m.  ^FTocA.,  1875,  No.  33.— J. 
Althaus-  'Neuritis  d.  Flex,  brachial.,'  B.  Arch.  f.  klin.  Mod.,x.  p.  189, 
1872  — M.  Meyer:  '  Elektricitiit,'  3rd  edit.  1868,  pp.  287,  369  ff.-'  Elektro- 
therap Erfahrungeu  bei  Schussverletzungen,'  Rerl.  klin.  Woch.,  1871,  No.  8. 
_'Fin  neues  Verfahren  belmfs  Verkleinerung  von  DrUsengeschwulsten 
durch  d.  el.  Strom,'  ibid.  1874,  No.  lO.-M.  Rosentlml :  '  Electrotherap.,' 
2nd  edit  1873,  pp.  125,  330.-Chvo8tek :  'Beitr.  z.  Elektrotherapie.  II.  Die 
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Struma,'  Oesterr.  Zeitschr.  f.  pr.  Heilk.,  18G9,  Nos.  51,  52.— '  Ueb.  die 
aufsaug.  Wirkiing  des  el.  Stroms/  AUcj.  miliUirarztl.  Zeit.,  1874,  Nos.  6,  7, 
10. — '  Beitr.  z.  d.  katalyt.  Wirkuugen  d.  Elektric.,'  Oesterr.  Zeitschr.  f.  pr. 
Ileilh.,  1869,  Nos.  27,  28,  37-39,  and  1870,  Nos.  11  and  12.— Sycianko  : 
'Ueb.  die  autiphlogist.  Wirkung  d.  galv.  Stroms,'  Berl.  klin.  Woch.,  1869, 
No.  22. — Charon  and  Moreau-Wolf :  '  Du  Traitement  de  I'Orchite,  etc.,' 
Journ.  des  Connaiss.  Medico-chirurg.,  1869,  No.  5. — '  Courants  Contin.  Con- 
stants ....  dans  rinflammation,  etc.,  de  la  Prostate,'  Gaz.  des  Hop.,  1869, 
Nos.  150,  151 ;  1870,  Nos.  1-4— CMron  :  '  Du  Traitement  du.  Rhumat. 
Articul.  Ohron.  (Noueux)  par  les  Courants  Contin.  Constants,'  Gaz.  des 
IIu]).,  1869,  Nos.  117-124. — 'Garrison  des  Raideurs  Articulaires  consecu- 
tives  aux  Plaies  par  Armes  a  Feu,'  Journ.  des  Connaiss.  Med.-Ckir.,  1871, 
Nos.  19-21. — Seeger:  '  D.  galv.  Strom  als  Resorptionsmittel,'  Wien.  med. 
Pr.,  1871,  Nos.  22-25. — Erdmann :  'Anwend.  d.  Elektric.  u.s.w.,'  4th  edit. 
1877,  p.  303. — Weisflog :  '  Zur  Casuistik  d.  Faradisation,'  B.  Arch.  f.  klin. 
Medic,  vii.  p.  183,  1870. — I.owenfeld  :  'Unters.  z.  Elektrother.  d.  Gebims.' 
Munich,  1881. — De  Watteville :  •  The  Galvanisation  of  the  Sympathetic,' 
Brain,  1881,  July,  p.  207. — Nothnagel :  'Die  vasomotor.  Nerven  d, 
Gehirngefasse,'  Virch.  Arch.,  vol.  xl.  p.  203,  1867. —  Rumpf:  '  Ueber 
Reflexe,'  Deutsche  med.  Woch.,  1880,  No.  29.— *  Mittheil.  aua  d.  Gebiet  d. 
Neuropathol.  u.  Elektrotherapie,'  ibid.  1881,  Nos.  32,  36,  37. — R.  Remak : 
'  Galvanother.'  1858.— Benedikt :  'Elektrother.'  1868.— Brenner  :  'Die 
polare  Methode  u.s.w.,'  Petersb.  med.  Zeitschr.,  iii.  1862. — 'Unters.  u.  Beob.' 
1868-69.— Erb:  '  Volk-mann's  Samml.,'  No.  46.-0.  Berger :  'Ueb.  d. 
elektr.  Buhandl.  des  Tic  douloureux  u.  d.  Hemicranie,'  Berl.  klin.  Woch , 
1871,  No.  2. — V.  Hoist:  'Ueb.  das  Wesen  d.  Hemicranie  u.  ihre  elektro- 
therap.  Behandl.  nach  d.  polar.  Methode,'  Dorpat.  med.  Zeitschr.,  ii.  part  iv. 
p.  261,  1872. — J.  Althaus:  '  Anelectrotomis  of  the  Dental  Nerves  in  Tooth- 
ache,' Brit.  Med.  Journ.,  1873,  Nov.  1. 

General  and  Central  Electrisation. — Beard  and  Roclnvell :  '  The  Medical 
Use  of  Electricity,'  New  York  Med.  Rec,  1867,  i.— '  The  Medical  and  Surgical 
Uses  of  Electricity.'  New  York,  1871 .— '  Electricity  and  the  Sphygmograph, ' 
New  York  Med.  Rec,  1871,  Dec.  15.— '  Recent  Researches  in  Electro- 
therapeutics,'  Neio  York  Med.  Journ.,  1872,  Oct.— Viiter,  Ritter  v.  Arteus  : 
'Die  allgemeine  Elektrisation  u.  die  centrale  Galvanisation,'  All(/.  Wien. 
med.  Zeit.,  1874,  Nos.  21-42.— P.  J.  Mobius:  '  Ueber  die  allg.  Faradisation,' 
Berl.  klin.  Woch.,  1880,  No.  47.— Engelhorn :  '  Ueber  allgem.  Faradisation,' 
Centrum,  f.  Nervenheilk.,  1881,  No.  1.— Fr.  Fischer:  'Die  allgemeine 
Faradis. :  eine  Elektrisationsmethodo  nach  Beard  u.  Rockwell,'  Arch.  f. 
Psych,  u.s.w.,  xii.  p.  628,  1882.— Geo.  M.  Beard:  'Central  Galvanisation 
compared  with  other  IMethods  of  Usuig  lilcctricity,'  Ne70  York  Med.  Rec, 
April  1,  1874.— S.  Th.  Stein:  'Die  allgem.  Elektris.  d.  menschlichen 
Kiirpers.'    Halle,  1882  ;  2nd  edit.  1883. 

Electric  Baths. — S6r6 :  '  Sur  une  Baignoire  muuie  d'un  Appareil  Elec- 
trif(ue,'  Coinpt.  Rend.,  Ixii.  p.  453,  1806.— Bouillon-Lagrange :  '  Du  Jkii\ 
lly(lr()clectri(iue.'  Those.  Paris,  1868.— Geo.  M.  Schweig:  '  Ou  some  of 
the  Uses  of  Galvanic  aud  Faradic  Biilhs,'  New  York  Med.  Rec,  Dec.  15, 
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1874. — '  Cerebral  Exhaustion,  with  special  reference  to  its  Galvano-balneo- 
logical  Treatment,'  ibid.  1876,  No.  4.— Chapot-Duvert :  '  De  I'Emploi  du 
Bain  Electrique  dans  le  Tremblem.  Mercuriel  et  Alcoolique,'  Btdl.  du  Therap., 
June  15,  1871. — Barth :  '  Ueber  d.  Anwendung  der  Electricitat  im  warmen 
Bade,'  Petersb.  med.  Zeitschr.,  1872,  No.  6,  p.  520.— Weisflog :  '  Elektr. 
Bsider  ohne  Einschluss  des  Badenden  in  die  Kette,'  Correspondenzbl.  fur 
Sclmeiz.  Aerzte,  vii.  No.  14,  1877. — '  Zur  Oasuistik  der  Faradisation,'  Z). 
Arch.  f.  klin.  Medic,  xviii.  p.  371,  1876.— Const.  Paul :  '  Du  Traitem.  du 
Tremblenient,etc.,  paries  Bains  Gal  vaniques,'  Bull.  Gener.de  Therap.,  Sept.  15, 
1880. — Seeligmiiller:  'ZurTechnikdeselektr.Bades,'  Centralbl.  f.  Nervenheilk. 
u.s.tu.,  1881,  No.  12.— P.  J.  Ischewsky  :  '  Elektr.  Bader,'  Wratch,  1882,  No. 
6  (Neurol.  Ceniralbl.,  1882,  No.  10).— W.  0.  Stillmann :  '  The  Electrical 
Bath,'  Philad.  Med.  Surg.  Rep.,  July  8,  1882.— A.  Eulenburg:  '  Unters.  iib, 
d.  Wirkung  farad,  u.  galv.  Bader,'  Neurol.  Centralbl.,  1883,  No.  6.—'  Die 
hydro-elektr.  Bader.'    Vienna  and  Leipzig,  1883.— 'Ueb.  elektr.  Bader,' 
Deutsch.  med.  Zeitung,  1885,  No.  44.— Lehr :  '  Ueb.  elektr.  Bader,'  Verh.  d. 
II.  Congr.  f.  innere  Medic.    Wiesbaden,  1883.—'  Die  hydro-elektr.  Bader : 
ihre  pbysiol.  u.  therap.    Wirkung.'    Wiesbaden,  1885.— V.  Corval  and 
Wunderlich :  '  Beob.  aus  d.  kurarztl.  Praxis,'  Deutsch.  med.  Woch.,  1884, 
Nos.  20,  21.— J.  Trautwein:  '  Z.  Kennt.  d.  Stromvertheilung  im  nienschl. 
Korper  bei  Anwendung  d.  galv.  Bades,'  Berl.  klin.  Woch.,  1884,  No.  37.— 
'  Einiges  iib.  d.  elektr.  Douche  u.s.w.,'  Zeitschr.  f.  klin.  Med.,  viii.  p.  279, 
1884.— A.  Schleicher :  '  Ueb.  farado-elektr.  Bader,'  Wien.  med.  Pr.,  1884, 
No.  27.— Stein :  '  Ueber  d.  Fortschritte  der  Technik  bei  d.  Applic.  elektr. 
Biider,'  Tagebl.  d.  Naturforschervers.  in  Strassburg,  1885,  p.  266. 

Treatment  of  Pain  and  Pressure  Points.— R.  Kemak :  '  Ueber  Gesichts- 
muskelki-ampf,'  Berl.  klin.  Woch.,18Gi,  Nos.  21-23  ;  1865,  No.  27.— Onimus 
and  Legros  :  'Trait6  d'Electricit^  M^d.,'  1872,  p.  450.— Mor.  Meyer :  '  Ueb. 
die  diagnost.  u.  therap.  Verwerthung  schmerzhafter  DruckpunktederAVirbel- 
saule,'  Berl.  klin.  Woch.,  1875,  No.  51.—'  Ueb.  schmerzh.  DruckpunMe,  als 
Ausgangsp.  der  galv.  Behandl.,'  ibid.  1881,  No.  31.— Brenner :  '  Die  AufBnduug 
von  Schmerzpunkten  liingsd.  Wirbelsiiule  u.  d.  Ner\'enstamme,'  Vortr.  in  d. 
med.  Ges.  zu  Leipzig,  Berl.  klin.  Woch.,  1880,  No.  21.-Voigt:  'SyphQis  u. 
Tabes  dorsalis,' 5erZ.  klin.  Woch.,  1881,  Nos.  39,  40.-O.  Kosenbach :  'Z, 
Pathologie  u.  Therapie  d.  Cholera,'  Arch.f  Psych,  u.  Nerv.,  vi.p.  830, 1876. 
_V.  Hoist:  'Ueber  das  Verhfiltniss der Hysterie u.s.w.  z.  Gyniikologie,  ibid. 

xi.  p.  678, 1881.  ^  r.-  •  11-   .-n  r 

Continuous  Treatment  idth  Weak  Galvanic  Ottrrenis.— Ciniselh :  Degii 
Effetti,  Che  si  possono  ottenere  dall'  Applicaz.  Metodic.  di  Due  sole  Lamme 
Elettromotr.  elc.,'  Annal.  Univers.,  vol.  ccii.  p.  300,  1867.-' Sulle  CoiTenti 
Galvan.  Continue,'  Gaz.  Med.  Ital.  Lombard.,  1872,  No.  37.-Le  Fort :  De  la 
Substitution  des  Oourants  Continus  Faibles  mais  Permanents  aux  Courants 
Contin.  Energiques  ou  Tempm-aii.s  dans  ^Y^^^'^^^}^ ^^^^^^ 
Musculaires  et  les  Ldsions  de  Nutrition,'  Gaz.  Hebdom.  IbiG,  Nos.  1-19.  ^ 
Valtat:  'De  I'Atrophie  Muscul.  consecutive  aux  Maladies  des  Articulations.^ 
Paris  1877  -Hiffelsheim:  '  Dos  AppUcalions  Modicales  de  la  1  lie  do  A  oUa. 
Paris'  1861  -N.  Mayer:  'A  New  Method  of  applying  the  Galvamc  Current, 
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Philad.  Med.  Times,  May  15,  1872. — Finkelnburg  :  '  Apparat  zur  continuirl. 
Anwendung  scliwach.  galv.  Strome,'  Berl.  klin.  Woch.,  1882,  No.  47,  p.  72] . 

Localised  Faradisation. — Duchenue  :  '  M^canisme  de  la  Physiol.  Humaine.' 
Paris,  1862. — '  Physiologie  des  Mouvements.'  Paris,  1867. — '  De  I'Electrisa- 
tion  Localis^e,'  1st  and  Svi  edits.— R.  Remak :  '  Ueb.  d.  metliod.  Elektrisi- 
rung  gelahmter  Muskeln.'  Berlin,  1855. — Ziemssen:  '  Elektricitat  in  d. 
Medicin :  Studien.'  1st  and  4tli  edits.  1857, 1872.— Brunelli :  '  Album  llliistr6 
representant  la  Topograpbie  Neuromusciil.  pour  la  Pratique,  etc'  Paris, 
1872.—  Erb :  '  Ueb.  eine  eigentb.  Localisat.  von  Lahmungen  im  Plex. 
brachial.,'  Vei-h.  d.  Ileidelb.  naturh.-med.  Ver.,  new  series,  I.  part  ii.  p.  8,  1875. 
— '  Krankb.  d.  periph.  Nerven,'  2nd  edit.  p.  529. — Ten  Gate  Hoedemaker : 
'  Ueb.  die  von  Erb  zuerst  beachrieb.  combin.  Labmungsforni  u.s.vsr.,'  Arch, 
f.  Psych,  u.  N^erv.jix.  1879. — E.  Remak:  'Zur  Pathol,  d.  Lahmungen  des 
Plex.  brachial.,'  Perl.  Jclin.  Woch.,  1877,  No.  9.— Art.  '  Elektrodiag- 
nostik/  I.e. 


LECTUEE  XIII. 

Therapeutical  Value  of  Electricity — Various  Theories  concerning  It — Empii-i- 
cism — Available  Effects  of  the  Current :  Catalytic,  Exciting,  Modifying, 
Refreshing — Direct  and  Indirect  Catalysis — Galvanisation  of  the  Sympa- 
thetic— Reflex  Action  of  the  Current. 

Gentlemen,  we  now  come  to  consider  the  therapeutical  action 
of  electricity,  what  is  its  value  and  what  are  its  limits  in  various 
morbid  states.    We  may  start  with  the  assertion  that  it  is  a 
remedy  both  very  powerful  and  varied.    It  has  yielded  such 
evident  results,  especially  in  the  treatment  of  the  nervous 
disorders,  as  to  occupy  a  very  high  rank  as  a  means  of  cure. 
The  experience  of  the  last  thirty  years  goes  to  show  that  elec- 
tricity can  cure  neuralgias,  anaesthesias,  spasms,  paralyses,  and 
certain  other  diseases  of  the  peripheral  as  well  as  of  the  central 
nervous  system.    Many  disorders  have  a  much  more  favourable 
prognosis  since  its  introduction  into  our  therapeutics.   I  am 
not  exaggerating  when  I  say  that  the  cures  so  obtained  very 
often  astonish  the  most  experienced  physician  by  their  com- 
pleteness and  rapidity.    It  is  true  that  such  marvellous  cures 
are  not  of  everyday  occurrence,  but  certain  it  is  that  they  do 
happen  now  and  then  ;  and  they  are  a  powerful  incentive  to 
the  efforts  of. the  physician  in  his  slow  and  toilsome  advance  in 
therapeutical  science.    On  the  other  hand  we  cannot  conceal 
from  ourselves  the  fact  that  our  theoretical  knowledge  of 
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the  way  in  which  these  phenomena  are  produced  is  still  very 
deficient.  The  curative  processes  of  electrisation  are  still  with- 
held from  our  understanding,  and  we  cannot  tell  how  far  they 
are  connected  with  those  physiological  effects  of  the  current 
with  which  we  are  acquainted.  Many  attempts  have  been 
made  to  clear  up  the  mystery ;  every  electrotherapeutist, 
tempted  by  the  progress  of  physiology,  consciously  or  uncon- 
sciously conceives  some  idea  about  the  therapeutic  action  of 
electricity.  There  is  no  wonder  therefore  that  during  the  early 
days  of  this  special  branch  of  medicine  its  devotees  should  have 
prematurely  built  up  a  system  upon  theoretical  data.  We 
have  all  had  our  share  therein ;  but  we  scarcely  need 
deplore  those  '  days  of  youth '  which  have  been  the  occasion  of 
more  than  one  solid  piece  of  work  towards  the  elucidation  of  the 
main  problem,  which  still  waits  for  its  solution. 

The  cause  of  our  ignorance  is,  I  think,  to  be  found  mainly 
in  the  obscurity  which  still  reigns  over  the  nature  of  the  finer 
alterations,  nutritive  or  molecular,  present  in  the  nerves  in 
various  morbid  conditions.  We  know  but  little  concerning  the 
precise  character  and  the  ultimate  causes  of  the  inflammatory 
troubles  which  are  constantly  evolved  before  our  eyes,  of  the 
degenerations  and  atrophies  which  have  been  the  subject  of 
numberless  experimental  researches.  How  much  more  obscure, 
then,  must  be  the  nature  of  the  disturbances  which  are  at  the 
root  of  neuralgias,  spasms,  paralyses,  and  other  neurotic  pheno- 
mena! We  are  often  ignorant  even  whether  a  pathological 
increase  of  function  is  due  to  over-excitation  or  over-excitability; 
whether  a  paralysis  depends  upon  non-excitability  or  upon  non- 
conductibility,  or  upon  inhibition.  We  cannot  help,  however, 
holding  certain  provisional  views  concerning  all  these  topics ; 
and  it  is  well  that  we  should  do  so,  but  it  must  not  prevent  our 
making  constant  efforts  to  expand  our  interpretations  with 
every  advance  of  scientific  knowledge. 

The  data  we  possess  concerning  the  action  of  electricity  on 
the  body  are  far  less  numerous  and  precise  than  appeared  to  be 
the  case  during  the  first  enthusiasm  for  electrophysiological 
discoveries  from  1850  to  1860.  We  know  with  exactness  only 
the  phenomena  connected  with  the  excitation  and  modification 
of  the  nervous  and  muscular  irritability.    We  know  practically 


HYPO  THESIS— ELECTR  O  TONIC  THEOR  Y. 


249 


nothing  of  the  electrolytic  and  cataphoric  actions  of  electricity 
on  the  body.  With  reference  to  the  '  catalytic '  influences  of 
which  we  have  to  speak  so  often,  we  must  confess  that  they  are 
purely  hypothetical,  and  that  this  expression  is  merely  a  collec- 
tive name,  including  several  effects  of  the  individual  nature  of 
which  we  are  still  ignorant.  Who  can  affirm  that  there  are  not 
other  influences  exerted  by  the  current  upon  the  human  body, 
such  as  alterations  in  the  molecular  nutrition,  in  the  production 
of  heat,  in  the  elementary  affinity,  in  the  osmotic  phenomena, 
&c.,  on  which  the  chief  therapeutic  phenomena  depend  ? 

Among  the  various  electrotherapeutical  systems  which  have 
hitherto  had  most  partisans  the  chief  is  the  electrotonic 
theory.  It  is  of  purely  physiological  origin,  and  seeks  to 
explain  all  the  facts  by  the  modifying  effects  of  the  current  on 
nervous  excitability.  What  seems  more  natural  than  to  seek  a 
cure  for  neuralgias  in  the  anelectrotonic  or  'calming'  effect  of 
the  positive  pole,  whilst  paralyses  are  submitted  to  the  catelec- 
trotonic  or  '  exciting'  influence  of  the  negative  pole  ?  But  we 
are  not  at  all  sure  that  there  is  always  in  the  one  case  increase, 
in  the  other  diminution  of  the  excitability  ;  moreover  the 
electrotonic  effects  are  but  transitory,  whilst  the  curative  results 
are  often  durable.  Again,  as  E.  Eemak  observed,  it  is  less  the 
excitability  of  the  nerve  than  its  conductivity  which  is  the 
main  point  to  be  attended  to.  We  may  also  object  that  it  is 
almost  impossible  to  excite  in  the  body  a  single  polar  influence, 
as  we  have  seen  before,  because  the  effect  of  the  other  pole  is 
always  present.  It  is  true  that  it  has  been  asserted  that  the 
positive  modification  after  auelectrotonus  can  be  avoided,  and 
that  certain  results  of  the  electrotherapeutics  of  the  a.uditory 
nerve,  obtained  by  an  application  of  the  polar  method,  are  very 
striking.  Yet  such  views  and  facts  are  scarcely  sufficient  to 
furnish  a  basis  upon  which  to  establish  a  wide  generalisation. 

These  difficulties  produced  a  return  to  the  old  primitive 
theory  that  electricity  cures  by  the  excitation  of  the  tissues. 
But  this  view  does  not  lead  us  far,  and  is  not  justified  simply 
because  the  electrotonic  theory  is  untenable,  and  because 
the  exciting  effects  of  electricity  on  the  nerves  are  the  only 
ones  as  yet  well  known  to  us.  Besides  it  is  impossible  to 
understand  how  this  one  influence  of  the  current  can  explain 
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the  curative  results  obtained  by  its  means  in  many  different 
forms  of  organic  disease  and  functional  disturbance.  We  shall 
see  later  on  that  we  may  thus  explain  some  of  our  results,  but 
certainly  not  all.  As  far  as  I  can  see  there  is  only  one  possi- 
bility, a  very  hypothetical  one,  on  which  we  might  explain 
the  fact  by  the  existing  effects  of  the  current — I  mean  a 
stimulation  of  the  trophic  nerves,  the  existence  of  which, 
though  not  proved  anatomically,  can  hardly  be  doubted.  It  is 
probable  that  every  nerve  contains  trophic  fibres  and  is  placed 
under  the  influence  of  trophic  centres,  upon  which  the  electric 
stimulus  may  act,  and  so  modify  the  nutrition  of  nerves, 
muscles,  and  other  organs,  hastening  regeneration  and  removing 
the  more  subtle  nutritive  disturbances.  We  may  assume  that 
gymnastic  and  other  methodical  exercises  influence  the  muscles 
by  an  excitation  of  the  nutritive  processes  due  to  the  calling 
into  play  of  the  trophic  nerves  under  the  stimulus  of  motor 
activity.  Is  it  not  possible  in  the  same  way  to  account  for 
many  of  the  curative  results  of  electrisation  by  assuming  a 
stimulation  of  the  trophic  processes? 

We  are  treading  here  upon  the  ground  of  another  theory 
which  has  been  again  put  forward  of  late,  rather  for  want  of 
something  else  than  for  any  intrinsic  merit  of  its  own :  I  allude 
to  that  which  is  based  upon  the  catalytic  action  of  the  current. 
Here  it  is  sought  to  analyse  the  curative  influences  and  reduce 
them  to  this  very  trophic  action,  along  with  effects  on  the 
vasomotor  nerves  and  vessels,  and  the  osmotic,  electrolytic,  and 
mechanical  properties  of  the  current.  We  have  already  seen 
(Lect.  Vlt.,  p.  129)  that  this  notion  of  catalysis  involves  many 
obscure  points  concealed  under  a  collective  term.  It  may  serve 
rather  as  a  provisional  hypothesis  to  lead  us  to  ulterior  in- 
vestigations than  as  an  explanation  of  the  facts.  R.  Remak, 
who  &st  invented  it,  displayed  much  insight  into  the  general 
problem  of  electrotherapeutics,  without,  however,  contributing 
greatly  to  its  final  solution. 

We  are  therefore  compelled  to  admit  the  defective  founda- 
tion upon  which  depend  our  knowledge  and  resources  in 
electrotherapeutics  at  the  present  day.  No  less  than  formerly 
it  all  rests  upon  empiricism,  and  much  has  yet  to  be  done 
before  it  is  established  upon  a  firmer  basis. 
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In  our  efforts  to  this  end  we  must  make  use  of  the  facts 
discovered  by  physiology,  and  the  hypotheses  resulting  from 
them.  They  will  furnish  us  with  information  in  the  choice  of 
our  methods,  and  show  us  the  proper  way  to  set  about  inter- 
preting and  controlling  their  results.  But  it  should  never  be 
forgotten  that  experience  must  be  the  final  arbiter,  and  that 
the  inferences  drawn  from  a  system  that  is  based  upon  physio- 
logical grounds  alone  are  not  necessarily  correct,  but  need  to  be 
supported,  as  far  as  possible,  by  observation  and  experiment  in 
morbid  states. 

After  these  general  considerations,  I  propose  to  enumerate 
the  different  current  agencies  that  are  available  in  therapeutics, 
according  to  what  we  have  seen  in  our  previous  discussion,  and 
to  lay  before  you  briefly  the  objects  for  which  each  is  used  and 
the  way  in  which  it  is  applied. 

The  exciting  and  stimulant  action  of  the  current  is  the  most 
commonly  resorted  to,  as  it  is  capable  of  the  most  varied  use 
and  the  finest  graduation.  It  is  called  for  under  widely  differ- 
ent circumstances,  in  peripheral  and  sometimes  too  in  central 
diseases,  and  especially  wherever  we  may  hope  to  remove  the 
morbid  condition  by  vigorous  excitation,  as  when  we  seek  to 
obviate  resistance  to  conduction  in  Sensory  or  motor  nerves,  or, 
by  frequent  stimulation — or,  so  to  speak,  exercise — to  restore  im- 
paired excitability,  and  re-establish  the  partly  suspended  con- 
ductivity of  the  fibres.  It  is  further  used  to  stimulate  the  trophic 
nerves  and  promote  nutrition,  du-ectly  or  indirectly,  by  exciting 
contractions  to  favour  the  development  of  atrophied  muscles ;  or, 
again,  where  it  is  desirable  to  replace  the  suspended  activity  of 
muscles  by  a  kind  of  electrical  gymnastics.  Finally,  it  is  indi- 
cated when  we  wish  to  exercise  an  exciting  or  modifying  influ- 
ence by  reflex  action  on  the  central  organs,  and  through  them 
on  distal  parts  of  any  kind — on  the  vasomotor  nerves  and  muscles, 
the  organs  of  respiration,  circulation,  &c. 

The  methods  to  be  employed  for  these  several  purposes  are 
easily  deduced  from  what  I  have  already  said. 

The  faradic  current  is  applied  with  moistened  electrodes 
of  suitable  shape  and  size  when  the  object  is  to  excite  subcuta- 
neous parts  or  structures  still  more  remote  ;  with  dry  electrodes, 
on  the  other  hand — and  preferably  the  metallic  brush  or  pencil 
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— when  we  wish  to  excite  vigorously  the  nerves  or  other  tissues  of 
the  skiu.  The  latter  method  is  especially  useful  to  induce  reflex 
stimulation. 

In  the  use  of  the  galvanic  current  we  have  at  our  disposal 
a  still  larger  variety  of  methods.  The  simplest  excitant  is  that 
of  negative  closures,  which  may  be  repeated  with  increasing 
force  and  frequency.  Less  eflfective  are  the  positive  opening 
and  closure,  but  they  also  may  be  resorted  to  on  occasion.  An 
excellent  method  of  causing  excitation  is  the  labile  application 
of  the  current,  first  employed  by  E.  Remak,  and  especially  the 
labile  application  of  the  negative  pole.  It  is  performed  in  this 
way :  The  negative  electrode  being  well  moistened,  it  is 
rapidly  and  energetically  applied  with  a  rubbing  movement  in 
the  course  of  the  nerve  trunk  or  muscle  to  be  excited,  and  a 
current  is  employed  of  sufficient  strength  to  cause  vigorous  un- 
dulatory  contractions.  For  this  purpose  it  is  usually  sufficient 
to  make  use  of  such  a  current  as  would  produce  ordinary  KCC 
in  the  same  nerve.  The  powerful  exciting  properties  of  this 
method  of  treatment  certainly  do  not  proceed  from  varia- 
tions in  the  current  strength,  for  the  galvanometer  shows  no 
movements  in  the  needle  even  while  the  most  energetic  con- 
tractions are  produced.  It  is  rather  due  to  the  fact  that  the 
movement  of  the  electrode  brings  fresh  portions  of  the  tissue 
constantly  within  the  line  of  greatest  current  density,  and  these 
are  consequently  excited.  This  method  is  admirably  adapted  to 
the  purpose  of  exciting  nerves  and  muscles  with  moderate  force, 
so  as  to  produce  the  most  favourable  results.  The  positive  pole 
may  be  similarly  employed,  but  it  is  less  efficient.  In  a  high 
development  of  the  ED,  however,  it  will  cause  the  most  vigor- 
ous contractions.  Eemak  has  described  under  the  name  of 
'  terminal  labile  excitation  '  a  friction  with  the  K  of  the  parts 
of  long  muscles  that  are  in  the  neighbourhood  of  their  tendons, 
at  the  same  time  that  the  muscle  is  similarly  treated  through- 
out its  entire  length.  This  proceeding  is  very  effective,  espe- 
cially in  some  of  the  long  muscles  of  the  extremities. 

Finally,  the  most  powerful  excitation  is  derived  from  rapid 
reversals  of  the  current,  especially  by  changing  it  to  K  wlien 
the  A  has  been  some  time  in  action.  The  freciuent  repetition 
of  these  reversals,  or,  as  they  are  called, '  voltaic  alternatives,'  is 
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sometimes  the  only  means  by  which  contraction  can  be  procured 
in  muscles  that  are  extensively  atrophied  and  of  much  impaired 
excitability.  Hence  they  are  chiefly  relied  upon  in  cases  of 
long-standing  paralysis  and  extensive  atrophy. 

A  further  extension  of  this  mode  of  electrical  action  is 
derived  from  the  combination  of  the  excitant  and  stimulating 
effects  of  the  galvanic  and  faradic  currents,  both  being  simul- 
taneously applied  to  the  parts  under  treatment.  This  is  the 
method  of  galvano-faradisation,  introduced  by  de  Watteville. 
The  secondary  coil  of  the  induction  apparatus  is  connected  with 
the  galvanic  circuit  (by  means  of  the  contrivance  described  on 
p.  41)  in  such  a  way  that  the  opening  current  of  the  former 
has  the  same  direction  as  the  galvanic  current.  In  this  way 
the  exciting  influence  of  the  faradic  current  is  made  to  suj)ple- 
ment  the  modifying  action  of  the  galvanic,  by  working  most 
where  this  is  wanting  ;  and  by  adding  to  the  exciting  effect  of 
the  galvanic  K  the  excitability-promoting  properties  of  faradic 
K  stimulation  a  much  greater  efficiency  is  secured  with  a 
given  current  strength,  as  is  evident  at  a  glance. 

The  double  electrodes  which  Stein  has  constructed  for  the  same 
purpose,  and  by  which  the  two  currents,  having  an  independent 
course,  first  meet  within  the  body,  seem  to  me  to  be  superfluous.  No 
doubt  they  would  be  useful  in  physiological  experiments,  since  by 
their  means  the  currents  can  be  opposed  ia  direction. 

The  place  to  be  chosen  for  the  application  of  these  different 
methods  of  excitation  obviously  depends  altogether  upon  the 
seat  and  nature  of  the  disease,  and  to  a  less  extent  upon  the 
object  which  it  is  proposed  immediately  to  effect.  1  will  merely 
mention  here  that  when  the  object  is  to  overcome  resistance  to 
conduction  in  the  course  of  the  nervous  impulses,  the  excitation 
of  sensory  nerves  should  proceed  from  the  periphery,  of  motor 
nerves  as  much  as  possible  from  the  centre.  In  nerves  and 
muscles  that  are  undergoing  degeneration  and  atrophy  it  is 
important  that  the  excitation  be  applied  directly ;  and  to  obtain 
reflex  actions  it  is  necessary  to  choose  in  all  cases  the  sensory 
regions  that  are  most  suitably  situated. 

In  the  next  place  we  often  wish  to  make  use  of  the  current 
for  its  m.odifying  properties— its  power  of  influencing  the  con- 
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dition  of  excitability.  Tiiere  is  no  doubt  that  in  many  instances 
theoretical  conditions  would  induce  iis  to  expect  much  benefit 
from  this  source.  Such  are  all  cases  in  which  there  is  evident 
loss  of  excitability  in  nerves  and  muscles,  in  many  paralyses 
and  anaesthesias,  certain  vasomotor  disturbances,  states  of  im- 
paired activity  of  the  brain  and  spinal  cord.  For  these  the 
catelectrotonic  action  (stimulating,  strengthening,  antiparalytic, 
refreshing)  of  the  current  may  be  invoked  with  advantage. 
Wherever,  on  the  other  hand,  we  have  to  do  with  an  increased 
excitability  of  nerves  and  muscles,  an  irritable  condition  of 
sensory,  motor,  or  vasomotor  nerves,  abnormal  excitement  of 
sensory  organs,  even  if  it  be  in  the  central  nervous  system — 
as,  for  instance,  neuralgias,  spasms,  spinal  irritation,  headache, 
insomnia,  auditory  hypersesthesia,  hemicrania,  &c. — the  anelec- 
trotonic  (which  according  to  circumstances  may  also  be  termed 
weakening,  sedative,  soothing,  antineuralgic,  antispasmodic) 
action  of  the  current  is  especially  indicated. 

The  methods  by  which  these  effects  are  secured  are  very 
simple.  They  are,  undoubtedly,  less  to  be  relied  upon  when 
the  faradic  current  is  used,  for  we  know  little  of  its  modifying 
properties.  It  is  usually  assumed  that  weak  faradic  currents 
lead  to  an  increase  of  excitability,  while  those  that  are  very 
strong  and  energetic,  we  are  told,  lessen  that  quality.  This 
has  been  inferred  especially  from  observations  in  pathology  and 
therapeutics  ;  but  I  would  call  your  attention  to  what  I  have 
already  said.  Even  though  it  were  certain  that  neuralgia  or 
spasm  was  often  removed  by  the  use  of  very  strong  faradic 
currents,  it  does  not  follow  that  it  was  a  consequence  of  dimi- 
nishing excitability ;  for  that  has  yet  to  be  shown. 

To  induce  a  diminution  of  excitability  the  'fluctuating' 
induction  current,  first  employed  by  Frommhold,  is  often  used 
with  success,  and  is  effected  in  the  following  way  :  Lai-ge  sta- 
tionary electrodes  well  moistened  are  placed  on  the  part  and  a 
weak  current  passed  through  them.  Then  the  coils  are  slowly 
drawn  together,  and  the  current  strength  increased  until  the 
greatest  that  is  thought  desirable  is  attained.  At  this  point 
they  are  allowed  to  rest  for  a  little  while,  and  then  gradua  ly 
separated.  This  process  may  be  repeated  several  times  in  the 
course  of  a  sitting. 
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Galvanism,  however,  is  a  more  reliable  source  of  these  modi- 
fying influences.  Here  I  need  only  remind  you  of  what  I 
have  said,  in  its  proper  place,  concerning  electrotonus.  If  you 
desire  to  increase  excitability  you  have  only  to  apjDly  the  nega- 
tive pole  in  a  stabile  manner  and  with  currents  of  increasing 
strength  and  duration,  so  as  to  do  so  to  any  extent.  Even 
the  opening  of  the  current  is  followed  by  a  considerable  alter- 
ation of  the  excitability,  which  persists  for  some  time.  If,  on 
the  other  hand,  your  object  is  to  bring  about  a  decrease  ofexcita- 
hility,  the  stabile  application  of  the  anode  is  the  appropriate 
means  to  be  adopted.  Here  too  the  effect  is  in  proportion  to 
the  strength  and  duration  of  the  current.  But  here  arises  a 
fresh  and  a  great  diificulty.  With  the  opening  of  the  current 
after  the  cessation  of  the  anelectrotonus,  there  is  straightway 
produced,  as  you  know,  a  considerable  positive  modification,  or 
increase  of  excitability,  which  renders  the  result  of  the  entire 
proceeding  questionable.  This  must  be  avoided  somehow,  and 
it  may  be  obviated  securely  and  effectively  enough  for  practical 
purposes  by  what  is  called  'switching  off'  the  current.  This 
is  done  by  diminishing  its  strength  with  great  care,  gradually 
and  imperceptibly,  by  means  of  the  collector,  the  switch  or  a 
good  rheostat,  until  zero  is  reached.  That  this  procedure,  when 
skilfully  conducted,  is  followed  by  the  desired  result,  is  proved 
conclusively  by  many  cases  of  auditory  hyperassthesia,  for  even 
with  a  greatly  exalted  excitability  we  can  in  this  way  entirely 
evade  the  anodic  closure  reaction,  and  dissipate  the  subjective 
noises,  for  a  shorter  or  longer  period.  I  shall  have  occasion 
later  to  give  a  more  detailed  account  of  special  modifications  of 
these  methods  in  connection  with  different  forms  of  disease. 

Amongst  the  modifying  effects  of  electricity  is  undoubtedly 
to  be  included  what  Heidenhain  long  since  described  as  the 
refreshing  action  of  the  galvanic  current.  It  is  derived  best 
from  stabile  and  ascending  currents  ;  but  it  probably  depends 
for  the  most  part  upon  the  electrotonic  effect  of  the  negative 
pole,  and  it  has  its  most  appropriate  application  in  debility  and 
exhaustion  of  the  motor  apparatus,  consequent  upon  fatigue, 
excess,  and  such  like  causes. 

However  obscure  the  precise  nature  of  the  catalytie  effects 
of  the  current,  there  is  no  difference  of  opinion  as  to  their 
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existence  and  remarkable  efficiency.  I  have  already  dwelt  upon 
this  subject  at  some  length  (Lect.  VII.,  p.  129),  and  I  have 
here  but  to  repeat  what  the  name  has  been  understood  to 
include  since  it  was  first  used  by  K.  Eemak.  By  the  catalytic 
action  of  the  current  is  meant  its  effects  upon  the  vasomotor 
nerves — and  these  perhaps  should  be  distinguished  as  vaso- 
constrictor and  vasodilator — upon  the  blood  vessels,  and  pos- 
sibly too  iipon  the  lymphatics  and  the  lymph  itself;  upon 
the  phenomena  of  osmosis  and  molecular  distribution,  the 
interchange  and  movement  of  the  solid  and  liquid  constituents 
of  the  tissues.  It  is  electrolytic  and  cataphoric,  and  is  perhaps 
the  source  of  hypothetical  changes  in  the  trophic  nerves.  In 
fine,  and  as  resulting  from  all  this,  it  may  be  taken  as  the 
ex^jression  of  the  current's  influence  upon  the  phenomena  of 
absorption  and  nutrition  in  general.  We  have  here  an  abund- 
ance of  potentialities,  which  should  lead  us  to  hope  great 
things  from  electricity  in  the  most  various  pathological  states 
not  only  of  the  nervous  system,  but  of  the  body,  in  whatever 
part.  In  inflammatory  disturbances  of  all  kinds,  whether 
acute  or  chronic  (neuritis,  myelitis,  sclerosis,  &c.),  in  pro- 
cesses of  exudation  of  every  description,  in  rheumatic  affections 
of  the  joints,  muscles,  or  nerves,  in  extravasations,  in  all  the 
phenomena  of  degeneration,  in  the  numerous  errors  of  nutrition, 
more  or  less  tangible  or  obscure — in  all  alike  it  has  its  ai)pHca- 
tion.  It  is  hardly  possible  to  conceive  of  any  kind  of  disorder 
in  which  we  may  not  hope  to  derive  benefit  from  its  influence. 

Though  it  is  impossible  to  deny  the  existence  of  this  mode 
of  action,  we  are  far  from  being  able  to  bring  about  its  effects 
at  will,  and  we  are  not  yet  even  in  a  position  to  recognise 
the  cases  in  which  it  may  be  resorted  to  with  a  prospect  of 
success. 

In  a  previous  lecture  (p.  130)  I  placed  before  you  in  a 
collective  form  the  physiological  data  which  may  be  regarded 
as  the  foundation  of  our  knowledge  of  these  catalytic  effects,  or 
at  all  events  as  the  point  of  departure  for  further  investigations. 
I  will  here  mention  some  pathological  and  clinical  observations 
which  seem  to  point  out  the  reality  and  practical  importance 
of  these  effects,  and  further  offer  some  sort  of  basis  for  wider 
researches  in  this  interesting  field  of  study. 
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T  will  direct  your  attention  in  the  first  instance  to  the  results  of 
galvanic  treatment  in  the  different  forms  of  neuritis.    K.  Remak 
has  himself  reported  many  cases  of  primary  and  secondary  neuritis  in 
the  brachial  plexus  and  nerve  trunks  elsewhere,  and  also  of  neuritis 
nodosa,  in  which  the  pain  and  swelling  disappeared  more  or  less 
promptly  with  the  use  of  galvanism.    Mor,  Meyer  has  seen  a  median 
neuritis,  with  perceptible  swelling,  vanish  before  the  use  of  stabile 
anodic  currents.    He  has  lately  published  a  similar  observation  in 
connection  with  traumatic  and  other  forms  of  neuritis.  F.  R.  Fischer 
has  described  an  undoubted  case  of  median  neuritis  from  my  hospital 
in  which  pain  and  swelling  vanished  under  the  same  treatment ;  and  I 
have  been  since  able  to  establish  a  like  satisfactory  result  in  many  cases. 
On  the  other  hand  the  case  reported  by  Althaus  is  not  conclusive. 

The  observations  in  different  forms  of  arthritis  are  still  more 
numerous.    Eemak  has  published  an  abundance  of  remarkable  cures 
in  acute  and  chronic  joint  affections  of  rheumatic  and  traumatic 
origin,  which  leave  no  doubt  of  the  antiphlogistic  action  of  the 
galvanic  current.    Amongst  others  he  reports  one  of  hydarthrosis 
of  the  knee,  with  extensive  inflammation,  and  another  of  chronic 
coxalgia.    M.  Rosenthal  has  seen  many  chronic  articular  exudations 
absorbed  under  galvanism.    Mor.  Meyer  tells  of  many  cases  in  which 
faradisation  or  galvanisation  was  employed  with  success.  In  arthritis 
vera  Cahen  has  adopted  a  rational  treatment  with  the  rotatory  appa- 
ratus and  obtained  a  good  result.  Proceeding  similarly  with  galvanism, 
Cheron  was  equally  successful  in  a  case  of  rheum,  art.  deformans' 
Weisflog  obtained  unequivocal  results  with  local  faradisation  in 
traumatic  and  scrofulous  inflammation  of  the  knee,  and  he  has  pro- 
nounced it  absolutely  'the  best,  most  infallible,  and  most  valuable 
antiphlogistic  remedy  in  traumatic  joint  affections.'    E.  Remak  has 
employed  the  galvanic  current  with  success  in  monoarticular  rheuma- 
tism. I  can  myself  speak  highly  of  its  effects  in  articular  exudations, 
l^enedikt  also  relates  in  his  work  an  entire  series  of  observations  in 
which  he  met  with  like  success.    Onimus  and  Legros  report  a  very 
favourable  case  of  this  kind.  Erdmann  has  met  with  brilliant  success 
in  treating  a  serious  case  of  multiple  and  chronic  joint  disease  with 
iaradism  and  galvanism. 

Further,  there  are  many  instances  of  the  resolution  and  partial 
absorption  of  glandular  tumours  by  electricity.  Remak  has  induced 
resolution  of  hard  and  swollen  lymphatic  glands  by  means  of  the 
galvanic  current  (possibly  through  dilatation  of  the  lymphatics).  He 
has  also  m  this  way  reduced  a  glandular  enlargement  of  strumous 
origin.  Mor.  Meyer,  by  the  use  of  strong  and  often  interrupted 
VOL.  VI.  g  ^  ^ 


208 


ELECTnOTHERAPEUTICS. 


faradic  currents,  has  succeeded  in  removing  or  diminishing  multiple 
indurated  Ij^mpliatic  tumours ;  and  Chvostek  has  treated  in  several 
instances  strumous  glands,  many  of  long  standing,  with  stabile  gal- 
vanic currents,  and  has  often  reduced  them  with  wonderful  rapidity, 
sometimes  completely.  So  too  he  has  seen  indolent  bubos  absorbed 
rapidly  in  the  same  way;  and  Seeger  claims  to  have  been  equally 
successful  in  inflammatory  glandular  swellings.  Onimus  and  Legros 
give  similar  instances  of  ciu-e  in  connection  with  glandular  tumours. 
One  of  these  is  remarkable  in  that  it  involved  two  symmetrical 
tumours,  of  which  one  was  treated  with  the  positive  and  the  other 
with  the  negative  pole.    The  former  was  the  first  cured. 

Not  less  remarkable  are  the  effects  of  galvanism  as  seen  in  hard 
cicatrices,  rigid  joints,  and  periostoses  in  consequence  of  gunshot 
wounds.  Mor.  Meyer  has  seen  deep  cicatrices  in  muscles  soften  and 
disappear,  and  periostoses  from  gunshot  injuries  absorbed  with  re- 
markable rapidity.  Both  effects  were  procured  by  the  use  of  the 
positive  pole.  Cheron,  again,  has  seen  stiffness  of  the  joints  and  plastic 
exudation  from  gunshot  wounds  removed,  chiefly,  by  the  application 
of  the  kathode. 

Finally,  we  are  in  possession  of  facts  bearing  upon  the  obvious 
effects  of  electricity  in  contusions,  extravasations,  subluxations,  and 
inflammations.  Eemak  has  met  with  brilliant  success  in  a  sprain  of 
the  wrist,  swelling  and  stiffness  disappearing  immediately.  He  has 
had  a  similar  experience  in  a  serious  case  of  sprained  ankle.  He  was 
equally  successful  in  chronic  cases  of  the  same  kind,  and  has  cured 
the  rigidity  and  thickening  consequent  upon  articular  inflammations 
by  metns  of  the  current.  So  too  Chvostek,  by  labile  galvanisation 
of  the  nerves,  contrived  to  remove  a  chronic  inflammatory  infilti-ation 
of  traumatic 'origin  in  the  leg.  Sycianko  claims  to  have  repeatedly 
cured  acute  inflammation  of  the  gums  by  treatment  with  the  positive 
•  pole;  and  Cheron  and  Moreau-Wolf  maintain  that  they  have  had 
areat  success  with  galvanism  in  the  treatment  of  blennorrhagic  and 
traumatic  orchitis,  and  chronic  hypertrophy  of  the  prostate. 

We  have  here  a  sufficient  number  of  examples.  It  would 
be  easy  to  enumerate  others,  but  these  are  enough  to  show 
that  in  different  organs  superficially  placed  the  electric  current 
has  effected  a  palpable  and  obvious  cure  of  serious  structural 
lesions.  It  cannot  be  doubted  that  it  would  be  possible  to 
obtain  similar  results  in  parts  more  deeply  placed.  We  should 
be  led  too  far  from  the  immediate  puri^ose  of  this  discussion 
were  we  to  consider  all  the  instances  recorded  in  which  obvious 
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disease  of  the  spinal  cord  or  brain  was  cured  by  electricity,  in 
a  way  that  can  only  be  ascribed  to  its  catalytic  action. 

That  these  effects  are  produced  there  can  be  no  manner  of 
doubt,  however  little  we  know  'of  their  essential  character 
and  modus  operandi.  It  remains  to  make  many  observations, 
conscientiously  and  unbiassed  by  preconceptions,  before  we  can 
arrive  at  a  final  solution  of  this  problem,  which  is  perhaps  the 
keystone  of  electrical  therapeutics. 

The  catalytic  action  belongs  especially  to  the  galvanic 
current.  This,  which  is  a  priori  probable  from  what  we 
know  of  the  nature  of  the  currents,  is  sufficiently  established 
by  practical  experience.  The  greater  number  of  the  results  of 
this  kind  hitherto  published  have  been  derived  by  means  of 
galvanism,  and  no  doubt  it  is  precisely  in  this  respect  that  it 
has  the  advantage  over  faradisation,  especially  in  the  treatment 
of  remote  organs.  But  that  the  faradic  current  has  also  had 
remarkable  success  is  sufficiently  evident  from  the  cases  which 
I  have  quoted. 

The  best  way  to  obtain  the  catalytic  effects  of  the  galvanic 
current  is  by  stabile  electrisation  of  the  affected  part  with  a 
sufficiently  strong  and  persistent  current.    It  is  well  to  change 

the  direction  frequently — that  is  to  say,  to  alter  the  poles  

because  by  this  means  the  vasomotor,  electrolytic,  and  cata- 
phoric effects  are  undoubtedly  increased.  The  position  in 
which  the  electrodes  are  to  be  placed  depends  of  course  on  the 
situation,  size,  and  accessibility  of  the  affected  part.  Where 
we  have  to  deal  with  a  small  neuritic  patch  we  may  cover  it 
entirely  with  one  electrode,  while  we  place  the  other  in  some 
indifferent  situation.  For  a  diseased  joint  or  a  pain  in  the 
head  the  two  electrodes  are  so  disposed  as  to  include  between 
them  the  seat  of  the  disorder ;  for  in  this  way  the  latter  is 
submitted  to  the  most  direct  and  intense  electrisation  possible. 
In  other  cases  other  modes  of  application  will  be  necessary  ; 
but  these  must  always  be  contrived  so  that  the  affected  part 
shall  be  reached  with  the  greatest  certainty  attainable,  and  by 
currents  of  appropriate  density. 

At  this  point  you  will  naturally  enquire  whether  each  pole 
has  not  its  own  function,  and  whether  one  is  not  to  be  preferred 
m  one  case  and  the  other  in  another.    On  a  priori  grounds, 
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indeed,  this  seems  very  likely,  but  as  yet  we  are  not  in 
possession  of  sufficient  evidence  to  affirm  it  definitely. 

It  is  generally  thought  that  wherever  electricity  is  used  to 
check  undue  excitability,  exuberant  processes,  abundant  ac- 
cumulation of  fluid,  excessive  infiltration,  or  severe  pain,  the 
positive  pole  should  be  applied  to  the  part  by  preference. 
The  kathode,  on  the  other  hand,  is  said  to  be  indicated  for 
chronic  conditions,  where  the  processes  are  sluggish  and  pro- 
tracted, for  diminished  vascularity  and  excessive  dryness  of 
tissues,  for  indurations,  scleroses,  and  the  like.  There  is  no 
conclusive  testimony  in  favour  of  these  -views,  but  in  commencing 
treatment  it  is  as  well  in  all  cases  to  be  guided  by  them.  Many 
facts  point  to  the  conclusion  that  it  is  rather  the  opposition  of 
the  two  that  is  effective,  or  at  all  events  that  it  is  a  question 
not  so  much  of  the  specific  action  of  the  poles  as  of  direct 
electrisation ;  and  for  this  reason  it  is  my  habit  to  place  both 
poles  upon  the  affected  part,  and  often  change  the  direction 
of  the  current,  or  where  I  employ  a  single  pole  I  use  first  one 
and  then  the  other. 

Chvostek  assumes,  on  theoretical  grounds,  that  only  currents 
of  short  duration  (in  all  3  to  10  min.)  and  moderate  strength 
are  needed.  He  maintains  that  the  catalytic  effects  depend 
chiefly  upon  stimulation  of  the  vasomotor  and  trophic  nerves. 
At  the  same  time  he  believes  that  it  is  better  to  treat  the 
affected  part  directly,  and  not  merely  by  excitation  of  the 
nerves  supplying  it,  so  as  to  secure  the  electrolytic  and  cata- 
phoric action  of  the  current  as  well. 

In  addition  to  treatment  of  the  affected  part,  it  seems  in 
many  cases  useful  to  employ  a  stabile  and  labile  appUcation  to 
the  neighbouring  structures— vessels,  lymphatics,  muscles,  and 
skin— so  as  indirectly  to  promote  the  circulation,  absorption,  and 
nutrition  in  those  that  are  diseased.  Frequent  interruptions 
and  even  reversals  may  serve  to  render  the  current  more 
effective  than  otherwise,  for  relaxing  spasm  and  promoting  the 
nutrition  of  atrophied  muscles,  &c.  This  plan  may  be  adopted 
also  with  evident  benefit  in  the  treatment  of  diseased  joints. 

The  faradic  current  is  less  active  in  producing  catalytic 
effects  Its  mode  of  application  is  simply  to  pass  '  fluctuating  ' 
currents  of  varying  strength  as  directly  as  possible  through  the 
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affected  part,  as,  for  instance,  a  diseased  joint.  For  the  resolu- 
tion of  glandular  enlargements  M.  Meyer's  plan  was  to  pass  the 
strongest  currents,  by  means  of  moistened  electrodes,  for  some 
minutes,  effecting  frequent  interruptions.  In  this  way  the 
tumours  were  broken  up  and  gradually  reduced  in  size. 

E.  Eemak  has  introduced  a  process  of  indirect  catalysis.  It 
is  said  to  consist  of  a  modification  of  the  circulation  and 
nutrition  of  the  tissues  in  consequence  of  galvanisation  of  the 
nerve  trunks  supplying  them.    Eemak  maintains  that,  by 
galvanising  in  this  way  nervous  structures  remote  from  the  focus 
of  disease,  he  has  been  able  to  bring  about  the  absorption  of 
extravasations,  the  reduction  of  articular  swellings,  the  deve- 
lopment of  atrophied  muscles,  &c.    He  considers  it  especially 
efficacious  for  the  easing  of  pain  in  inflamed  structures,  as 
joints  and  the  like,  to  apply  the  anode  in  a  stabile  fashion  to 
the  nerve  trunk  as  far  as  possible  from  the  seat  of  disease. 
There  is  no  reason  to  doubt  this  statement  when  we  reflect  that 
by  acting  upon  the  vasomotor  fibres  in  the  nerve  we  can  cer- 
tainly influence  the  circulation  of  the  remote  parts  which  it 
supplies.    Still  it  is  eminently  desirable  that  these  independent 
observations  should  be  confirmed  by  others,  so  as  to  place 
the  theory  of  indirect  catalysis  upon  a  surer  basis.  Chvostek 
has  published  some  very  important  experiences  in  connection 
with  this  subject.    He  has  seen  a  chronic  oedema  of  both  legs, 
the  result  of  a  wound,  rapidly  removed  in  consequence  of  labile 
galvanisation  of  the  tibial  and  peroneal  nerves,  and  he  main- 
tains that  he  has  observed  a  pannus  of  the  cornea  with  acute 
conjunctivitis  almost  entirely  disappear  before  prolonged  gal- 
vanisation of  the  sympathetic.  Indeed  this  question  has  derived 
considerable  and  undue  importance  from  a  number  of  statements 
and  hypotheses  connected  with  galvanisation  of  the  cervical 
sympathetic,  as  a  therapeutical  procedure.    E.  Eemak  himself, 
and  later  Benedikt,  as  well  as  M.  Meyer,  Beard  and  Eockwell, 
&c.,  maintained  that  in  this  way  it  was  possible  to  control  the 
vasomotor  and  nutritive  i^rocesses  of  the  brain  and  spinal  cord, 
of  the  face  and  eye,  the  muscles,  joints,  even  the  skin,  and  all 
parts  of  the  body,  and  that  consequently  we  might  expect  great 
benefit  from  it  in  morbid  states,  where  the  disease  was  inaccessi- 
ble to  direct  treatment.    As  a  matter  of  fact  many  cures  are 
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said  to  have  been  effected  by  this  method  in  certain  cerebral 
hemiplegias,  trigeminal  neuralgia,  migraine,  paralyses  and 
spasms  of  the  facial  and  ocular  muscles,  bulbar  paralysis,  neuro- 
retinitis  and  optic  atrophy,  Basedow's  disease,  epilepsy,  progres- 
sive muscular  atrophy,  lead  palsy,  arthritis  deformans,  sclero- 
derma, and  various  skin  diseases  (eczema,  prurigo,  &c.)  Should 
all  these  observations  prove  to  be  accurate  by  the  Hght  of  further 
experience  we  should  certainly  have  in  this  procedure  one  of 
our  most  valuable  resources.  Some  of  them  are  certainly 
beyond  dispute,  but  it  does  not  follow  that  the  results  obtained 
are  to  be  entirely  ascribed  to  the  cervical  sympathetic  ;  for  in 
the  usual  methods  of  galvanisation  of  this  nerve,  to  which  I 
shall  allude  presently,  the  sympathetic  is  never  alone  affected, 
but  a  considerable  part  of  the  current  is  undoubtedly  diverted 
to  the  pneumogastric,  carotid,  the  nerves  at  the  base  of  the 
skull  and  the  brain  itself,  the  cervical  and  brachial  plexuses, 
and  above  all  to  the  cervical  part  of  the  spinal  cord  and 
medulla  oblongata  with  its  numerous  and  important  centres 
that  preside  over  the  blood  vessels,  the  pupils,  respiration,  the 
heart,  the  nutrition  of  muscles  and  joints,  &c.  The  question 
arises  whether  these  parts  are  not  of  greater  consequence  than 
the  sympathetic. 

I  am  not  disposed  to  attach  much  importance  to  the  fact 
that  the  numerous  physiological  experiments  on  the  cervical 
sympathetic  in  healthy  persons,  of  which  I  have  already  spoken 
(p.  112),  have  failed  to  indicate  any  practical  advantage  in  this 
proceeding.  This  proves  absolutely  nothing,  and  it  is  an  infa- 
tuation that  is  unfortunately  as  common  as  it  is  unscientific  to 
attempt  to  deduce  definite  conclusions  with  reference  to  morbid 
states  and  phenomena  from  negative  results  derived  from 
healthy  nerves.  What  information  have  we  gained  from  the 
numerous  physiological  experiments  upon  the  sensory  and 
motor  nerves  as  to  the  possibility  of  curing  a  spasm  or  neuralgia 
by  electricity  and  the  way  in  which  this  may  be  done  ?  Or,  to 
take  a  more  striking  example,  have  the  electrical  experiments 
of  physiologists  furnished  us  with  the  darkest  hint  for  galvani- 
sation of  the  cord  ?  Is  the  clinical  success  which  has  attended 
the  treatment  of  the  spinal  cord  less  assm-ed  because,  under 
ordinary  circumstances,  we  cannot  produce  the  slightest  eflect 
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upon  that  structure  with  the  current  ?  Or,  again,  to  take  an 
analogous  instance  from  another  quarter,  has  the  physiological 
investigation  of  bromide  of  potassium  provided  us  with  a  reason 
for  using  that  remedy  in  epilepsy  ?  Has  physiology  taught  us 
enough  of  the  properties  of  arsenic  to  show  us  how  it  is  that  it 
works  its  cures  in  chorea  minor  and  tic  douloureux  ? 

In  such  matters  experience  alone  can  provide  a  rule  for 
practice.  The  negative  results  of  physiological  research  cannot, 
in  the  face  of  clinical  facts,  prevent  us  ultimately  from  resorting 
to  what  is  called  galvanisation  of  the  sympathetic,  and  accept- 
ing it  on  its  merits  as  a  process  of  therapeutics.  They  do  but 
render  it  more  imperative  to  be  circumspect  in  the  interpreting 
of  these  facts,  and  place  us  on  our  guard  against  attributing  to 
the  sympathetic,  without  sufficient  reason,  qualities  which, 
perhaps,  it  does  not  possess.  On  these  grounds  I  willingly 
accede  to  the  proposal  which  has  been  made  to  substitute  pro- 
visionally for  the  misleading  term  '  galvanisation  of  the  cervical 
sympathetic '  that  of  '  galvanisation  of  the  neck,'  although  the 
latter  less  definitely  indicates  the  position  of  the  electrodes. 
Perhaps  it  would  be  better  to  call  it  '  subaural  galvanisation,' 
as  de  Watteville  proposes. 

The  best  method  is  certainly  that  of  Mor.  Meyer.  One 
pole  (medium  electrode)  is  placed  at  the  angle  of  the  jaw, 
against  the  hyoid  bone,  and  with  its  surface  directed  backwards 
and  upwards  towards  the  vertebral  column.  The  other  pole, 
which  is  a  little  larger  (large  electrode),  is  applied  to  the  opposite 
side  of  the  neck,  on  a  level  with  the  5th-7th  cervical  vertebrae. 
As  a  rule  the  kathode  is  chosen  for  the  first-mentioned  situa- 
tion, in  the  neighbourhood  of  the  superior  cervical  ganglion  ; 
the  anode,  however,  may  be  applied  here  when  occasion  requires. 
Moderately  strong  currents  (6  to  10  Stohrer's  cells;  2  to  5  ma.) 
are  usually  sufficient,  and  they  are  generally  stabile.  Labile 
currents,  however,  are  sometimes  required,  and  it  may  be 
necessary  to  interrupt,  or  even  reverse.  The  application,  as  a 
rule,  should  not  last  longer  than  1  to  3  minutes ;  and  it  may 
be  made  at  one  or  both  sides,  according  to  the  circumstances  of 
the  case. 

Benedikt  has  preferred  another  method.  He  places  the 
positive  electrode,  shaped  like  a  button,  in  the  jugular  fossa, 
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the  negative  over  the  superior  ganglion.  For  anatomical  and 
physical  reasons  this  plan  is  less  practical  than  the  other. 
Moreover  it  withholds  the  powerful  influence  of  the  current  on 
the  spinal  cord,  and  this  is  not  desirable.  The  course  to  be 
adopted  in  treating  other  parts  of  the  sympathetic— the  lower 
cervical,  thoracic,  and  abdominal  ganglions  —  will  be  suggested 
in  each  case  by  anatomical  considerations. 

I  may  call  your  attention  here  to  certain  reflex  actions  of 
electric  currents,  which  are  also  catalytic,  inasmuch  as  they 
affect  the  contraction  and  dilatation  of  vessels— I  mean  the 
changes  induced  in  the  vessels  of  the  brain  and  cord  by  fara- 
disation of  the  skin  and  peripheral  nerve  trunks.  These  pheno- 
mena have  lately  attracted  much  attention,  and  they  are  well 
worth  investigation,  because,  if  the  facts  which  have  been 
recorded  are  ultimately  confirmed,  they  will  find  a  practical 
application  in  disease.  Contraction  and  dilatation  of  the  vessels  of 
the  pia  mater  in  the  brain  and  cord  have  been  observed — although 
not  constantly — by  many  authorities  to  follow  excitation  of  the 
nerves  and  peripheral  organs  (Callenfels,  Nothnagel,  Brown- 
Sequard,  &c.)  Nothnagel  in  particular  has  found  that  contraction 
of  the  cerebral  vessels  is  caused  by  excitation  of  the  skin  and,  less 
constantly,  by  that  of  the  afferent  nerves.  These  facts  have 
lately  been  confirmed  by  Kumpf  in  the  course  of  some  experi- 
ments on  vascular  reflexes  in  states  of  defective  sensibility,  and 
he  has  found  that  vigorous  and  prolonged  faradisation  of  the 
ekin  caused  transient  anaemia,  followed  by  congestion  in  the 
opposite  hemisphere.  He  suggests  that  the  changes  so  in- 
duced in  the  vessels  of  the  central  organs  may  be  utilised  in 
disease  for  curative  purposes.  Perhaps  we  may  explain  in  this 
way  certain  effects  produced  in  the  central  organs  by  peripheral 
electrisation,  and  of  which  we  shall  speak  in  the  Special  Part  of 
this  work.  Eumpf  himself  has  lately  described  some  cases  in 
which  peripheral  faradisation  of  the  skin  seemed  to  exercise  a 
favourable  influence  on  central  hypera3mias,  optic  neuritis, 
tabes  dorsalis,  &c.  For  this  jjurpose  he  applied  the  faradic 
pencil  slowly  and  with  some  pressure  to  the  breast,  arms,  and 
back,  using  a  current  of  moderate  strength  and  for  a  period  of 
5  or  6  minutes.  These  statements  at  all  events  demand 
further  elucidation. 
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You  will  have  inferred  from  what  I  have  said  that  the 
theories  which  guide  us  in  the  use  of  electricity,  as  a  mode  of 
treatment  in  disease,  are  very  defective  and  inadequate.  The 
great  expectations  which  were  encouraged  by  the  rapid  accu- 
mulation of  facts  have  not  been  realised.  We  are  still  con- 
fronted by  a  number  of  problems  towards  the  solution  of  which 
we  have  not  yet  made  any  progress.  Our  most  important  task 
is  still  the  development  of  electrical  therapeutics  upon  empirical 
principles. 

We  are  inspired,  however,  with  great  confidence  by  the 
brilliant  and  undoubted  successes  which  have  been  achieved  in 
practice.  Every  day  adds  to  their  number  and  compels  us  to 
acknowledge  with  gratitude  the  benefit  derived  from  this 
powerful  remedy,  especially  in  the  treatment  of  those  nervous 
diseases  whose  name  is  legion.  We  can  also  console  ourselves 
in  our  disappointment  by  the  reflection  that  in  other  branches 
of  therapeutics  we  are  no  less  ignorant  of  the  nature  of  the 
the  most  vaunted  measures.  What  do  we  know  of  the  way  in 
which  quinine  cures  intermittent  fever,  or  salicylic  acid  relieves 
acute  articular  rheumatism ;  of  the  action  of  arsenic  in  skin 
diseases,  or  of  iodide  of  potassium  in  tertiary  syphilis  ?  And 
yet  it  would  be  folly  to  allow  our  ignorance  of  the  way  in  which 
these  things  are  done  to  spoil  our  satisfaction  at  the  wonderful 
cures  effected.  So  it  is  with  electrotherapeutics.  The  number 
and  magnitude  of  the  results  which  it  has  already  fm-nished 
should  provide  us  with  a  motive  for  renewed  exertion  in  the 
investigation  of  its  mysteries,  as  they  afford  a  hope  that  these 
will  be  ultimately  crowned  with  success. 
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LECTUEE  XIV. 

The  Methods  of  applying  Electricity  in  Local  Diseases — The  Polar  Metliod 

and  the  Method  of  Direction — Advantages  of  the  Polar  Method — Empiri- 
cal Metliods— Effects  on  the  Organism  as  a  whole  of  (1)  General  Fara- 
disation (according  to  Beard  and  Rockwell)  ;  (2)  General  Galvanisation ; 
(3)  Central  Galvanisation  (Beard)  ;  (4)  The  Electric  Bath— Special  Modes 
of  Application  :  (1)  Galvanic  Treatment  of  Points  of  Pressure  and  Pain  ; 
(2)  Treatment  by  Means  of  Weak  Continuous  Galvanic  Currents. 

We  shall  now  leave  the  more  general  and  theoretical  considera- 
tions with  which  we  have  just  been  occupied,  and  devote  our 
attention  in  this  lecture  to  others  of  a  concrete  and  practical 
nature.  And  first  we  have  to  consider  how  and  by  what  means, 
with  reference  to  the  choice  of  electrodes — their  size,  dispo- 
sition, situation  relatively  to  the  parts  under  treatment,  and 
the  like — we  may  best  and  most  securely  bring  about  the 
desired  remedial  effects  of  electricity. 

From  what  I  have  already  said  you  must  have  recognised  the 
fact  that  we  can  hardly  hope  to  establish  our  procedure  upon  a 
'priori  principles,  such  as  would  afford  a  warrant  of  success.  We 
must  rather  trust  to  experience  for  our  method,  or  at  all  events 
it  must  be  confirmed  and  controlled  by  empirical  knowledge. 

Certain  hypothetical  views  and  obscure  notions  of  physical 
facts  have  given  rise  to  an  animated  discussion,  which  has 
hardly  yet  concluded,  as  to  whether  the  separate  polar  action 
or  the  direction  of  the  current  should  be  adopted  as  the  general 
principle  of  our  methods.  The  latter— that  of  the  so  called 
'  method  of  direction  '—was  first  advocated  by  R.  Remak,  under 
the  pressiure  of  the  physiological  theories  by  which  it  was  the 
fashion  to  explain  the  entire  law  of  contractions,  and  the  phe- 
nomena of  electrotonus  as  determined  essentially  by  the  current 
direction.  It  is  true  that  Remak  has  since  recognised  the  im- 
portance of  the  polar  actions,  but  he  has  endeavoured  to  exphiin 
them  by  regarding  the  action  of  the  A  as  of  a  descending  and 
that  of  the  K  as  of  an  ascending  current.  Their  nature  and 
utility  then  seemed  to  him  to  depend  upon  the  direction  of  the 
current,  whereas  in  fact  the  converse  is  true.    Benedikt  like- 
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wise,  reasoning  in  a  very  loose  way,  has  proceeded  upon  this 
principle  as  a  foundation  for  therapeutical  measures,  and 
deduced  from  it  the  appro]3riate  position  for  the  electrodes. 
And  many  others  have  followed  the  example  of  these  two. 

To  them  was  opposed  Brenner  with  his  well-founded  and 
carefully  considered  'polar  method,'  according  to  which  the 
action  of  the  separate  poles,  and  in  consequence  the  appropriate 
application  of  one  or  the  other  to  the  affected  part  in  every 
instance,  was  the  important  factor  in  any  plan  of  treatment. 

Neither  of  these  theories  has  been  exclusively  adopted,  and 
this  fact,  together  with  the  most  casual  consideration  of  the 
subject,  will  show  that  there  are  many  questions  in  electro- 
therapeutics which  were  not  at  issue  in  the  controversy.  What, 
for  instance,  has  the  direction  of  the  current  to  do  with  the 
treatment  of  glandular  tumours,  goitre,  inflamed  joints,  &c.  ? 
It  is  only  in  acting  upon  the  nervous  system  that  the  point  can 
be  raised  at  all. 

For  us,  however,  the  question  is  of  much  interest,  and  it 
behoves  us  to  weigh  the  reasons  for  and  against  either  method, 
so  as  to  form  a  careful  judgment  that  may  guide  us  in  our 
further  proceedings. 

As  to  the  direction  of  the  current,  we  know,  to  begin  with, 
that  for  the  most  part  it  is  impossible  to  send  an  effective  current 
in  a  given  direction  through  a  nerve  in  the  living  body  ;  that 
we  have  rather  to  reckon  with  at  least  three  possible  directions 
of  the  current  in  each  operation  ;  and  further,  as  I  have  shown 
you  at  some  length,  that  these  currents  constantly  and  rapidly 
diminish  in  density  (vide  p.  75).  The  only  conceivable  condi- 
tion under  which  a  definite  direction  can  be  imparted  to  the 
current,  at  least  in  separate  nerve  sections,  is  that  in  which  it 
is  passed  from  one  extremity  (hand  or  foot)  to  a  more  central 
part  of  the  limb  or  to  the  trunk.  Moreover  this  holds  only  for 
the  distal  portions  of  the  nerve.  Careful  consideration  will 
make  it  clear  that  portions  of  the  current  are  necessarily 
diverted  in  every  direction  from  the  neighbourhood  of  the 
central  electrode,  having  themselves  a  centripetal  course, 
especially  when  the  electrode  is  on  the  trunk.  Further,  this 
method  can  find  its  application  only  in  a  very  limited  number 
of  cases.    The  advocates  of  the  method  of  current  direction 
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therefore  must  begin  by  contriving  other  modes  of  appUcation 
than  those  that  have  been  hitherto  in  use,  in  order  to  produce, 
m  a  given  case,  a  current  that  is  confined  to  one  direction! 
Until  this  is  done  the  evidence  they  allege  in  support  of  their 
views  is  exposed  to  an  obvious  fallacy.  Another  and  the  most 
important  objection  is  that  as  a  matter  of  fact  we  have  no 
reason  whatever  to  suppose  that  in  general  the  action  of  the 
current  is  determined  by  its  direction.  On  the  contrary  physio- 
logical investigation  has  shown  conclusively  that  all  its  eflfects 
with  which  we  are  as  yet  acquainted  —  exciting,  modifying, 
electrolytic,  &c. — are  without  exception  due  to  polar  action,  and 
are  manifested  alike,  whatever  the  direction,  provided  it  be  not 
exactly  transverse.  In  fact,  the  direction  of  the  cvirrent  does 
not  seem  to  have  any  material  influence  in  the  production  of 
these  polar  actions.  It  is  only  in  certain  determinate  cases 
(Pfliiger's  third  law  of  contractions)  that  the  conduction  of  an 
excitation  (which,  however,  is  originated)  is  obstructed  in  one 
direction  or  another,  and  with  the  utmost  goodwill  it  is  impos- 
sible to  construe  this  as  an  effect  due  to  direction ;  for  the 
arrest  of  conduction  occurs  equally  for  the  ascendiug  and  de- 
scending currents,  in  sensory  as  in  motor  nerves,  and  can  be 
referred  to  certain  polar  effects  (obstruction  of  conductivity). 

From  this  it  would  seem  that  there  are  no  grounds  for 
adopting  current  direction  as  the  fundamental  principle  of  our 
methods.  At  any  rate  there  is  no  scientific  necessity  for 
acce]Dting  such  a  principle,  while  considerations  of  practical 
utility,  and  in  some  cases,  too,  others  of  a  speculative  nature, 
may  induce  us  at  times  to  employ  a  method  based  upon  it. 

On  the  other  hand  we  must  weigh  against  it  the  great 
advantages  of  the  polar  method,  and  the  arguments  in  its 
favour,  depending  as  they  do  upon  physiological  and  physical 
laws,  no  less  than  upon  facts  of  clinical  experience. 

In  the  first  place  physiological  analysis  has  shown  that  the 
effects  of  the  currents,  so  far  as  we  are  at  present  acquainted 
with  them,  and  can  apply  and  control  them  in  disease,  are 
exclusively  due  to  polar  action,  and  are  associated  in  each  case 
with  one  or  other  pole.  Indeed,  it  is  a  rule  that  every  effect  of 
the  current  is  most  pronounced  in  the  immediate  neighbour- 
hood of  the  poles. 
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In  the  next  place  it  is  a  good  deal  easier  in  practice,  and  a  , 
much  more  reliable  proceeding,  to  place  certain  parts  of  the  '. 
body — muscles,  nerves,  &c. — under  the  most  intense  attainable  ' 
action  of  one  or  other  pole,  than  to  attempt  to  pass  a  current  i 
in  a  particular  direction,  with  a  uniform  intensity,  all  through. 
This  piu-pose  can  be  effected  surely  and  with  ease  by  attending  j 
to  anatomical  and  physical  conditions,  and  using  discretion  in  | 
the  choice  of  the  electrodes.    Here,  indeed,  we  are  met  by  a  j 
serious  objection.    It  is  impossible,  as  we  have  seen,  to  secm-e  i 
the  exclusive  action  of  one  pole  upon  a  given  part  of  the  body. 
The  other  must  necessarily  exert  its  influence  at  the  same  time.  | 
But  if  you  reflect  more  closely  upon  the  way  in  which  the  ' 
currents  become  split  up  and  the  inconsiderable  density  and 
activity  of  each  part  in  most  cases,  it  will  not  be  diflBcult  to  < 
perceive  that  the  action  of  the  different  pole  must  greatly  pre-  i 
ponderate,  so  much  so  that  that  of  the  secondary  pole  may  usually 
be  neglected.    Moreover  there  are  means  by  which  the  latter 
can  be  rendered  still  more  inconsiderable  at  the  same  time  that 
the  action  of  the  primary  (difi"erent)  pole  is  intensified  in  the 
nerve  sections  upon  which  it  is  brought  to  bear. 

It  was  for  these  reasons  that  we  adopted  the  polar  method 
for  electrical  exploration  in  diagnosis  on  the  living  subject 
when  those  matters  engaged  our  attention,  and  we  are  no  less  j 
compelled  to  acknowledge  them  now  as  a  basis  for  practical  j 
therapeutics.  j 

In  addition  to  this  there  are  abundant  clinical  facts  which 
go  to  prove  the  efficiency  of  the  polar  method  and  the  justice  j 
of  the  views  upon  which  it  is  founded.    The  most  striking  are  i 
those  that  have   reference  to  noises  in  the   ears — auditory 
hypersesthesia,  &c.  (Brenner,  Hagen,  Erb,  &c.)    In  such  cases  ' 
as  a  rule  the  pole  whose  use  is  indicated  by  the  galvanic  * 
formula  is  very  efficacious  in  arresting  the  noises  and  diminish-  ■ 
ing  hypersesthesia,  while  the  other  is  without  effect  or  perhaps  ' 
even  injurious.    In  conformity  with  the  principles  of  the  polar 
method  Hoist  has  devised  a  plan  of  galvanic  treatment  for  i 
migraine,  and  it  has  realised  his  expectations."    0.  Berger  | 

'  I  am  at  a  loss  to  understand  the  process  of  reasoning  by  which  C.  W  ' 
Miiller  has  arrived  at  a  conchision  unfavourable  to  the  polar  method,  from  the  i 
consideration  of  the  two  cases  of  migraine  communicated  by  him  (I.e.  Obs  1  ' 
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ascribes  very  brilliant  successes  in  the  treatment  of  facial 
neuralgia  to  the  use  of  a  strictly  polar  method  (stabile  action  of 
the  positive  pole).  Althaus  has  resorted  to  a  similar  procedure 
in  painful  affections  of  the  teeth.  In  other  forms  of  neuralgia 
too  the  polar  method  has  given  admirable  results,  and  here 
mention  may  be  made  especially  of  the  '  circle  currents '  intro- 
duced by  Eemak.  The  treatment  of  painful  pressiu-e  points, 
which  has  been  so  much  studied  of  late  (E.  Eemak,  Mor.  Meyer, 
Brenner),  is  chiefly  effected  in  strict  conformity  with  the  polar 
method. 

We  have  here,  therefore,  important  materials  gathered 
from  every  quarter,  and  together  they  form  a  body  of  evidence 
in  favour  of  the  advantage  of  the  polar  method  in  therapeutics. 

But  the  most  decisive  consideration  is  that  which  results 
from  the  reflection  that  om*  principal  object,  in  every  form  of 
electrical  treatment,  is  to  submit  the  affected  part  in  the  most 
certain  and  effective  manner  to  the  action  of  a  current  of 
sufficient  density,  avoiding  at  the  same  time  the  secondary  and 
injurious  effects  of  the  process.  To  attain  this  end  by  the  light 
of  a  sound  diagnosis,  and  trusting  mainly  to  the  agency  of 
precise  physical  laws,  is  undoubtedly  the  first  and  most  import- 
ant condition  of  our  method.  And  it  is  this,  I  take  it,  that 
constitutes  skill  in  the  physician. 

Since,  unfortunately,  we  are  ignorant,  in  most  cases,  of  the 
raanner  in  which  the  electric  current  acts  we  are  concerned 
to  take  care  that  it  does  act,  or  at  least  that  it  is  in  a  way  to 
do  so.  To  this  end,  and  seeing  that  we  have  to  work  directly 
upon  small  and  separate  parts  of  the  organism,  it  is  clear  that 
we  must  employ  the  polar  method,  because  it  is  the  most  prac- 
ticable and  that  which  secures  the  greatest  measure  of  success. 
For  parts  of  greater  extent — large  nerve  trunks,  the  spinal  cord, 

&c.  the  different  electrode  may  be  moved  from  place  to  place 

throughout  the  entire  extent  of  the  affected  organs  ;  but  this  has 
nothing  to  do  with  the  so  called  labile  treatment :  the  secondary 
electrode  may  then  be  placed  upon  some  indifferent  part,  such 

2)  It  remains  to  show  that  the  two  cases  were  identical ;  and  in  estimating 
the  polar  effects  upon  the  vasomotor  system,  the  strength,  density,  and  dura- 
tion of  the  current  ai-e  undoubtedly  of  the  utmost  consequence.  For  the  rest, 
it  is  evident  tliat  Miiller  employs  the  word  '  polar  '  in  the  same  sense  that  I  do. 
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as  convenience  may  suggest  or  definite  physical  considerations 
induce  us  to  choose.  It  may  also,  as  E.  Eemak  judiciously 
observes,  be  used  simultaneously  as  a  second  different  electrode, 
as,  for  instance,  in  the  treatment  of  painful  points,  to  act  upon 
the  locus  morhi  itself. 

But  in  the  last  resort  experience  must  be  our  guide  as  to 
whether  one  pole  in  particular — and,  if  so,  which — is  the  more 
efficient.  It  is  in  only  a  very  limited  number  of  cases  that  this 
can  be  predicted  with  tolerable  certainty  on.  a  priori  grounds. 
Now,  in  some  instances,  as  for  auditory  hyperesthesia,  certain 
neuralgias,  migraine,  painful  pressure  points,  &c.,  the  verdict 
of  experience  has  been  already  given;  but  there  are  many 
others  in  which  it  has  not  yet  spoken.  Of  course  we  may  and 
should  avail  ourselves,  in  empirical  investigation,  of  the  infor- 
mation that  is  to  be  derived  from  the  facts  and  principles  of 
physiology ;  but  the  utmost  circumspection  is  called  for  in  the 
interpretation  of  phenomena,  and  our  inferences  should  be  con- 
trolled with  the  most  rigorous  care.  Neither  should  we  be 
astonished  if  here  and  there  we  meet  with  something  that  fails 
to  harmonise  with  our  views.  In  not  a  few  instances  you  will 
see  both  poles  exhibit  a  similar  or  identical  action — in  many 
conditions  they  do  but  quantitatively  differ — and  especially 
with  reference  to  catalytic  effects  we  have  been  imable  as  yet 
to  assign  the  preference  to  one  or  the  other,  or  to  determine 
their  respective  functions. 

From  all  that  has  been  said  it  seems  probable  that  the 
direction  of  the  current  has  no  considerable  influence  from  a 
therapeutical  point  of  view.  But  this  has  still  to  be  proved. 
Here  again  the  final  appeal  must  rest  with  experience,  and 
experience,  for  the  purpose,  must  be  based  on  a  sufficient 
observation  of  various  instances.  At  any  rate  it  may  be  expedi- 
ent in  some  cases  to  impart  a  particular  direction  to  the  current, 
so  as  to  secure  or  intensify  the  action  of  one  or  other  pole. 
But  this  too  is  only  an  extension  of  the  polar  method. 

You  see,  then,  gentlemen,  that  in  reality  we  have  to  deal  only 
with  empirical  methods.  You  cannot  be  too  much  upon  your 
guard  against  the  preconceived  illusions  of  theory.  There  are 
others  that  spring  from  clinical  prejudices  and  ill-observed 
facts.    The  literature  of  electrical  therapeutics  unfortunately 
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abounds  with  misconceptions  of  this  kind,  and  it  is  not  singular 
in  this,  for  the  fault  is  common  to  nearly  all  the  special  branches 
of  the  science.  Wherever  the  critical  faculty  and  a  rigorous 
control  of  inferences  are  wanting  such  errors  are  sure  to  arise, 
and  anyone  who  knows  the  difficulty  of  collecting  a  body  of 
positive  and  incontrovertible  clinical  facts  will  readily  pardon 
the  defect. 

The  remarks  that  have  been  hitherto  made  have  reference 
essentially  to  the  local  treatment  of  local  diseases.  We  have 
yet  to  consider  some  other  methods  that  have  for  their  object 
the  production  of  a  more  general  influence  upon  the  entire 
organism.  These  methods  have  been  contrived  for  the  treatment 
of  certain  forms  of  disease  in  which  there  is  a  general  derange- 
ment of  the  entire  nervous  system — as  in  various  forms  of 
neurasthenia,  hysteria,  hypochondriasis,  &c. — or  states  of  con- 
stitutional debility  consequent  upon  some  disorder  of  the  blood 
or  of  nutrition— as  ansemia,  chlorosis  with  nervous  derange- 
ment, muscular  relaxation,  &c.— or,  finally,  certain  conditions 
in  which  it  is  sought,  by  means  of  electrical  excitation  of  the 
entire  body  and  especially  of  the  nervous  system,  to  effect  a 
cure  of  morbid  tendencies  of  a  circumscribed  or  extended  cha- 
racter, as  in  general  debility,  hysteria,  extensive  vasomotor 
weakness,  diffuse  skin  affections,  multiple  joint  disease,  and  the 
like.  There  can  be  no  doubt  that  these  methods  are  often  pro- 
ductive of  great  benefit.  I  shall  describe  them  here,  so  as  to 
avoid  making  the  Special  Part  of  the  course  too  long. 

1.  General  faradisation  was  first  advocated  by  Beard  and 
Eockwell,  and  practised  by  them  extensively.  Its  object  is 
faradic  excitation,  as  considerable  as  possible,  of  the  entire 
organism,  but  affecting  especially  the  nervous  system,  the 
muscles,  and  the  skin.    The  method  which  they  adopted  is  as 

^""^^"rheTatient  is  first  stripped  or  lightly  clothed  in  a  shirt,  or  a 
iacket,  and  trousers.  He  is  then  made  to  lie  upon  a  couch  and 
the  bare  feet  are  placed  in  contact  with  a  very  large  electi-ode, 
covered  in  the  usual  manner  and  well  soaked  (or  they  tnay  be 
placed  in  a  vessel  filled  with  warm  water),  and  connected  with 
[he  K  of  the  secondary  coil.  The  A  is  made  by  he  physi- 
ct^'f  hand,  well  moistened,  his  other   hand   holding  the 
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electrode,  so  as  to  make  the  current  pass  through  his  own 
body,  as  was  Beard  and  Eockwell's  practice  almost  exclusively 
at  first ;  or,  better,  it  may  consist  of  a  large  electrode  carrying 
a  sponge  cap  of  5  to  8  cent,  diameter  (fig.  26),i  with  which 
different  parts  of  the  body  are  successively  brought  in  contact. 

The  '  electric  hand  '  may  be  used  preferably  in  sensitive 
people  for  application  to  the  forehead  and  front  of  the  neck, 
for  it  enables  the  physician  to 
exercise  complete  control  over 
the  strength  of  the  current,  and 
further  because  the  great  adapt- 
ability of  the  hand  renders  the 
process  a  very  gentle  one.  The 
treatment  begins  with  the  fore- 
head and  temples,  and  an  appre- 
ciable current  is  passed  through 
them.    The  top  of  the  head  is 
reached  next,  and  here  the  A  is 
allowed  to  rest  for  some  time. 
Then  the  occiput  and  nape  of 
the  neck  are  treated  with  a 

somewhat   stronger  current,  and  again  increasing  the  cur- 
rent, the  electrode  is  passed  for  some  time  along  the  spine, 
so  as  to  stimulate  the  cord.    It  may  be  allowed  to  dwell 
occasionally  at  certain  parts,  over  a  painful  spinal  apophysis  or 
focus  of  disease.    The  physician  now  proceeds  to  faradise  the 
neck  with  a  weaker  current,  in  order  to  excite  the  sympathetic, 
the  pneumogastric,  the  phrenic,  and  the  cervical  muscles ;  the' 
anterior  region  of  the  thorax,  especially  of  the  heart,  and  the 
abdomen  with  stronger  currents.    At  this  point  the  A  may  be 
applied  for  a  time  to  the  epigastrium,  so  as  to  act  upon  the 
creliac  plexus.    It  should  afterwards  be  passed  slowly  over  the 
entire  surface  of  the  abdomen,  for  the  benefit  of  the  viscera  and 
abdominal  muscles.    Then  follows  vigorous  excitation  of  the 
skm  and  the  muscles  of  the  back  and  extremities,  and  for  this 

'  This  electrode  may  be  fixed  in  an  ordinary  handle ;  but  when  it  i<, 
necessary  to  apply  it  beneath  the  clothing-as  in  treating  women-it  ,nnv  h! 
attached  to  a  short  bntton-shaped  handle,  that  can  be  grasped  V  7t,'! 
hand,  and  of  which  an  idea  mny  be  had  from  fig.  26.  ^  ^ 

VOL.  VI. 


Pig.  26.— Large  ronnrl  Sjionge  elec- 
trode, with  a  sliort  liancUe  used  in 
general  laradis-atiou.  Trausverse  seo- 
tiou.  Half  natural  .size.  The  electrode 
carries  a  thick  cap  oi!  sponge. 
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purpose  the  electrode  is  applied  with  suitable  pressure  to 
various  parts  and  especially  to  the  larger  nerve  trunks  and  the 
muscles.  Each  of  these  should  be  submitted  several  times  to 
the  excitant  action  of  the  current,  and  its  strength  should  be 
regulated  to  the  production  of  energetic  contractions.  The 
sitting  may  terminate  with  a  second  and  shorter  excitation  of 
the  spinal  cord.  The  entire  proceeding  should  occupy  10  to  20 
minutes  ;  and  of  comse  the  intensity,  duration,  and  minor 
details  of  the  treatment  will  vary  greatly  for  different  individuals 
and  the  several  forms  of  disease. 

Beard  and  Eockwell  claim  for  their  method  the  following 
advantages :  The  immediate  effect  is  generally  refreshing  and 
tonic ;  pain  and  lassitude  instantly  disappear ;  the  pulse  beats 
more  regularly.    But  in  sensitive  persons  it  may  also  cause 
vertigo,  malaise,  tremulous  movements,  and  fainting ;  and  in 
the  first  few  days  following  the  treatment  other  ill  effects  may 
become   apparent,  as  muscular   pains,  nervous  excitement, 
aggravation  of  certain  symptoms,  headache,  and  sleeplessness. 
The  more  permanent  results  with  which  it  is  credited  are  many 
and  various.    Sleep  is  improved,  appetite  increased,  the  diges- 
tive processes  repaired,  circulation  promoted,  the  body  ad- 
vanced in  weight,  muscular  tone,  and  development  throughout ; 
pain  is  relieved  and  morbid  susceptibility  overcome,  uneasy 
sensations  in  the  head  removed,  nervousness  and  mental  de- 
pression corrected;  and  in  fact  a  general  restoration  of  the 
mental  and  physical  faculties  is  effected.    Beard  and  Eockwell 
attribute  these  results  partly  to  direct  excitation  of  the  nervous 
system    partly  to  the  repeated  and  powerful  contractions 
induced  in  the  process.    As  an  indication  for  the  employment 
of  their  method  they  mention  especially  '  constitutional  affec- 
tions '    To  be  more  explicit,  general  faradisation  is  called  form 
morbid  states  that  are  characterised  by  a  general  impairment  of 
the  nutritive  and  vital  functions,  as  neurasthema,  hysteria, 
hypochondria,  and  nervous  dyspepsia,  auc^mia,  chlorosis,  pam- 
lysis,  constitutional  neuralgia,  and  certain  derangements  of  the 
Jeni  al  and  digestive  organs;  also  for  patho  ogical  symirtoms 
%  obscure  causation,  as  in  many  cases  of  neui^lgia  and  para  y  >s, 
epilepsy  and  hysteria ;  finally,  in  diseases  which,  themselves  m- 
cTabKare  atlended  with  impaired  nutrition  and  other  sym- 
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ptoms — as  insomnia,  nervousness,  and  general  debility — which 
we  may  hope  to  relieve.  Greneral  faradisation  has  not  yet 
found  many  advocates,  but  the  communications  which  have 
been  published  by  others  (Vater  von  Artens,  P.  J.  Mobius, 
Engelhorn,  Fr.  Fischer)  coniirm  the  statements  of  the  American 
writers.  We  are  told  of  satisfactory  and  even  brilliant  results 
in  cases  of  cerebral  and  spinal  neurasthenia,  chlorosis,  general 
nervous  exhaustion  of  the  insane,  &c.  For  myself,  although 
my  experience  in  this  direction  is  limited,  I  have  employed 
general  faradisation  often  enough  to  convince  myself  that  it  is 
frequently  of  great  utility.  The  complicated  and  tedious 
nature  of  the  process,  however,  is  a  considerable  obstacle  to  its 
use. 

2.  General  galvanisation  is  altogether  analogous  to  the 
last  process,  except  that  it  is  effected  by  means  of  the  galvanic 
current.  Here,  again,  the  negative  pole  is  applied  to  the  feet, 
and  the  positive  is  directed  over  the  patient's  body  in  precisely 
the  same  manner  as  that  described  above.  The  effects  are  the 
same,  according  to  Beard  and  Kockwell.  More  care,  however, 
is  needed  with  reference  to  the  nervous  organs,  and  the  A 
being  applied  to  the  muscles  the  contractions  will  probably  be 
less  considerable  than  those  derived  from  faradisation.  The 
two  American  writers  have  employed  this  method  only  as  a 
secondary  resource.  For  my  own  part,  I  have  Kttle  experience 
of  it. 

3.  On  the  other  hand.  Beard  has  devised  another  expedient 
for  utilising  the  galvanic  current.  He  calls  it  central  galvani- 
sation (Vater  von  Artens  would  prefer  the  term  pancentral) 
and  he  claims  for  it  great  advantages.  It  is  effected  by  placing 
upon  the  epigastrium  a  larger  negative  plate-electrode,  while 
the  positive  pole  in  the  form  of  a  sponge  electrode,  also  of  large 
size,  is  applied  to  the  head,  the  sympathetics,  and  the  spinal 
column  throughout  its  entire  extent.  Its  object  is  to  act  upon 
the  central  nervous  system,  the  vagus,  and  the  sympathetic. 
With  a  weak  current  (2  to  8  cells)  the  forehead  is  first  gently 
rubbed  from  one  side  to  the  other,  then  the  skull  and  the  vertex 
midway  between  the  ears— a  point  to  which  Beard  attributes 
great  importance — and  the  application  is  continued  here  from 
1  to  2  minutes.    Then  the  A  is  passed  for  1  to  5  minutes  along 

T  9. 
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the  course  of  the  cervical  sympathetics  and  the  pneumogas- 
trics.  Finally,  the  spinal  column  is  rubbed  slowly  for  6  minutes 
along  its  entire  length,  attention  being  devoted  especially  to 
the  upper  part. 

This  process  may  be  compared  to  general  faradisation,  but 
it  especially  affects  the  central  nervous  system.  It  may  be 
employed  in  neuroses  of  various  kinds,  especially  those  in  which 
general  nutrition  and  muscular  tone  are  still  comparatively 
unimpaired.  For  these  latter  functions  general  faradisation  is 
especially  efficacious.  But  the  two  methods  may  be  combined 
and  used  alternately  with  great  advantage.  Beard  maintains 
that  he  has  seen  central  galvanisation  work  most  brilliant  cures 
in  hysteria,  hypochondria,  chorea,  cerebral  and  spinal  neuras- 
thenia, gastralgia,  nervous  dyspepsia,  &c.  He  also  relates 
instances  of  its  salutary  influence  upon  skin  diseases  (chronic 
eczema,  prurigo,  acne).  For  my  own  part  I  have  adopted  the 
procedure  in  a  few  instances,  but  without  marked  success. 
But  I  cannot  regard  my  failure  as  conclusive  evidence,  and  I 
still  look  for  satisfactory  results  from  further  experience.  Those 
mentioned  by  Beard  are  sufficiently  remarkable  to  encourage  the 
hope  that  a  more  extended  acquaintance  with  their  nature  will 
throw  much  light  upon  some  subjects  of  theoretical  importance. 

4.  I  have  yet  to  say  a  few  words  on  the  subject  of  another 
method  of  general  electrisation  of  the  body.  It  is  one  that  has 
been  proposed  and  described  under  various  forms,  but  it  has 
not  yet  been  accorded  universal  support.  I  refer  to  the  electric 
bath.  Electric  baths  may  be  contrived  in  many  ways,  and  of 
all  of  them  very  wonderful  things  are  told.  One  method  of 
administering  the  bath  is  as  follows  :  One  pole  is  connected 
with  the  tub  in  which  the  patient  is  placed,  if  this  is  of  metal, 
or  passed  into  the  water  if  the  vessel  is  of  some  non-conduct  ing 

substance  as  of  wood — while  the  other  is  attached  to  a  metal 

bar  covered  with  some  conducting  material  and  well  moistened. 
This  is  suspended  above  the  vessel,  and  the  patient  grasps  it 
with  his  hands.  Care  must  be  taken  that  the  surface  of  the  body 
is  nowhere  in  contact  with  the  metal  of  the  vessel  or  with  the 
pole  that  has  been  introduced  within  it.  This  may  be  effected 
by  placing  a  stool  under  the  patient  or  clothing  him  in  a  light 
costume.    In  this  way  the  patient's  arms  become  the  channels 
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by  which  the  current  enters  and  emerges  from  his  body — that 
is  to  say,  they  are  one  of  the  poles  of  the  galvanic  or  faradic 
current.  The  other  consists  of  the  entire  surface  that  is  in 
contact  with  the  water.  This  is  called  the  '  monopolar  electric 
bath,'  and  according  as  one  or  the  other  pole  is  connected  with 
the  water,  and  therefore  with  the  surface  of  the  body,  it  may  be 
termed  the  anodic  or  kathodic  (monopolar)  bath.  Under  the 
conditions  described  the  current  may  cause  so  great  uneasiness 
in  the  arm  that  a  point  is  soon  reached  at  which  its  . strength 
and  intensity  cannot  be  increased  without  discomfort.  The 
second  pole  may  then  be  applied  at  some  convenient  situation 
on  that  part  of  the  body  which  is  uncovered,  as  the  nape  or 
spine,  or  it  may  be  conveyed  to  a  point  beneath  the  surface  of 
the  water  by  means  of  an  insulated  electrode  (rubber  electrode 
of  Trautwein). 

In  another  form  of  the  electric  bath  the  vessel  is  made  of 
some  non-conducting  substance — wood,  concrete,  or  thoroughly 
enamelled  metal— and  by  various  contrivances  the  electrodes 
of  the  primary  or  secondary  faradic  coils,  or  of  the  galvanic 
apparatus,  are  introduced  into  the  water  it  contains.    In  this 
way  the  body  receives  only  so  much  of  the  current  as  belongs 
to  it  by  the  laws  of  Ohm,  and  this  is  regulated  as  to  direction 
and  density  by  the  relative  position  (fixed  or  changing)  of  the 
poles.    The  different  parts  of  the  body  may  be  submitted  to 
the  more  or  less  active  energy  of  the  current  by  approximating 
or  removing  them  from  the  electrodes.    If  it  is  desirable  to 
pass  very  strong  currents  large  electrodes  may  be  used,  one 
towards  the  head  and  one  towards  the  feet.    These  should 
consist  of  metal  plates  of  large  surface  and  suitably  curved, 
carrying  the  attachment  of  the  terminal  wires  of  the  battery. 
The  current  strength  may  be  further  increased  by  adding  to 
the  water  some  substance  that  will  render  it  a  better  conductor, 
such  as  common  salt,  soda,  or  a  little  acid. 

This  is  called  the  dipolar  electric  hath,  because  neither  of 
the  poles  is  applied  directly  to  the  patient's  body,  but  all  the 
currents  must  pass  through  the  water  to  reach  it.  They  may 
be  conveyed  to  the  water  either  by  plates  at  the  head  and  foot 
only  (and  Stein  would  add  a  perpendicular  plate  between  the 
legs,  connected  with  the  foot  plate),  or  others  may  be  situated 
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at  the  sides,  so  as  to  impart  an  oblique  or  transverse  direction  ; 
and  either  pair  may  be  connected  with  the  poles  of  the  battery 
by  means  of  suitable  commutators.  The  ingenuity  of  the 
specialist  and  instrument-maker  has  produced  these  in  great 
variety,  but  only  the  simpler  forms  are  of  practical  utility. 

To  generate  the  current  a  powerful  induction  coil,  or  a  battery 
of  many  cells  and  low  resistance,  is  needed.  Arrangements  for 
admitting  and  shutting  off  the  current,  for  increasing,  diminish- 
ing, and  estimating  its  strength  and  reversing  its  direction— in 
fVict,  all  the  appliances  of  complete  electrisation— are  indispensa- 
ble for  administering  the  bath.  For  the  purposes  of  private 
practice,  however,  the  faradic  bath  may  be  given  in  its  simplest 
form  without  much  trouble.  The  best  medium  is  pure  water. 
By  reason  of  the  great  resistance  of  the  fluid,  even  with  the 
bipolar  method,  a  sufficient  quantity  of  electricity  enters  the 
body  to  produce  the  desired  therapeutical  and  physiological 
effects.  Saline  or  acidulated  water,  which  has  a  much  lower 
resistance,  increases  the  strength  of  the  current,  but  allows  a 
smaller  share  to  enter  the  body,  although,  to  be  sure,  it  would 
seem,  from  Lehr's  experiments  with  the  water  of  the  Wiesbaden 
springs,  that  its  effect  in  this  respect  is  not  very  considerable. 
On  the  other  hand,  in  giving  the  monopolar  bath  it  is  well  to 
increase  the  conductivity  of  the  fluid  by  adding  a  little  salt, 
soda,  or  acid. 

The  temperature  of  the  electric  bath  can  be  regulated  ac- 
cording to  the  general  indications  of  the  case.  As  a  rule  it  is 
taken  tepid— 32°  to  37°  C.  The  strength  of  the  current  too  will 
be  chosen  with  reference  to  existing  conditions.  As  a  rule  it 
will  be  of  such  a  strength  as  to  be  just  appreciable  to  the  skin, 
but  it  is  well  to  fall  short  of  this  point  at  the  outset  and  after- 
wards gradually  to  increase  the  strength. 

The  duration  of  the  bath  varies  from  10  to  30  minutes,  ac- 
cording to  circumstances.  Where  the  object  is  merely  to  refresh 
and  stimulate  the  nervous  system,  short  baths  and  weaker 
currents  are  sufficient;  to  diminish  nervous  excitabihty  they 
should  be  continued  longer  and  stronger  currents  used. 

Local  electric  baths  have  also  been  employed  (Weisflog).^  In 
these  one  electrode  is  replaced  by  a  dish  containing  water,  into 
which  the  affected  part  is  plunged.  So  too  in  the  general  electric 
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bath  a  more  local  action  can  be  produced  in  the  separate  parts 
by  attaching  one  pole  to  Stein's  '  shovel  electrode '  and  bringing 
it  in  close  proximity  with  the  structures  to  be  acted  upon. 

We  cannot,  on  a  'priori  grounds,  altogether  reject  the  idea 
that  the  electric  bath  may  be  possessed  of  remarkable  powers. 
It  is  the  procedure  that  has  the  best  claim,  as  Schweig  justly 
remarks,  to  the  name  of '  general '  electrisation,  since  by  its 
means  the  entire  body,  with  the  exception  of  the  head,  is  sub- 
mitted simultaneously  to  the  influence  of  the  current.  It  is  only 
quite  recently  that  the  physical  and  physiological  conditions  which 
must  form  the  basis  of  subsequent  clinical  investigations  in  this 
matter  have  attracted  the  attention  of  several  observers  (Stein, 
Eulenburg,Lehr,  Spanke,  Graeber,  Trautwein).  As  yet  these  pre- 
liminary questions  are  far  from  being  settled.  The  obscurity  of 
the  underlying  physicaliaws  and  the  contradictory  nature  of  the 
results  of  physiological  research  render  it  incumbent  upon  us, 
I  think,  to  be  very  reserved  in  forming  an  opinion  upon  the 
action  and  efficacy  of  the  electric  bath. 

As  to  the  physical  conditions,  it  needed  no  stowing  that  in  the 
monopolar  bath  the  entire  current  entered  the  patient's  body ;  not  so 
■with  the  dipolar.  Eulenburg,  in  his  discussion  of  this  subject,  in- 
dulges in  certain  somewhat  imscientific  hypotheses,  but  states  that  he 
has  failed  to  find,  by  direct  experiment,  that  any  considerable  quantity 
of  the  current  entered  the  body.  The  same  conclusions  seemed 
warranted  by  Lehr's  investigations — inevitable  from  those  of  Traut- 
wein. Yet  surely  the  fact  has  been  long  since  sufficiently  established 
by  the  manifest  physiological  effects  of  the  dipolar  bath.  The  resist- 
ance of  the  body  appears  to  be  somewhat  less  than  that  of  pure 
water,  greater  than  that  of  the  hot  springs;  and  it  will  receive, 
in  the  dipolar  bath,  as  much  of  the  current  as  will  fall  to  its  share 
by  Ohm's  laws  of  distribution.  The  nearer  its  surface  to  the  elec- 
trodes— whei'e  the  density  is  greatest — and  the  shorter  the  column 
of  water  which  the  cui-rent  must  traverse  to  reach  it,  the  greater 
will  be  the  quantity  it  receives. 

From  a  physiological  point  of  view  it  has  been  shown  that 
muscular  contractions  and  even  the  electrotonic  effects  of  the  current 
can  be  produced  in  the  electric  bath  (Lehr) ;  that  in  the  feradic  and 
galvanic  baths  faradic  and  galvanic  excitability  are  respectively 
increased  by  currents  of  moderate  strength,  diminished  by  those  of 
greater  force  and  longer  duration  (Eulenburg,  Lehr).    The  elect  ica 
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sensation  is  i3roduced  early  in  the  skin,  and  especially  in  those 
pai-ts  where  the  current  is  most  dense.  Farado-cutaneous  sensi- 
bility is  diminished,  at  any  rate  by  faradic  baths,  particularly  when 
of  long  continuance.  With  reference  to  the  galvanic  bath  the  con- 
clusions of  Lehr  and  Eulenburg  are  contradictory  and  leave  the  point 
in  doubt.  The  sense  oi  position,  according  to  Eulenburg,  is  exalted  by 
the  bath,  of  whatever  form  (faradic  and  galvanic,  anodic  and  kathodic). 
According  to  Lehr  it  is  first  exalted  and  then  depressed  in  the  faradic, 
while  in  the  galvanic  bath  the  K  induces  exaltation  and  the  A 
depression  of  that  faculty.  Spanke  has  ascertained,  and  Graeber 
confirms,  the  same  facts  in  connection  with  the  sense  of  touch. 

The  conclusions  of  the  various  observers  are  unanimous  in 
showing  that  the  2^ulse  rate  is  considerably  diminished  (8  to  20  beats 
per  minute)  in  both  the  galvanic  and  faradic  baths  (Eulenburg,  Lehr, 
Schleicher,  Y.  Corval,  Wunderlich).  Resjyiration  is  diminished  (3  to  6) 
in  the  dipolar,  little  (1  to  2)  or  not  at  all  in  the  monopolar  bath.  The 
temjKrature  is  lowered  by  the  latter  0-1°  to  0-7°  C.  Metabolism  is 
promoted  considerably  by  the  dipolar,  slightly  by  the  monopolar  bath 
(Lehr) ;  and  there  is  increased  secretion  of  urine.  A2^2^etite  and 
digestion  are  improved.  The  genital  functions  are  stimulated.  Cir- 
culation and  nutrition  are  benefited,  sleep  notably  restored,  and 
new  vigour  imparted  to  the  mental  and  physical  faculties.  In  short, 
the  electi'ic  and  especially  the  faradic  bath  is  credited  by  all  those 
writers  with  a  powerful  invigorating  and  refreshing  action  upon  the 
human  frame. 

The  result  of  these  researches  is  not  such  as  to  afford  suffi- 
cient grounds  upon  which  to  formulate  therapeutical  indications 
for  the  use  of  the  electric  bath.  To  regard  it,  with  Eulenburg, 
as  merely  a  cutaneous  stimulant  in  the  same  category  with  other 
baths  of  this  class — hot  water,  carbonic  acid,  and  mineral  baths 
 would  certainly  be  to  limit  its  action  unduly.  It  is  un- 
doubtedly an  adequate  means  of  general  faradisation  and  galvani- 
sation, and  it  is  reasonable  to  suppose  that  it  may  be  possessed  of 
the  various  alterative  and  other  qualities  which  are  attributed  to 
those  processes.  Clinical  experience  is  alone  competent  to  settle 
the  matter,  and  a  large  body  of  facts  are  needed  to  establish  the 
indications  for  its  use  and  for  that  of  one  form  preferably  to 
another.  There  is  even  now  an  abundance  of  such  material  to 
help  us  at  all  events  in  determining  the  effects  of  the  electric 
bath  in  a  large  class  of  cases,  even  though  we  must  suspend  our 
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judgment  as  to  the  comparative  advantages  of  the  different  ways 
of  administering  it. 

There  can  be  no  doubt  as  to  its  efficacy  in  states  of  debility 
and  impaired  nutrition,  and  especially  in  the  various  functional 
neuroses— e.g.  neurasthenia  of  any  kind,  and  particularly  sexual 
neurasthenia,  nervous  dyspepsia,  palpitation,  hysteria,  hypo- 
chondria, Basedow's  disease,  &c.  Further,  it  is  beneficial  in 
tremulous  states  (mercurial  and  alcoholic  tremor,  &c.)  and 
even  in  paralysis  agitans,  where  it  will  effect  at  any  rate  a 
decided  alleviation  of  symptoms.  It  has  also  been  known  to 
do  good  in  the  spasms  and  rigidity  of  hemiplegia  and  spastic 
spinal  paralysis  (Lehr).  For  all  these  conditions  the  faradic 
bath  appears  to  be  especially  suitable.  Its  effects  are  but  little 
marked  in  neuralgic  and  parasthenic  states,  though  in  these 
too  they  are  not  altogether  wanting  ;  and  much  may  yet  be 
achieved  by  the  use  of  the  appropriate  form  and  method  (mono- 
polar galvanic  bath).  In  muscular  rheumatism  and  old  and 
chronic  forms  of  articular  rheumatism  it  has  been  given  with 
great  advantage  (Bouillon-Lagrange,  Barth,  Schweig,  Lehr). 
Even  in  gout  it  is  said  to  be  a  palliative  of  great  value  (Lehr), 
and  Weisflog  has  derived  much  benefit  from  long-continued 
local  faradic  baths  in  traumatic  and  other  forms  of  inflammation 
in  joints.  The  electric  bath  is  also  said  to  be  of  use  in  alleviat- 
ing the  pains  incidental  to  breaking  off  the  habit  of  morphinism. 
All  these  things,  however,  are  in  need  of  further  confirmation. 

As  to  the  comparative  merits  of  the  monopolar  and  dipolar 
methods,  we  must  look  for  information  to  further  researches. 
-^^  judgment  the  dipolar  bath  is  more  convenient,  easier 
of  application,  and  suitable  for  the  greatest  number  of  cases. 
In  most  instances  too  it  will  be  advisable  for  the  present  to 
content  oneself  with  the  simpler  and  more  manageable  faradic 
bath.  The  galvanic  form  need  never  be  resorted  to  but  for  a 
special  object. 

Traiitwein  has  devised  another  means  of  general  electrisation, 
comparable  to  the  electric  bath.  It  is  called  the  electric  douche,  and 
consists  of  a  stream  of  water  connected  with  one  pole  of  a  galvanic 
or  foradic  current  and  allowed  to  play  upon  the  patient's  body,  while 
his  feet  are  in  contact  with  the  otlier  pole.  It  remains  to  be  seen 
whether  this  method  has  any  considerable  advantage. 
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In  conclusion  I  have  to  mention  two  other  methods  of 
treatment,  which  have  a  more  general  application  and  are  sup- 
ported by  abundance  of  clinical  evidence  in  their  favour. 

1.  The  first  is  the  galvanic  treatment  of  points  of  pain 
and  pressure — that  is  to  say,  of  pressure  points  which,  them- 
selves more  or  less  free  from  pain,  evidently  exert  an  influence 
in  the  production  or  relief  of  neuralgias  and  spasms — or  of 
painful  spots  which  become  apparent  under  pressure  of  the 
fingers  or  electrical  exploration  and  are  associated  with  the 
other  symptoms  of  spasm — neuralgia,  tabes  dorsalis,  &c. — and  in 
which  the  symptoms  are  not  momentarily  affected  by  pressure 
upon  these  spots. 

K.  Eemak  was  the  first  to  call  attention  to  these  spots  and 
to  point  out  their  great  importance  from  a  therapeutical  point 
of  view.  He  has  met  with  them  in  many  forms  of  neuralgia 
situated  near  or  upon  the  vertebral  column,  and  also  in  the 
neuralgia-like  pains  of  tabetics  ;  and  he  has  succeeded  in  pro- 
ducing a  wonderfully  soothing  effect  by  stabile  application  to 
them  of  the  positive  pole.  He  has  observed  the  same  thing  in 
several  kinds  of  spasm — notably  in  facial  spasm — where  he 
applied  the  current  to  the  spots  at  which  he  found  he  could 
control  the  condition  by  means  of  pressure.  These  are  situated 
at  a  variable  distance  along  the  nerve  trunk,  and  usually  over 
the  spinal  column  or  in  the  neighbourhood  of  the  cervical 
transverse  processes.  He  ascribes  the  effects  of  electricity  in 
these  cases  partly  to  its  influence  upon  the  sympathetic  ganglia 
and  partly  to  indirect  catalysis.  Many  observations  of  this 
kind  in  connection  with  tabes  are  reported  by  Onimus  and 
Legros. 

Since  that  time  Mor.  Meyer  has  directed  his  attention  to 
those  points  of  pressure  and  pain  over  the  spinal  column,  in  the 
situation  of  the  bony  prominences,  and  especially  of  the  trans- 
verse processes,  and  he  has  found  them  very  common  in  many 
neuroses.  He  ascribes  their  presence  to  various  structural 
changes— periostitis,  neuritis,  small  glandular  abscesses,  in- 
flammatory exudations,  &c.— and  believes  that  they  are  mti- 
mately  connected  with  the  neurotic  phenomena  to  which  they 
often  give  rise  and  maintain.  He  too  prescribes  galvanic 
treatment  and  the  application  of  the  positive  pole  to  these 
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pressure  points  as  an  excellent  remedy  in  the  various  forms 
of  neuralgia,  spasm,  cliorea,  writer's  cramp,  and  even  tabes 
dorsalis.  Mor.  Meyer  has  recently  discovered  similar  spots  in 
the  plexuses  and  other  parts  in  the  course  of  the  nerves,  and 
for  the  treatment  of  these  he  has  found  the  positive  pole 
equally  efficacious.  He  recommends  that  weak  currents  (4  to  8 
cells)  should  be  used  at  first,  as  likely  to  prove  in  many  cases  of 
more  benefit  than  stronger  ones. 

By  means  of  electrical  exploration,  which  is  very  suitable 
for  the  discovery  of  these  painful  spots,  Eosenbach  found  quite 
a  number  of  them  in  chorea  minor — over  the  vertebral  column, 
in  the  neck,  and  at  several  parts  of  the  chest — and  here  again 
galvanic  treatment  was  attended  with  excellent  results. 

More  lately  Brenner  has  described  such  painful  spots  in  the 
situation  of  the  spine  as  occurring  in  sciatica,  tabes,  &c.  He 
determines  their  presence  by  passing  the  galvanic  K  slowly 
along  the  spine  with  a  current  strength  sufficient  to  be  clearly 
appreciable  to  the  skin  without  causing  pain.  At  certain  parts, 
which  are  often  not  more  sensitive  to  pressure  than  others  that 
are  healthy,  the  patient  winces  with  severe  pain  at  the  same 
time  that  the  galvanometer  indicates  no  considerable  current 
strength.  These  spots  are  often  in  direct  relation  with  the 
seat  of  the  neuralgic  or  lancinating  pains,  especially  in  the 
case  of  girdle  pains.  Eational  treatment  with  the  positive 
pole  gradually  relieves  the  painful  sensations,  and  usually  cures 
the  neuralgia  and  the  girdle  pains,  at  the  same  time  effecting 
a  notable  improvement  in  the  tabetic  disease.  Mor.  Meyer 
has  had  such  an  experience  in  two  cases  of  tabes.  Voigt  has 
also  been  successful  in  the  treatment  of  this  disease  after  the 
manner  indicated. 

For  my  own  part,  I  have  found  these  manifestations  present 
in  only  a  few  instances,  and  I  have  often  sought  in  vain  for 
these  pain  and  pressure  points.  In  a  recent  case  I  saw  the 
phenomenon  clearly  displayed,  and  here  the  result  of  galvanism 
was  all  that  could  be  desired.  Perhaps  Hoist's  electrical  treat- 
ment of  ovarian  hypersesthesia  in  hysterics,  with  which  also 
good  results  have  been  obtained,  should  be  included  in  this 
class  of  remedies. 

These  facts  at  all  events  possess  much  interest,  and  should 
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lead  to  further  research.  At  present,  however,  they  admit  of  no 
precise  explanation,  either  with  reference  to  the  production  of 
pain  by  pressure  or  the  application  of  electricity  at  the  situations 
mentioned,  or  their  connection  with  underlying  pathological 
states  and  the  mode  in  which  the  galvanic  current  exerts  a 
curative  influence.  The  effects  of  this  treatment,  as  recorded, 
are  indisputable  ;  its  utility  is  beyond  question  and  the  matter 
deserves  the  closest  attention.  It  is  imperative  that  the  points 
of  galvanic  tenderness  be  determined  by  means  of  the  galvano- 
meter after  the  method  of  Brenner.  The  best  treatment  for 
these  points  appears  to  be  the  stabiie  application  of  the  positive 
pole,  with  a  weak  or  moderate  current.  The  negative  pole  may 
be  placed  at  some  indifferent  situation  or  at  some  more  distal 
centre  of  pain,  according  to  circumstances.  The  operation  should 
occupy  from  1  to  5  minutes.  It  is  needless  to  observe  that  this 
procedure  should  be  supplemented  by  any  other  kind  of  elec- 
trical treatment  which  may  seem  to  be  indicated. 

2.  The  other  method  which  it  remains  to  mention  is  one 
that  has  many  advocates,  and  which  in  part  has  been  extensively 
used.  It  is  galvanic  treatment  with  weak  currents  of  long- 
continued  application.  They  are  currents  of  from  1  to  4  cells 
which  are  introduced  into  the  affected  parts,  either  by  placing 
these  in  contact  with  the  metal  rheophores  themselves  or  by 
means  of  suitable  electrodes,  and  in  this  way  their  action 
should  be  continuous  for  hours,  days,  or  weeks. 

CiniselH  was  perhaps  the  first  in  modern  times  to  advocate 
the  use  of  a  '  simple  element '  of  this  kind  for  application  to 
the  skin  in  various  nervous  diseases.  It  consists  of  a  pair  of 
plates  of  zinc  and  copper,  connected  by  an  insulated  wire  (see 
fig.  27).  These  plates  may  be  of  different  sizes,  corresponding 
pretty  nearly  to  our  '  medium '  and  '  large  '  electrodes.  They 
should  be  soft  and  flexible  and  brightly  polished  before  each 
application.  They  should  be  fixed  to  the  person  at  the  part 
chosen  by  means  of  plaster  or  compresses,  and  care  should  be 
taken  that  their  surface  is  accurately  adapted  to  that  of  the 
body.  Their  action  is  promoted  by  placing  beneath  them  a 
white  linen  cloth  saturated  with  sp.line  or  acidulated  water,  and 
this  should  always  be  kept  wet.  I  should  observe  that  in  this 
process  the  zinc  represents  the  positive  and  the  copper  the 
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negative  pole.  The  plates  may  also  be  constructed  of  other 
pairs  of  metals  besides  these. 

To  secure  the  therapeutical  effects  desired  the  plates  should 
be  worn  every  day  for  several  hours  (2,  6,  12,  or  more),  or  even 
for  whole  days  or  weeks.  If  the  skin  is  very  sensitive  purulent 
ulcers  and  abscesses  may  form  beneath  them.  Their  situation 
must  then  be  changed  and  the  period  of  application  shortened. 

These  little  instruments  were  found  useful  by  Ciniselli  in 
neuralgia,  paralyses,  headaches,  &c.  They  cost  but  little  ;  they 
are  easily  made  of  the  shape  and  size  required,  and  they  can 
be  worn  during  work. 

Another  method  which  is  in  principle  the  same  as  this  has 
been  employed  on  a  large  scale  by  Le  Fort,  who  speaks  highly 
of  its  eflBcacy.  It  consists  of  the  use  of  a  current  of  2,  3,  or 
4  cells  (pile  Trouve-Callot :  zinc  and  copper  elements  without 


Fic.  27.— The  '  simple  element '  after  Ciniselli.  a,  zinc  plate,  in  front.  6,  copper  plate, 
behind,  connected  by  an  insulated  copper  wire  of  varying  length,  c,  soldering,  d,  a 
small  button  round  which  the  wire  is  wound  to  guard  against  ruptures,  which  are  apt 
to  occur. 

a  diajjhragm,  or  the  small  paper  elements  of  Trouve,  or  any 
other  element  of  sufficient  durability),  which  is  passed  into 
the  affected  parts  by  means  of  ordinary  electrodes,  and  its 
action  should  be  sustained  for  days  and  weeks  with  only  short 
and  occasional  interi'uptions,  finally  at  all  times  except  during 
the  night.  The  most  suitable  for  this  purpose  are  electrodes  of 
tin,  very  flexible  and  of  medium  size.  They  should  be  covered 
with  wash  leather  and  kept  damp  with  saline  water.  This  may 
be  effected  by  covering  them  with  indiarubber  sheeting ;  and 
they  are  retained  in  position  by  diachylon  or  bandages. 

Le  Fort  regards  these  weak  currents  as  indicated  in  para- 
lysis, paresis  with  simple  atrophy  or  fatty  degeneration  of 
muscles,  reflex  paralyses  in  consequence  of  contusions,  in  every 
case  of  muscular  mal-nutrition,  and  in  states  of  rigidity.  His 
results  have  been  undoubtedly  good,  and  his  method  may  be 
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substituted  with  advantage  for  many  other  forms  of  galvanic 
treatment  that  are  in  actual  use. 

Valtat  has  employed  it  in  the  atrophies,  pareses,  and  para- 
lyses of  muscles  that  occur  so  commonly  in  connection  with 
joint  diseases,  and  he  reports  remarkable  results.  They  are 
indicated  at  the  period  when  acute  inflammation  has  subsided,  or 
at  the  outset  in  cases  of  a  chronic  character.  Valtat  prefers  the 
descending  action  of  the  current.  Later  the  treatment  may  be 
supplemented  by  faradisation  of  the  muscles. 

Since  Ciniselli's  first  publication  I  have  often  made  use  of 
these  feeble  and  prolonged  currents.  I  have  recommended  the 
simple  element  to  several  of  my  patients,  and  I  have  seen  it 
prove  useful.  One  of  my  colleagues,  who  sufi'ered  from  writer's 
cramp,  experienced  relief  during  the  day  while  he  wore  it.  I 
have  frequently  applied  it  with  advantage  to  the  head  in  cases 
of  headache  or  insomnia ;  but  its  benefit  was  most  marked  in 
several  cases  of  hysterical  neurasthenia  of  a  severe  form 
occurring  in  women  of  a  delicate  constitution.  I  made  them 
carry  the  instrument  upon  the  back  for  several  hours  every 
day.  But  it  is  difficult  in  such  cases  to  allow  for  the  moral  effect 
of  treatment.  In  a  case  of  senile  palsy  it  proved  very  efficacious. 
I  have  also  employed  Le  Fort's  method  in  many  cases  of  atrophy 
of  the  quadriceps  due  to  inflammation  at  the  knee,  and  in  one 
instance  its  benefit  was  very  marked. 

This  procedure  therefore  seems  to  me  to  merit  further 
attention.  But  how  far  is  it  to  be  regarded  as  analogous  to  the 
so  called  '  electric  '  chain  of  Pulvermacher  and  others,  for  along 
time  so  much  in  use,  and  by  means  of  which  Hiffelsheim  among 
the  rest  appears  to  have  performed  many  cures  ?  Do  these 
and  other  such  contrivances— as,  for  instance,  N.  Mayer's  little 
columns  furnish  ciu-rents  which  are  really  sustained  and  suffi- 
ciently active  ?  These  are  things  upon  which  I  can  form  no 
judgment,  for  I  have  no  acquaintance  with  them  and  they  play 
an  unduly  prominent  part  in  the  jugglery  of  quacks  and  charla- 
tans. 

I  think  I  am  not  concerned  here  to  discuss  the  phenomena 
of  metalloscopy,  which  some  observers  have  attempted  to  explain 
by  the  influence  of  very  weak  electric  currents. 
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LECTURE  XV. 

General  Principles  and  Technical  Considerations  for  Treatment  by  Electricity — 
Treatment  m  Loco  Morhi — Localisation  of  the  Current — Localised  Fara- 
disation of  Motor  Nerves  and  Muscles  -  Systems  of  Treatment — Personal 
Acquaintance  with  the  Effects  of  the  Currents — Choice  of  Strength  of 
Currents — Choice  and  Disposition  of  Electrodes — The  Elimination  of  un- 
necessary Excitations — Frequency  and  Duration  of  the  Sittings — Total 
Duration  of  Treatment — The  Treatment  in  the  Hands  of  Laymen. 

Before  passing  to  the  Special  Part,  in  which  we  shall  treat  of 
the  indications  of  electricity  in  disease  and  the  various  modes 
in  which  it  may  be  applied  in  different  disorders,  I  would  direct 
your  attention  to  certain  general  principles  and  special  precepts 
for  its  use.  They  are  the  result  of  a  long  experience,  and 
though  they  may  seem  to  you  now  to  be  of  little  interest  and 
importance  you  will  find  by-and-by  that  an  acquaintance  with 
them  will  amply  repay  the  trouble  you  may  take  in  acquiring 
it. 

The  first  great  principle  is  that  of  the  treatment  in  loco 
morhi — that  is  to  say,  the  direct  application  of  electricity  to  the 
affected  part  itself.  We  are  in  the  fortunate  position,  as  com- 
pared with  other  branches  of  medicine,  that  we  can  apply  our 
remedy  at  once  to  the  seat  of  disease,  and  in  quantity  and 
intensity  such  as  we  can  absolutely  determine  and  control. 
And  this  power,  there  can  be  no  doubt,  is  of  the  greatest  im- 
portance in  the  generality  of  cases.  The  fact,  however,  though 
long  recognised,  is  not  sufficiently  appreciated,  and  every  day 
we  see  it  ignored  or  overlooked.  An  inherent  obstacle  to  its 
application  arises  .from  our  faulty  means  of  diagnosis.  How 
often  are  we  in  doubt  as  to  the  exact  localisation  of  nervous 
troubles  !  and  how  often  are  we  imable  to  specify  the  precise 
situation  of  the  loma  morhi  !  There  is  not  a  single  neuropatho- 
logist of  experience  but  has  had  many  difficulties  of  this  kind. 
But  wherever  we  can  satisfy  ourselves  of  the  situation  of  the 
focus  of  disease  it  may  be  taken  as  the  first  great  rule  that 
if  electricity  is  to  be  used  that  is  the  place  to  apply  it.  Failing 
an  accurate  knowledge  of  this  point,  it  is  only  left  to  subject 
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each  of  the  possible  localisations  to  the  systematic  action  of  the 
current,  and  in  doing  this  the  best  plan  is  to  proceed  from  the 
periphery  inwards.  There  is  but  one — and  that  only  a  seeming 
— exception  to  this  general  rule.  It  is  the  casein  which  we  aim 
at-  effecting  a  cure  indirectly — for  instance,  by  reflex  influence, 
or  indirect  catalysis,  or  the  so  called  galvanisation  of  the  sym- 
pathetic. In  such  a  process  too  our  object  is  to  work  upon  the 
seat  of  disease,  but  in  a  roundabout  way,  and  we  are  very 
successful  in  this.  This,  however,  is  a  very  different  thing  from 
attempting  to  cure  a  paralysis  of  brain  origin,  for  example,  by 
faradisation  of  the  paralysed  muscles. 

It  is  especially  important  to  keep  this  principle  in  view  in 
the  treatment  of  certain  symptomatic  disorders  consequent  upon 
local  diseases,  as  paralyses,  anassthesias,  contractures,  pains,  and 
the  like,  and  in  these,  too,  much  depends  upon  a  judicious  choice 
of  the  place  of  application  of  the  current. 

In  more  disseminated  or  general  neuroses,  constitutional 
affections,  and  the  like,  or  where  it  is  desirable  to  bring  about 
a  certain  result  by  acting  upon  the  nervous  system  as  a  whole, 
or  upon  the  nutritive  processes,  local  treatment  by  electricity 
of  course  is  not  called  for.  The  methods  lately  described 
(Lect.  XIV.) — general  faradisation  and  galvanisation,  the  electric 
bath,  &c. — find  here  their  appropriate  sphere  of  action. 

It  is  a  necessary  consequence  of  the  principle  which  I  have 
laid  down  above  that  we  should  endeavour  to  determine  the. 
most  exact  method  of  current  localisation,  so  as  to  be  able  to 
effect  our  purpose  thoroughly  and  completely.  In  order  to  do 
this  the  great  requisite  is  a  sound  knowledge  of  physics,  and 
above  all  a  practical  acquaintance  with  the  laws  of  Ohm.  You 
must  know  where  and  how  to  apply  the  electrodes,  of  what  size 
they  shall  be,  the  strength  of  current  requisite  to  produce  the 
desired  effect  in  different  parts  of  the  body.  For  this  it  is  evi- 
dent too  that  an  extensive  knowledge  of  anatomy  is  needed ; 
and  much  practice  upon  the  living  subject  can  alone  impart 
that  familiarity  with  the  behaviour  of  the  current  to  the 
different  structures  it  has  to  traverse  that  is  so  necessary  to  its 
efficient  application.  Experiments  to  this  end  may  be  performed 
with  advantage  upon  one's  own  body. 

For  the  purposes  of  this  exact  localisation  of  the  current  in 
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the  nerves  and  muscles  you  will  often  need  to  refer  to  the  in- 
structions first  given  by  Duchenne  and  afterwards  developed 
by  Ziemssen.  For  details  I  would  refer  you  to  the  works  of 
these  distinguished  writers.  I  will  content  myself  by  giving 
you  here  a  brief  sketch  of  the  process  of  local  faradisation  of 
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motor  nerves  and  muscles,  with  the  aid  of  drawings  and  a  few 
remarks  in  illustration. 

In  the  hmd  (see  fig.  28)  the  consideration  of  chief  importance  is 
the  distribution  of  the  iacial  nerve.  It  is  often  the  subject  of  precise 
electrical  exploration,  and  it  can  be  excited  with  ease  and  certainty 
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The  drawing  gives  some  idea  of  the  ramifications  of  the  facial.  The 
principal  points  for  excitation  are  marked  also.  In  precise  explora- 
tion it  is  well  to  begin  by  investigating  the  nerve  trunk.  This  is 
best  done  by  means  of  a  fine  electrode,  which  should  be  passed  from 
behind  forward  below  the  external  auditory  meatus,  and  upwards 
along  the  border  of  the  lower  jaw.  When  this  is  done  with  a  strong 
current  marked  contractions  occur  throughout  the  entire  facial 
region.  The  same  effect  can  be  produced  by  a  fine  electrode  within 
the  external  auditory  meatus  by  passing  it  in  a  direction  inwards, 
downwards,  and  forwards. 

For  the  purposes  of  a  comparative  and  more  accurate  exploration 
it  is  my  custom  to  divide  the  facial  into  three  chief  branches — or 
rather  into  three  districts — and  to  examine  each  in  two  points,  one 
just  in  front  of  the  ear  and  the  other  midway  in  the  coui'se  of  the 
branch  in  question.  The  highest  of  these  branches  belongs  to  the 
muscles  above  the  palpebral  aperture,  the  middle  one  to  the  muscles 
in  front  of  the  upper  jaw,  between  the  orbit  and  the  mouth,  and  the 
lowest  to  the  muscles  of  the  lower  jaw.  It  is  true  that  the  great 
variety  in  the  distribution  of  the  facial  is  an  obstacle  to  its  exact 
investigation ;  but  I  have  tested  this  method  practically  times  with- 
out number.  The  points  of  excitation  for  the  exploration  of  parts 
behind  the  ear  are  situated  over  the  zygomatic  bone  and  close  to  the 
border  of  the  ramus  of  the  jaw. 

For  the  excitation  of  a  point  midway  in  the  course  of  the  nerve 
I  choose  three  places  one  above  the  other  in  a  straight  line— at  the 
temple  (and  this  is  also  the  point  chosen  for  excitation  of  the  frontal 
branch  in  the  general  quantitative  investigation  of  excitability),  at 
the  anterior  extremity  of  the  zygomatic  bone,  near  its  lower  border, 
and  at  the  middle  of  the  inferior  border  of  the  horizontal  ramus  of 
the  lower  jaw.  Then  the  separate  muscles  are  taken  into  considera- 
tion.  The  appropriate  points  of  excitation  will  be  seen  from  the 
fifTure.  They  vary  much  in  individuals,  and  it  may  be  necessary  to 
discover  them  by  means  of  a  fine  electrode  with  a  weak  current.  This 
is  often  painful,  in  consequence  of  the  effect  upon  branches  of  the 
trigeminal. 

The  muscles  of  the  eye  are  altogether  inaccessible  to  electrical 
excitation.  The  muscles  of  mastication  can  be  reached  by  direct 
excitation,  as  indicated  in  the  figure.  The  occipital  and  the  little 
muscles  behind  the  ear  are  easily  affected  by  excitation  of  the  posterior 
auricular  over  the  mastoid  process. 

In  the  v^ck  a  number  of  nerve  trunks  of  size  and  importance 
engage  our  attention,  as  well  as  certain  muscles,  large  and  small. 
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The  hypoglossal  can  be  excited  in  many  individjials  by  means  of 
a  strong  current  applied  by  deep  pressure  of  a  fine  electrode  above 
and  behind  the  cornu  of  the  os  hyoides.  The  result  of  the  proceed- 
ing is  contraction,  curving,  and  wrinkling  of  one  half  of  the  tongue, 
but  no  movement  of  deglutition.  Direct  excitation  of  the  tongue,  the 
soft  palate,  and  the  superior  muscles  of  the  oesophagus  can  be  eifected 
by  the  aid  of  a  suitable  electrode,  which  is  best  made  with  an  inter- 
rupter in  the  handle. 

The  spinal  accessory  nerve  is  easily  excited  in  a  great  part  of  its 
course.  The  deep  mark  in  the  figure  indicates  pretty  nearly  the  point 
at  which  it  is  most  readily  excitable.  It  is  also  the  point  to  be  chosen 
for  the  quantitative  examination  of  excitability.  The  two  muscles 
which  it  supplies — the  sterno-cleido-mastoid  and  trapezius — are  easily 
excited  separately.  The  first,  however,  occasionally  offers  some 
difficulty. 

The  splenius  and  levator  anguli  scapulae  may  often  be  excited 
separately. 

The  various  muscles  of  the  hyoid  bone  and  thyroid  are  rarely 
submitted  to  local  faradisation.  They  will  be  found  with  very  little 
trouble. 

In  the  subclavicular  fossa  there  are  numerous  nerve  trunks  and 
points  of  excitation  gathered  close  together,  viz.  those  of  the  brachial 
plexus  and  its  branches  and  the  phrenic  nerve.  The  latter  is  difficult 
to  excite  separately.  The  operation  should  be  performed  with  a  fine 
electrode,  so  as  to  avoid  the  neighbouring  nerve  trunks,  and  because 
the  electrode  is  with  diificulty  retained  in  position  on  account  of  the 
contraction  of  the  scalenus  and  sterno-mastoid.  The  nerve  runs  some- 
what superficially  along  the  posterior  border  of  the  latter  muscle.  The 
effect  of  its  excitation  is  a  sudden  inspiratory  movement,  a  heaving  of 
the  epigastrium  combined  with  an  inspiratory  sound  in  the  larynx. 
It  is  effected  better  when  the  excitation  is  bilateral,  produced  by 
means  of  a  divided  kathodic  electrode. 

Artificial  respiration  in  asphyxia,  by  rhythmical  faradisation  of 
the  phrenic,  was  first  practised  systematically  by  Ziemssen  under  the 
direction  of  Duchenne.  It  is  best  performed  bilaterally  with  the 
aid  of  large  sponge  electrodes  (K  divided  and  A  at  the  sternum), 
both  because  by  this  means  the  phrenic  is  reached  more  effectually 
and  also  because  the  external  muscles  of  respiration  supplied  by  the 
branches  of  the  brachial  plexus  are  put  in  action  at  the  same  time. 
While  this  is  done  the  head  and  shoulders  and  the  upper  parts  of 
the  arm  should  be  fixed  by  assistants.  A  strong  faradic  current  is 
then  closed  for  one  or  two  seconds,  and  again  opened  for  a  similar 

V  2 


392 


ELECTR  0  T HER  APE  UTICS. 


period  while  jsressuro  is  made  upon  the  chest.  This  process  is 
I'epeated ;  and  so  artificial  respiration  may  be  maintained  for  several 
hours,  according  to  the  statements  of  Ziemssen  and  others.  Finally, 
the  galvanic  current  (KC)  may  be  employed  for  the  same  purpose. 
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Fig.  29. 


The  different  branches  of  the  brachial  plexus  may  be  reached 
separately,  with  a  little  care,  especially  in  persons  of  a  meagre  habit. 
For  this  purpose  a  fine  electrode  must  be  used  with  .slight  pressure, 
and  the  current  should  be  carefully  regulated.  The  upper  extremity 
must  be  somewhat  raised  meanwhile,  and  the  head  turned  slightly  to 
the  opposite  side.  In  this  way  may  be  found  the  axil  ary  nerN'B  (for 
contraction  of  the  deltoid)  above,  posterior  thoracic  (contraction  of 
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the  rhomboids)  a  little  posteriorly,  the  long  thoracic  (to  the  superior 
serratus)  below  and  exteriorly.    The  latter  nerve  is  also  often  excit- 
able in  the  armpit  and  along  its  course  in  the  thorax.    Just  above 
and  below  the  clavicle,  more  internally,  is  the  anterior  thoracic  (for 
the  pectorahs  major).    The  principal  branches  of  the  plexus,  the 
median,  musculo-cutaneous,  and  radial  (less  frequently  also  the  ulnar) 
can  also  be  excited  in  this  situation,  but  not,  as  a  rule,  separately, 
with  different  combinations  of  muscles.    Finally,  at  a  particular  spot 
about  2  or  3  centimetres  above  the  clavicle,  and  a  little  externally  to 
the  posterior  border  of  the  sterno-mastoid,  immediately  in  front  of 
the  transverse  process  of  the  sixth  cervical  vertebra,  a  simultaneous 
contraction  can  be  produced  in  the  deltoid,  biceps,  brachialis  internus, 
and  supinator  longus,  probably  also  in  the  supra  and  subscapular 
muscles  (supraclavicular  point  of  Erb,  E.  Eemak,  Hoedemaker). 
This  point  is  of  much  practical  importance. 

In  the  upper  extremity  (fig.  30)  the  principal  nerves  on  the  flexor 
aspect  may  be  sought  out.  In  the  upper  arm  the  ulnar  and  median 
may  be  easily  excited  throughout  their  entire  course  in  the  bicipital 
gi'oove.  The  point  at  which  the  ulnar  is  most  readily  excitable  is  a 
little  above  the  internal  condyle.  This  is  also  the  place  to  be  chosen 
for  the  purposes  of  quantitative  electrical  exploration.  That  for  the 
median  is  at  the  elbow,  where  it  lies  somewhat  superficially  upon  the 
flexors.  The  best  position  for  excitation  of  these  nerves  is  slight 
flexion  (see  figure),  with  the  muscles  as  much  relaxed  as  possible.  A 
current  of  very  little  strength  is  sufficient.  The  effect  of  excitation 
of  the  ulnar  is  flexion  and  adduction  of  the  hand,  curving  of  the  last 
three  fingers,  adduction  of  the  thumb  and  a  consequent  conical  shape 
of  the  hand.  Excitation  of  the  median  is  accompanied  by  pi-onation 
of  the  forearm,  flexion  of  the  wrist,  clenching  of  the  hand,  and  con- 
traction of  the  thenar  eminence. 

The  musculo-cutaneous  nerve  may  easily  be  reached  with  a  fine 
electrode,  as  it  lies  between  the  coraco-brachialis  and  biceps.  In  the 
forearm  the  two  principal  nerve  trunks  are  readily  found  just  above 
the  wrist.  The  points  where  they  are  most  easily  excited  are  shown 
in  the  flgure.  The  ulnar  lies  beside  the  tendon  of  the  internal 
ulnaris.  The  median  has  often  to  be  sought  for  with  a  fine  electrode 
between  the  radialis  internus  and  palmaris  longus. 

The  muscles  are  more  or  less  easily  excitable  at  their  respective 
motor  points.  That  for  the  deltoid  (anterior  portion)  is  close  to  the 
clavicle;  the  biceps  has  two;  the  brachialis  internus  can  be  separately 
excited  only  by  means  of  a  fine  electrode  inserted  beneath  the  relaxed 
biceps,  while  care  is  taken  to  avoid  the  median.    The  long  and 
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M.  flex,  digit,  siibl.  (digit, 
iudicis  et  minimi) 

Ulnar  n. 


M.  palmaris  brev. 
M.  abductor  digiti  min, 
M.  flexor  digit,  min, 
M.  opponens  digit,  min. 


Mm.  lumbrioales  | 


M.  deltoid, 
(anterior  half) 


M.  biceps  bracliii 


pronator  teres 
flex,  carpi  radialis 

M.  flex,  digitor.  sublim. 

M.  flex,  pollicis  longiis 
Median  n. 

M.  abductor  pollio.  brev. 
M.  opponens  pollicis 

M.  flex.  poll.  brer. 

M.  adductor  pollio.  brer. 


Fig.  30. 
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inner  head  of  the  triceps  are  easily  acted  upon  at  the  points  in- 
dicated. 

In  the  forearm  it  is  difficult  to  bring  about  the  separate  action  of 
the  different  flexors.  Their  several  points  must  be  sought  for  care- 
fully, and  the  places  marked  in  fig.  30  will  serve  as  a  useful  guide 
for  the  purpose.  The  excitation  of  the  flexor  sublimis  digitorum  is 
especially  difficult.  The  small  muscles  of  the  hand  are  easily  acted 
upon,  especially  when  the  cuticle  is  thin.  A  strong  current  and  a 
fine  electrode  may  be  needed.  The  lumbricales  are  often  difficult  to 
excite,  and  the  process  is  painful,  on  account  of  theii-  proximity  to 
cutaneous  nerves.  The  forearm  and  hand  may  be  studied  with 
advantage  by  the  physician  on  his  own  person. 

In  the  axilla  the  large  nerve  trunks  are  always  easily  to  be 
separated,  and  this  is  often  of  great  importance  in  diagnosis.  So  we 
can  act  upon  the  radial,  the  axillary,  and  the  long  thoracic,  excita- 
tion of  which  causes  the  characteristic  position  of  the  scapula,  due  to 
the  action  of  the  serratus. 

In  the  upper  extremity,  on  its  posterior  aspect  (fig.  31),  the 
radial  in  the  upper  arm  is  of  chief  importance,  and  its  excitation  at 
the  place  where  it  turns  round  the  bone  is  attended  with  some  diffi- 
culty. It  should  be  sought  for  about  midway  between  the  insertion 
of  the  deltoid  and  the  external  condyle.  At  this  point  a  fine  elec- 
trode should  be  pushed  down  deeply  between  the  triceps  and  brachialis 
anticus  towards  the  bone,  where  a  small  spot  may  be  found,  which 
readily  escapes  the  electrode,  and  where  the  nerve  is  easily  excitable. 
Its  excitation  is  followed  by  supination  of  the  forearm,  extension  of 
the  wrist  and  of  the  first  phalanges,  spreading  of  the  fingers,  and 
abduction  of  the  thumb. 

There  remain  on  the  posterior  aspect  only  motor  points  of 
muscles — one  for  the  hinder  portion  of  the  deltoid,  usually  two  for 
the  outer  head  of  the  triceps,  and  one  for  the  brachialis  internus  (a 
branch  of  the  radial).  Then  in  the  radial  part  of  the  forearm  it  is 
instructive  to  seek  for  the  motor  points  of  the  supinator  longus,  the 
radialis  externus  longior  and  brevior,  the  dififerent  portions  of  the 
flexor  digitorum,  the  ulnaris  externus,  the  extensores  indicis  and 
minimi  digiti,  the  extensors  and  long  abductor  of  the  thumb.  The 
supinator  brevis  cannot  in  many  instances  be  excited  separately  or 
at  all.  It  can  be  reached  readily  only  when  the  extensor  of  the 
fingers  is  atrophied  or  insensible  to  faradism,  as  in  lead  poisoning. 

In  the  trunk  there  is  seldom  much  to  be  done  with  electrical 
exploration.  On  the  antorior  aspect  the  intercostal  and  abdominal 
muscles  cannot  be  made  to  contract  completely,  but  a  partial  con- 
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traction  may  be  produced  by  excitation  at  several  motor  points.  The 
muscles  of  the  back  and  those  attached  to  the  scapula  are  usually 
excited  directly,  and  possess  no  well-marked  motor  points.  The 


M.  deltoid, 
(liiuder  part) 


M.  extensor  digit, 
communis 

M.  extensor  indicis 


M.  abductor  pollic.  long. 
M.  extensor  pollic.  brev. 


M.  intoross.  dorsal.  I 
et  II. 


Radial  nevre 
M.  brachial,  intern. 

M.  supinator  long. 
M.  radial,  est.  long. 
M.  radial,  ext.  brev. 


M.  triceps  (caput 
longum) 


M.  triceps  (caput 
extern.) 


M.  ulnar,  extern. 
M.  supinat.  brev. 

M.  extens.  digiti  minim. 
M.  extens.  indicis 

M.  extens.  poll,  long. 


M.  abduct,  digit,  min. 

)  M.  inteross.  dorsal. 
i       III.  et  IV. 


Fig.  31. 

lumbro-sacral  muscles  are  excited  by  large  or  medium  electrodes,  both 
placed  on  the  part  and  transmitting  very  strong  currents.  The  effect 
is  extension  and  lateral  curving  of  the  spinal  column. 
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In  the  lower  extremity,  at  the  anterior  surface  of  the  thigh,  the 
crural  nerve  may  be  found  a  little  externally  to  the  course  of  the 
femoral  vessels.  The  electrode  should  be  applied  high  up  against  the 
pelvis,  and  a  strong  current  employed.  The  eflfect  is  complete  con- 
traction of  the  quadriceps  and  sartorius,  extension  of  the  leg,  and 
protuberance  of  different  muscle  bundles.  The  obturator  can  be 
excited  only  by  pressing  a  strong  electrode  deeply  among  the  muscles 


Crural  n. 

Obturator  n. 
M.  peotineus 

M.  adductor  magnus 
M.  adduct.  longus 


M.  cruralis  — 


31.  vastus  internus 


M.  tensor  f  asoiaa  latoB 


—  I  —  M.  sartorius 


M.  quadriceps  femoris 
(common  point) 

M.  rectus  femoris 


M.  vastus  externus 


Fig.  32. 


towards  the  pelvis,  at  the  point  indicated.  The  effect  is  complete 
contraction  of  the  adductors.  Separately  the  muscles  are  nearly  all 
easy  to  excite — the  tensor  vaginse  femoris  usvially  at  two  points,  the 
sartorius  high  up.  The  quadriceps  is  hard  to  reach ;  the  electrode 
should  be  applied  deeply  a,nd  with  pressure,  and  it  easily  slides  out 
of  position,  in  consequence  of  the  muscular  contraction.  The  rectus 
and  cruralis  are  with  diflaculty  excited  separately.  On  the  other 
hand,  the  vastus  internus  can  be  acted  upon  easily  along  a  line  close 
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to  its  inner  border;  so  too  the  vastus  externus  at  two  points  on  its 
outer  edge.  The  adductors  can  be  excited  separately  at  the  points 
indicated ;  the  adductor  magnus  most  readily  at  the  posterior  surface 
of  the  thigh. 

At  the  posterior  surface  of  the  thigh  the  gluteus  maximus  can  be 


Sciatic  n. 


M.  bicejis.  fern.  (cap.  

long.) 


M.  biceps  fern.  (cap. 
brev.) 


Peroneal  n. 


M.  gastroonem.  (cap. 
extern.) 


M.  soleus 


M.  flexor  hallucis  longus 


M.  gluteus  maximus 


M.  adductor  magnus 
M.  semitendinosus 
M.  semimembranosus 


TiMal  n. 


M.  gastrocnem.  (cap.  int.) 


M.  soleus 


M.  flexor  digitor.  comm. 
longus 


TiUal  11. 


Fig.  33. 


reached  only  by  direct  excitation,  and  it  has  xisually  several  motor 
points. 

The  trunk  of  the  sciatic  nerve  can  be  excited  by  firm  pressure  of 
the  electrode  just  under  the  border  of  the  gluteus  and  a  powerful 
current.    The  effect  is  vigorous  extension  of  the  leg  and  foot,  with 
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jireponderant  contraction  of  the  calf.  The  terminal  branches  of  this 
nerve  in  the  popliteal  space  are  readily  acted  upon.  In  the  middle 
is  the  tibial  nerve.  Its  point  for  excitation  is  in  the  principal  trans- 
verse fold  of  the  space.  Its  excitation  is  followed  by  complete  con- 
traction of  the  calf,  plantar  flexion  of  the  foot,  and  flexion  of  the 
toes.    More  externally  and  across  the  head  of  the  fibula  is  the 


Pig.  34. 


peroneal  nerve.  Its  most  excitable  point — as  also  that  chosen  by  me 
for  the  examination  of  quantitative  excitability — lies  also  in  the  upper 
part  of  the  fold  mentioned  above.  Effect :  strong  dorsal  flexion  of 
the  foot,  with  more  or  less  abduction  or  .adduction  and  extension  of 
the  toes. 

The  muscles  on  the  hinder  surface  of  the  thigh  are  diflicult  to 
excite  directly,  and  respond  feebly.    For  the  purpose  the  leg  should 
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be  slightly  flexed.  The  best  results  will  be  obtained  in  the  neigh- 
bourhood of  the  points  indicated. 

In  the  leg  we  are  most  frequently  concerned  with  direct  excitation 
of  the  muscles  from  their  motor  points.  In  the  calf  those  of  the 
gastrocnemius  and  soleus  are  easily  found.  The  latter  has  several 
points  along  its  borders.  Lower  down  and  internally  is  that  for  the 
common  flexor  of  the  toes ;  externally  that  for  the  flexor  pollicis. 
Lower  still  and  internally  to  the  tendo  Achillis  is  the  tibial  nerve,  by 
means  of  which  contraction  of  the  plantar  muscles  can  be  caused. 

On  the  anterior  aspect  of  the  leg,  above  and  close  by  the  head  of 
the  fibula,  the  peroneal  nerve  is  excitable.  The  motor  points  for  the 
tibialis  anticus,  extensor  communis  digitorum,  and  peroneus  longus  are 
situated  on  the  same  level  and  require  considerable  currents.  Farther 
down  and  externally  is  the  point  for  the  peroneus  brevis ;  lower  still, 
near  the  edge  of  the  tibia,  that  for  the  extensor  longus  pollicis. 

On  the  dorsum  of  the  foot  are  the  extensor  brevis  digitorum, 
abductor  minimi  digiti,  and  the  dorsal  interossei,  which  are  all  readily 
excitable.  The  muscles  on  the  plantar  aspect  require  very  strong 
currents  for  their  excitation  and  are  of  no  diagnostic  or  clinical 
significance. 

For  the  appKcation  of  the  current  to  the  other  parts  of  the 
body  we  must  be  guided  by  anatomical  considerations.  I  shall 
revert  to  the  subject  in  the  special  chapters  which  deal  with  it. 
The  matter  is  one  of  much  importance,  but  here  I  shall  confine 
myself  to  a  few  elementary  remarks. 

In  the  skull  it  is  necessary  to  know  the  situation  of  the 
different  parts  of  the  brain  with  reference  to  the  surface.  Thus, 
for  instance,  the  region  of  the  third  frontal  convolution  (speech 
centre)  should  be  looked  for  a  little  above  and  in  front  of  the 
ear ;  the  region  of  the  central  convolutions  extends  from,  this 
point  backwards  towards  the  vertex ;  the  medulla  oblongata  lies 
between  the  mastoid  processes  and  the  auriculo-mastoid  fossje  ; 
the  region  of  the  great  ganglia  of  the  base  is  between  the 
temples.  The  anterior  half  of  the  temporal  region  corresponds 
to  the  anterior  fossa  of  the  skull,  the  posterior  lialf  to  the 
middle  fossa.  Tbe  posterior  fossa  with  its  nerves  is  situated 
between  the  mastoid  processes.  False  impressions  upon  these 
subjects  are  common  enough. 

I  have  already  pointed  out  (p.  258)  the  situation  of  the 
superior  ganglion  of  the  sympathetic  in  the  neck.    The  inferior 
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ganglion  should  be  sought  with  a  large  electrode  above  the 
clavicle  and  close  to  the  sternomastoid,  the  other  electrode  being 
placed  opposite  upon  the  spinal  column. 

In  the  hack  regard  must  be  .had  to  the  position  of  the 
cervical  enlargement  (from  third  and  fourth  cervical  to  second 
dorsal  vertebra)  and  of  the  lumbar  (from  tenth  dorsal  to  second 
lumbar  vertebra).  The  situation  of  the  stomach  and  viscera,  the 
coeliac  axis,  bladder,  uterus,  ovaries,  &c,,  is  sufficiently  well  known. 

In  every  case  you  should  conceive  a  definite  plan  of  treat" 
ment.  Indecision  is  most  tedious  aud  unsatisfactory.  The 
method  you  adopt  must  be  a  rational  one  and  chosen  with 
reference  to  all  the  circumstances  of  the  case.  Sometimes  you 
will  suspend  your  treatment  in  order  to  observe  its  effect.  If 
this  is  not  apparent  you  will  resort  to  another  method — perhaps 
to  several  in  succession.  But  you  cannot  be  too  much  upon 
your  guard  against  constant  changes,  for  in  this  way  you  will 
obtain  no  positive  results  nor  any  data  that  can  be  utilised  for 
scientific  purposes. 

I  hold  it  as  indispensable  for  anyone  who  would  practise 
electrotherapeutics,  that  he  be  thoroughly  acquainted  with  the 
action  and  strength  of  the  currents  he  uses.  Make  experiments 
upon  your  own  body  ;  verify  the  law  of  contractions  in  its  differ- 
ent nerves  ;  practise  faradisation  of  all  the  parts  that  are  within 
yom-  reach.  Become  familiar  with  the  sensations  which  the 
different  current  strengths  (determined  by  the  number  of  cells 
or  the  galvanometer)  produce  in  the  various  structures  and 
learn  how  the  senses,  the  skin,  and  the  brain  react  to  electricity. 
It  is  only  in  this  way  that  the  requisite  certainty  and  precision 
can  be  acquired 

It  is  of  the  utmost  importance  that  the  current  strength  and 
density — in  other  words,  the  electrical  dose — should  be  suit- 
able to  the  case.  It  should  be  chosen  with  reference  to  the 
nature  and  seat  of  the  disease,  the  part  of  the  body  to  which 
it  is  to  be  applied,  idiosyncrasy,  the  condition  of  excitabihty, 
&c.  It  is  here  that  the  principle  laid  down  on  p.  270  has  its 
application.  The  injured  part  is  to  be  submitted  with  the 
utmost  attainable  certainty  to  the  action  of  a  current  of  suffi- 
cient density.  C.  W.  Miiller  has  conferred  an  undoubted  benefit 
upon  science  in  formulating  this  axiom  more  precisely,  aud 
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rendering  it  of  greater  utility  by  enabling  it  to  be  api^Ued  with 
ease  and  in  a  manner  that  admits  of  estimation  and  comparison. 
This,  however,  was  first  made  possible  by  the  institution  of 
absolute  galvanometers,  and  Mtiller  has  only  carried  out  the 
suggestion  which  was  made  by  me  in  the  first  edition  of  this 
book.  He  regards  the  current  density  as  the  most  important 
consideration  in  the  therapeutical  use  of  electricity,  and  main- 
tains that  it  should  be  accurately  measured  and  regulated  for 
every  application  and  for  each  part  of  the  body.  For  this 
purpose  the  density  of  the  current  may  be  expressed  numerically 
in  the  manner  we  have  already  seen.  Thus,  for  instance, 
means  that  the  affected  part  has  been  submitted  to  an  elec- 
trode of  20  square  centimetres  and  a  current  strength  of  1  ma. ; 

means  that  the  electrode  was  of  70  square  centimetres 
surface  area,  and  the  current  of  a  strength  indicated  by  5 
ma. 

Perhaps  in  this  Miiller  lays  too  much  stress  upon  the 
density,  to  the  exclusion  of  other  elements  in  the  constitution 
of  the  current.  Thus  it  may  be  that  its  strength — i.e.  the 
quantity  of  electricity  supplied  to  the  body  without  reference 
to  its  density — has  a  certain  influence  in  producing  its  effect. 
The  current  strength  and  density,  however,  are  so  intimately 
related  for  the  purposes  of  therapeutics,  and  are  together  so 
aptly  expressed  by  Miiller's  method  of  estimation,  that  it  must 
be  regarded  as  an  excellent  contrivance. 

In  practice  an  electrode  will  first  be  chosen  of  suitable  size, 
according  to  the  place  where  it  is  to  be  applied,  the  extent  of 
the  disease,  its  distance  from  the  surface,  and  the  like  ;  and  then 
a  current  will  be  taken  of  such  a  strength  in  ma.  as  to  secru-e 
with  this  the  required  density.  In  my  mind  it  is  well  to  use 
only  electrodes  whose  surface  area  may  be  expressed  in  decimals. 
In  this  way  the  numbers  used  are  simpler  and  the  results 
obtained  more  comparable  than  those  of  INliiller,  which  in- 
volve such  dissimilar  quantities  as  I,  -jL.,  -jL,  &c.  I 
also  think  that  the  cm-rent  density,  or  dose  (as  it  may  be  best 
termed,  since  this  implies  the  current  strength  as  well),  should 
be  indicated  by  placing  as  numerator  the  actual  strength  used 
in  ma.  and  as  denominator  the  actual  size  of  the  electrode,  so 
that  the  statement  of  those  fractions  may  show  the  true  natm'e 
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of  both  agents — thus,  for  instance,  we  should  have  such  expres- 
sions as  g^Q,  AL5j  — and  this  seems  to  me  a  more  practical 
and  intelligible  arrangement  than  if  we  were  to  reduce  the 
fractions  in  each  case,  as  Miiller  is  accustomed  to  do.  The 
electrical  doses  that  are  appropriate  for  each  condition  must  be 
determined  by  research  and  experience. 

Miiller,  who  has  had  very  large  experience  in  this  matter, 
and  has  lent  himself  to  the  task  with  the  utmost  assiduity,  lays 
down  as  sufficient  for  most  cases  a  current  density  of  ;  and, 
fiuther,  he  attempts  by  a  process  which  is  obviously  at  variance 
with  well-known  physical  facts  to  adapt  the  dose  to  the 
distance  from  the  electrodes  of  the  parts  under  treatment.  In 
either  case  his  prescription  is  altogether  inadequate  and  almost 
smacks  of  homoeopathy.  It  is  useless  to  expect  any  principle 
of  uniformity  to  obtain  amongst  the  different  conditions  that 
call  for  treatment,  but  I  will  offer  some  suggestions  of  a  general 
character  that  should  influence  you  in  the  choice  of  the  elec- 
trical dose. 

In  all  cases  it  is  well  to  avoid  using  too  strong  currents  to 
begin  with.  The  best  way  is  to  test  the  current  beforehand  on 
your  own  body,  with  the  hand  or  at  the  face,  and  make  trial  in 
each  instance  of  the  resistance  of  the  patient's  tissues  before 
you  resort  to  currents  of  greater  intensity.  Under  all  circum- 
stances it  is  advisable  to  have  a  galvanometer  in  circuit ;  without 
this  the  treatment  is  to  some  extent  uncertain.  When  a 
galvanometer  cannot  be  had  sufficient  information  may  be 
obtained  by  noting  the  sensation  of  heat  which  the  current 
imparts  to  the  skin,  or  by  watching  the  appearance  of  an  evident 
but  not  too  well  marked  KCC. 

Another  point  which  should  be  attended  to  is  the  expediency 
of  using  only  very  feeble  currents  for  application  to  the  head, 
except  where  there  are  definite  reasons  for  employing  stronger 
ones,  as  often  happens  in  connection  with  certain  affections  of 
the  ear.  Always  begin  therefore  with  currents  of  inconsiderable 
strength,  because  there  is  nothing  that  frightens  the  patient 
more  than  to  have  to  endure  suddenly  and  without  preparation 
the  effects  of  active  excitation  upon  the  organs  of  special  sense  or 
the  brain,  as  flashes  of  light,  dizziness,  and  the  like.  In  operat- 
ing upon  the  head  abstain  as  much  as  possible  from  sudden 
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interruptions  or  reversals,  unless  they  are  expressly  indicated. 
The  best  plan,  especially  in  dealing  with  persons  of  a  delicate  con- 
stitution or  with  patients  of  an  apoplectic  tendency  and  athero- 
matous vessels,  is  to  apply  the  current  gently  with  the  aid  of  a 
rheostat,  or  at  any  rate  to  observe  great  care  in  placing  and 
removing  the  electrodes.  In  this  way  you  will  spare  your 
patient  much  suffering  and  yourself  a  great  deal  of  annoyance. 

In  using  the  galvanic  current  it  results  from  what  has  been 
previously  said  that  you  should  make  it  a  rule  to  have  your  elec- 
trodes as  large  as  possible,  especially  when  treating  deep-seated 
structures.  When  I  began  my  studies  I  used  only  the  small, 
round,  button-shaped  electrodes  which  were  then  in  vogue.  1 
very  soon  became  convinced  that  these  were  not  large  enough, 
and  in  this  way  I  came  to  adopt  those  designated  as  '  medium ' 
and  '  large '  (Lect.  III.),  which  now  I  employ  almost  exclusively, 
although  there  is  sometimes  occasion  for  the  '  very  large '  size. 
It  is  well  therefore,  unless  where  a  fine  electrode  is  needed  for 
some  special  purpose,  to  choose  in  all  cases  the  largest  that 
anatomical  conditions  will  permit.  And  they  should  always 
be  kept  well  soaked.  Warm  water  is  the  best  for  this 
purpose. 

Make  it  a  point  to  handle  your  electrodes  with  vigour  and 
dexterity.  Above  all  things  apply  them  with  coolness  and  pre- 
cision when  acting  with  strong  currents.  Nothing  tends  more 
to  the  discomfort  of  the  patient  than  to  receive  repeated  and 
unexpected  shocks,  such  as  result  from  a  clumsy  and  undecided 
manipulation  of  the  electrodes.  This  frequently  happens  with 
beginners. 

I  need  hardly  mention  that  you  ought  to  avoid  as  far  as 
possible  all  imnecessary  excitation.  Interruptions,  reversals, 
and  repeated  closures  are  apt  to  be  mischievous  when  they  are 
not  useful,  and  especially  in  the  treatment  of  the  central  nervous 
system,  in  the  use  of  electricity  for  the  production  of  definite 
catalytic  effects,  for  the  cure  of  neuralgia  and  similar  pm-poses. 
There  are  physicians  who  think  that  they  have  not  done  enough 
unless  at  each  sitting  they  have  caused  at  least  two  violent 
contractions  by  means  of  interruptions  or  even  reversals  of  the 
current,  so  as  to  demonstrate  unmistakably  to  themselves 
and  their  patients  the  potency  and  nature  of  their  remedy. 
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Assuredly  this  is  often  a  deplorable  blunder,  and  the  error  had 
better  be  made  on  the  side  of  gentleness. 

You  will  often  have  much  difficulty  in  making  up  your 
mind  as  to  which  form  of  current  to  use  in  a  particular  case. 
Neither  the  partiality  of  Duchenne  and  the  French  school  for 
the  faradic  nor  the  enthusiastic  preference  of  Eemak  and  his 
immediate  followers  for  the  galvanic  current  has  been  borne 
out  by  riper  experience.  It  cannot  be  said  of  either  that  it  is 
suitable  to  all  cases  and  every  condition,  or  that  it  is  invariably 
preferable  to  the  other.  Each  has  its  appropriate  function,  and 
one  will  often  succeed  where  the  other  has  failed.  We  ought 
therefore  to  congratulate  ourselves  that  both  are  at  our  disposal 
and  that  in  each  we  have  an  efficient  agent. 

I  shall  make  it  my  business  in  the  Special  Part  of  this  course 
to  point  out  to  you  the  various  applications  of  both  forms  of 
current.^  There  you  will  learn  that  each  has  its  own  province, 
though  it  may  not  be  clear  in  a  given  instance  which  current 
ought  to  be  chosen  and  in  what  manner  it  should  be  employed. 
For  the  most  part  this  knowledge  results  only  from  experience. 

I  may  here  allude  briefly  to  a  work  lately  published  by  Engelskjon 
which  seemed  at  first  to  have  an  important  bearing  upon  this  subject 
and  especially  afforded  an  unlooked-for  and  most  gratifying  promise 
of  confening  great  certainty  upon  our  treatment,  by  determinina  the 
principles  upon  which  the  choice  of  the  current  should  be  made.  Un- 
fortunately, the  very  careful  criticism  to  which  this  work  has  been 
submitted  has  tended  materially  to  lessen  the  expectations  which  it  at 
first  aroused,  and  for  this  reason  also  it  calls  for  only  a  passing  notice 
fiere.  ° 

Engelskjon  maintained  that  the  two  (faradic  and  galvanic)  currents 
had  a  dissimilar  and  contrary  therapeutic  action  in  a  large  number  of 
central  affections,  and  especially  in  every  form  of  vasomotor  disorder  • 
and  he  included  amongst  these  vasomotor  disorders  nearly  every  dis- 
ease of  the  central  nervous  system,  so  that  in  these  cases  only  one 
current,  the  positive,  exerts  a  curative  effect,  whilst  the  other 
negative,  but  serves  to  aggravate  the  mischief.    Now,  to  determme 
which  of  these  is  indicated  in  a  particular  case  he  says  that  this  is  to  be 
Clone  by  experiment,  the  test  being  the  improvement  or  the  contrarv 
ettect  produced  by  the  simple  application  of  a  faradic  or  c^alvanic 
current  to  the  medulla  oblongata  or  the  cervical  part  of  the  spinal 
cord,  and  this  he  says  is  manifested  directly  or  after  the  lapse  of  a  few 
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days.  It  is  to  be  discovered  with  equal  ease  and  certainty  by  the 
effect  of  the  current  whether  upon  the  eye  or  the  omentiun,  and  that, 
according  to  Engelskjon,  with  the  selfsame  method  of  application  in 
either  case.  The  positive  (or  curative)  form  of  current  enlarges  the 
vision.  The  negative  (deleterious  or  at  least  ineffective)  form  dimi- 
nishes it  (electrical  examination  of  the  field  of  vision).  Furthermore, 
similar  effects  are  to  be  derived  indifferently  in  the  omentum,  morbid 
symptoms,  and  central  neuroses,  by  electrising  the  skin  with  either 
current,  sometimes  in  the  same  and  sometimes  in  different  ways,  and 
this  constitutes  an  element  of  very  great  complexity. 

Proceeding  upon  the  basis  of  certain  vasomotor  neuroses,  the 
ordinary  forms  of  hemicrania,  and,  above  all,  the  protean  manifesta- 
tions of  spinal  and  cerebral  neurasthenia,  and  not  without  the  aid  of 
many  very  daring  hypotheses,  Engelskjon  develops  a  system  of  treat- 
ment for  nearly  all  the  neuroses,  which  is  at  least  a  model  of  simph- 

city.  .,,      J.  ,  1    i  • 

Having  somewhat  unhappily  founded  his  exposition  of  the  prin- 
ciples of  electrotherapeutics '  upon  his  interpretation  of  two  very  rare 
and  obscure  cases  of  cutaneous  vasomotor  neurosis,  he  enters  upon  the 
discussion  of  hemicrania-which  he  pronounces  without  hesitation 
to  be  itself  a  vasomotor  neurosis-and  then  betakes  himself  to  the  still 
more  misty  regions  of  spinal  and  cerebral  neurasthenia,  where,  as 
might  be  expected,  he  has  no  difficulty  in  eflecting  the  most  wonderful 
feai,  and  witnessing  very  strai  ge  result..  In  pomt  ^-^^^^^^l 
these  affections  can  be  made  the  subject  of  clear  and  precse  reasoning 
and  well-founded  conclusions.  There  are  other  'reformers  m 
electrotherapeutics  who  would  do  well  to  bear  this  in  mind.  Some  of 
the  facts  recorded  by  Engelskjon  are  weU  worthy  of  notice  ff  only 
they  were  confirmed,  but  the  record  of 

ceptions  and  contradictions,  which  compel  him  constantly  to  fiesh 

^"vTnC^ -tters  of  fact  Engelskj.n's  statements  are  ques- 
tionable. Notably  those  with  reference  to  the  electrical  exploration 
ofThe  fi  Id  of  vision  for  the  purposes  of  diagnosis  have  been  con tra- 
r  !  1  W  Kourdd  and  Wagner.  And  even  if  it  be  thought  that  this 
If  fs^trtrLztce  there  can  be  no  doubt  that  upon  other 
xnatter  IS  still  s^^b  juc  staggering,  &c.) 

Tets^  faC^o  l^rible  such  as  sumce  to  vitiate  his 

iie  nas  lano  discredit  his  views  upon  other  subjects. 

^''tlZtnTl^^Tl^.  the  sWoint  of  fac^.  He 

But  1  e  IS  not  possessed  with  the  unhappy  notion 
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ances ;  even  in  the  case  of  tabes,  multiple  sclerosis,  and  other  forms 
of  degeneration  he  postulates  a  '  pi-eliminary  vasomotor  stage,'  and 
this  idea  pervades  all  his  views.  He  makes  the  boldest  and  most 
involved  assumptions  concerning  these  vasomotor  changes  as  he  ima- 
gines them  to  occur  in  pathological  states.  In  explanation  of  his 
'  dissimilar '  current  eflects,  and  of  the  exceptions  to  the  principles 
which  he  lays  down  for  the  occasion,  he  heaps  one  hypothesis  upon 
another  until  he  is  finally  lost  in  the  confusion  that  resiilts.  Each 
new  fact  as  it  arises  threatens  the  entire  edifice.  He  admits  it  with 
composure,  and — continues  still  to  build.  And  when,  in  conclusion, 
after  five  or  six  years'  work  he  characterises  his  publication  as  the 
'  mere  raw  material '  from  which  he  hopes  at  some  future  date  to 
elaborate  the  '  perfect  images,'  he  has  left  such  an  impression  that  one 
cannot  help  wishing  he  had  spent  a  few  more  years  upon  the  under- 
taking, and  presented  his  reader  with  the  'perfect  image'  in  the 
first  instance. 

In  spite  of  all  this,  there  are  many  things  in  Engelskjiin's  book 
which  are  worthy  of  notice.  It  contains  some  germs  of  truth,  and,  if 
only  for  the  purpose  of  verifying  his  statements,  would  repay  the 
perusal  of  the  young  enquirer. 

We  come  now  to  a  question  of  considerable  importance,  and 
one  that  has  not  yet  been  satisfactorily  settled.  I  mean  the 
duration  of  the  sittings  and  separate  applications.  Formerly, 
and  especially  at  the  time  of  the  introduction  by  Duchenne  of 
local  faradisation,  it  was  customary  to  have  long  sittings, 
lasting  a  quarter  or  half  an  hour,  or  even  an  hour  and  more.  I 
have  had,  myself,  as  a  young  assistant  to  faradise  a  patient  suf- 
fering from  progressive  muscular  atrophy  for  two  hours  every 
day.  It  had  the  advantage  at  all  events  of  providing  me  an 
opportunity  of  practising  the  art  of  local  faradisation. 

When  the  galvanic  current  came  into  use  the  sittings 
became  gradually  shorter.  And  this  was  not  merely  because 
the  increasing  number  of  his  patients  left  the  physician  less 
time  to  bestow  upon  each  of  them,  but  because  it  came  to  be 
generally  recognised  that  protracted  applications  were  super- 
fluous in  most  cases,  injurious  in  some,  and  even  at  times 
productive  of  the  worst  consequences.  At  the  present  day 
physicians  are  pretty  well  agreed  that  as  much  or  more  may  be 
done  with  short  sittings  than  with  long  ones.  Miiller  especially 
has  of  late  proceeded  upon  this  principle,  and  while  he  curtails 
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the  sittings  to  a  very  short  term  he  protracts  the  total  duration 
of  treatment  indefinitely.  To  the  general  statement  conveyed 
here  there  are  of  course  numerous  exceptions.  When  engaged 
in  the  treatment  of  chronic  articular  rheumatism,  the  produc- 
tion of  considerable  catalytic  effects,  the  performance  of  general 
electrisation,  &c.,  we  shall  often  be  obliged  to  prolong  the 
application.  But  you  may  bear  in  mind  the  excellent  maxim 
of  Beard  and  Eockwell :  '  Much  better  too  little  than  a  little 
too  much.'  As  a  rule  and  under  ordinary  circumstances  the 
best  plan  is  to  continue  each  separate  application,  i.e.  the  treat- 
ment of  each  part,  for  a  period  varying  from  ^  to  2  or  perhaps 
8  minutes  at  the  most.  The  total  duration  of  a  sitting  may 
vary  from  2  to  15  minutes.  It  need  not  as  a  rule  be  longer. 
The  patient  should  afterwards  remain  quiet  for  a  little  time 
(1  to  2  hours)  and  avoid  exertion  of  any  kind,  so  as  to  secm:e 
rest  and  ease  to  the  parts  that  have  been  treated. 

It  is  impossible  to  lay  down  a  rule  as  to  the  frequency  of 
the  sittings.  For  the  most  part  one  a  day  will  suffice,  but 
there  are  exceptions  to  this,  as,  for  example,  in  the  case  of 
severe  neuralgias.  On  the  other  hand  where  you  have  to  deal 
with  affections  of  a  chronic  and  persistent  nature,  remaining 
long  under  treatment,  two  or  three  sittings  in  the  week  will 
meet  the  requirements  of  the  case.  This  of  course  will  be 
decided  by  the  circumstances  in  each. 

It  is  obviously  more  diflBcult  to  predict,  in  a  particular 
instance,  the  total  duration  of  treatment.  It  is  simpler  to  say 
that  it  will  last  till  a  cure  is  effected,  and  this  may  be  in  3 
days,  3  months,  3  years,  or  even  longer. 

In  chronic  cases,  however,  and  in  those  which  occur  so 
frequently  which  are  incurable  in  their  nature,  but  admit 
of  palliation  and  temporary  relief,  the  question  will  often 
arise  as  to  whether  treatment  should  be  continued  or  not. 
Such  patients  cannot  be  kept  on  hand  for  ever,  notwith- 
standing that  many  practitioners  display  remarkable  persever- 
ance in  this  respect.  In  most  instances  their  pursuits 
or  the  great  expense  offer  an  effectual  bar  to  such  a  course. 
For  contingencies  of  this  kind  you  may  take  it  as  a  general 
rule  that  it  is  well  to  go  on  with  your  treatment  as  long 
as  it  can  be  expected  to  yield  satisfactory  results.    When  this 
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seems  no  longer  probable  you  may  discontinue  it  provisionally 
for  a  time.  You  will  often  find  upon  resuming  it  after  an 
interval  that  it  will  prove  more  vigorous  and  efficacious  than 
before. 

In  general,  then,  it  may  be  laid  down  that  these  chronic 
cases  should  be  submitted  to  treatment  for  2,  4,  or  6  months, 
and  that  then  it  should  be  suspended  for  a  similar  period,  during 
which  other  remedies,  as  cold  water  baths,  vapour  baths,  massage, 
and  the  like,  may  be  resorted  to  with  advantage.  Or  you  might 
institute  a  series  of  50  or  60  daily  sittings  every  year,  and  you 
would  find  this  an  excellent  plan  in  many  cases  of  infantile 
paralysis,  tabes,  chronic  myelitis,  spastic  spinal  paralysis, 
hemiplegia,  hysteria,  neurasthenia,  &c.,  where  these  diseases 
are  of  long  standing.  These  considerations,  however,  it  is 
needless  to  say,  are  influenced  by  other  circumstances  even 
more  than  by  the  exigencies  of  the  situation  from  a  medical 
point  of  view. 

Finally,  I  ought  to  advert  to  a  matter  which  is  simple 
enough  in  theory  but  which  in  practice  occasions  a  good  deal  of 
embarrassment.  We  are  often  asked,  '  Who  ought  to  carry  out 
the  electrical  treatment  ?  '  Who  is  there  that  will  bestow  the 
time  and  patience  which  so  tedious  and  seemingly  monotonous 
a  process  requires  ?  To  my  mind  there  can  be  but  one  answer 
—The  physician  himself,  and  if  possible  one  who  devotes  himself 
to  electricity  as  a  special  pursuit.  One  may  have  a  general 
knowledge  of  medicine  and  be  an  excellent  practitioner ;  but 
this  is  not  enough,  neither  is  it  sufficient  to  possess  a  battery 
in  order  to  become  at  once  a  skilful  electrical  physician.  I 
think  I  have  convinced  you  in  my  previous  lectures  that  an 
absolute  requisite  is  the  possession  of  a  great  stock  of  special 
knowledge,  and,  I  will  add,  a  practical  experience  of  no  mean 
order.  The  practice  of  <  electrisation '  is  far  from  being  as 
simple  as  it  seems.  It  needs  study  and  exercise,  just  as  any 
other  manual  art  does,  and  in  addition  it  requires  time  and 
attention  and  a  natural  bent  of  mind.  Of  this  I  have  had 
ample  proof  in  the  persons  of  my  pupils  and  assistants.  The 
medical  practitioner  cannot  be  expected  to  concern  himself  with 
electrotherapeutics.  He  is  already  too  heavily  burdened  with 
other  charges.    The  most  that  can  be  looked  for  is  tlmt  he 
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should  be  conversant  with  the  principal  features  of  this  branch 
of  treatment,  so  as  to  counsel  his  patients  to  resort  to  it  in  time 
and  in  the  proper  manner,  as  is  done,  for  instance,  with  eye 
diseases.  And  if  he  will  practise  it  himself  he  ought  at  all  events 
to  possess  the  indispensable  qualifications.  He  should  be  able 
to  administer  to  each  case  the  treatment  that  will  prove  most 
efficacious,  and  I  must  enter  my  protest  against  those  random 
performances,  devoid  alike  of  method  and  purpose,  which  serve 
only  to  impress  the  unhappy  patient  with  the  conviction  that 
he  has  had'  enough  of  electricity. 

There  exist  here  and  there  abuses  of  a  still  more  flagrant 
kind,  which  I  would  gladly  see  removed.  Thus,  for  instance,  a 
barber  or  a  simple  mechanic  will  furnish  himself  with  a  battery 
and  proceed  to  electrify  all  manner  of  diseases  promiscuously. 
If  the  vulgar  sort  throng  in  pilgrimage  to  a  charlatan  of  this 
kind  it  is  hardly  to  be  wondered  at,  but  when  a  physician 
sends  his  patients  to  such  a  quack  with  the  simple  instructions 
that  they  are  '  to  have  themselves  electrified '  I  have  no  hesita- 
tion in  saying  that  he  is  guilty  of  gross  negligence  towards 
them.  They  are  hardly  less  to  blame  who  confide  the  task  to 
incompetent  nurses  or  hospital  attendants. 

We  are  often  asked  whether  electrisation  cannot  be  performed 
by  the  patients  themselves,  their  relatives,  servants,  or  attend- 
ants. The  answer  is  imperatively  no.  Anyone  who  has  had 
occasion  to  witness  its  performance  in  the  hands  of  an  inexpe- 
rienced physician  will  be  little  disposed  to  confide  in  the  skill 
of  untrained  people.  Still  it  will  occasionally  happen  that 
under  pressure  of  circumstances  and  out  of  regard  to  the  patient's 
sufferings  this  rule  will  be  dispensed  with.  For  my  own  part 
I  have  often  been  tempted  to  relinquish  the  treatment  into  the 
hands  of  the  patient  or  his  friends,  but  I  have  always  had  to 
reflect  that  little  or  nothing  was  to  be  gained  by  domg  so. 
The  thing  is  not  so  simple  as  might  be  supposed,  and  it  is 
wonderful  at  times  to  witness  the  ingenuity  with  which  m  such 
hands  the  use  of  the  cm-rent  is  perverted-suspended  or  mis- 
applied In  simple  cases  and  where  the  electrodes  need  only 
to  be  retained  in  position  for  a  specified  time  the  process  can 
hardly  miscarry ;  but  in  all  that  are  of  a  more  complicated 
character,  and  where  regard  must  be  had  to  physical  and 
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anatomical  coBsiderations,  it  is  quite  otherwise.  Should  it  be 
necessary,  in  spite  of  this,  for  any  reason  to  confide  the  treat- 
ment to  the  patient  or  his  friends,  it  should  always  be  in  the 
first  instance  under  the  personal  direction  of  the  physician. 
Only  the  simplest  and  most  reliable  methods  should  be 
adopted,  and  they  should  be  carried  out  in  accordance  with 
definite  and  precise  instructions,  which  should  be  written  if 
necessary. 

And  now,  gentlemen,  in  concluding  this  part  of  our  course 
I  would  again  exhort  you  earnestly  to  improve  every  opportunity 
of  acquiring  skill  and  dexterity  by  the  practice  of  electrisation 
upon  your  own  bodies,  while  rendering  yourselves  famiHar  with 
the  methods  of  exploration  and  extending  your  acquaintance 
with  the  physical  conditions  that  must  engage  your  attention. 


SPECIAL  PAET. 


SIXTH  SECTION. 


SPECIAL  ELECTROTHERAPEUTICS. 

LiTERATXTRE. — For  this  part,  in  addition  to  the  works  indicated  in  the 
separate  lectures  and  the  various  manuals  and  textbooks  of  nervous  diseases, 
see  also  the  earlier  works  of  Grapengiesser,  Augustin,  Hellwag  and  Jacobi, 
Bischoff,  Ph.  Th.  Walther,  Sundelin,  Most,  and  others  (see  references  on 
p.  3),  which  contain  an  admirable  exposition  of  part  of  the  subject ;  also 

Duchenne  ("de  Boulogne)  :  '  De  I'Electrisation  Localisee  et  de  son  Appli- 
cation a  la  Physiol.,  a  la  Pathol.,  et  a  la  Th^rapeut.'  Paris,  1855 ;  2nd  edit. 
1861;  3rd  edit.  1872.— Becquerel :  '  Traits  d'Applicat.  de  I'Electricit^  a  la 
Ther.'  Paris,  1857.— Tripier :  '  Electrothi5rapie.'  Paris,  1861.— '  Applica- 
tions de  I'Electricitg,  etc'  Paris,  1874.— Van  Holsbeck :  '  Compend.  d'Elec- 
tricit^  M^dicale.'  Paris,  1861.— Mor.  Meyer :  '  Die  Electric,  in  ihrer  Anwen- 
dung  auf  d.  prakt.  Medic'  Berlin,  1854;  2nd  edit.  1861 ;  3rd  edit.  1868  ; 
4th  edit.  1883.— B.  A.  Erdmann  :  '  Die  ortl,  Anwendung  der  Elektricitat 
in  der  Physiol.,  Pathol,  und  Therapie.'  1856  ;  2nd  edit.  1858 ;  4th  edit.  1877. 
— Baierlacher  :  '  Die  Inductionselektricitat.'  Niirnberg,  1857.— K.  Remak  : 
'  Galvanotherap.  d.  Nerven-  u.  Muskelkrankheiten.'  Berlin,  1858.—'  Ap- 
plicat.  du  Courant  Constant  au  Traitement  des  N(5vroses.'  Paris,  1865.— 
Althaus  :  '  A  Treatise  on  Medical  Electricity,  &c.'  1859 ;  3rd  edit.  1874.— 
M.  Rosenthal:  'Die  Elektrotherapie :  ihre  Begriindung  u.  Anwendung 
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INTEODUCTION. 

We  come  now  to  our  chief  task — the  description  of  the  action 
of  electricity  in  the  various  diseases,  the  indications  for  the 
employment  of  this  remedy,  the  formulation  of  the  methods 
suitable  for  the  different  diseases  and  their  innumerable  modifi- 
cations—in short,  to  special  electrotherapeutics,  with  a  view  to 
which  alone  all  our  previous  statements  and  investigations 

have  been  made. 

I  explained  to  you  in  the  last  few  lectures  that  our  electro- 
physiological knowledge,  the  many  experiments  recorded,  and 
the  knowledge  we  possess  of  certain  pathological  processes,  as 
well  as  of  the  action  of  the  electrical  current,  encourage  us  to 
look  for  many  great  results  from  the  use  of  electricity ;  but  I 
was  obliged  to  add  that  we  could  have  little  or  no  certainty 
of  an  a  priori  kind,  that  we  were  always  more  or  less  on  a 
purely  empirical  standpoint,  and  that  electrotherapeutics  proper 
is  rooted  in  the  soil  of  experience. 

Hence  it  becomes  oiir  first  duty  to  test  the  electrothera- 
peutic  experiments  most  carefully,  to  find  out  whether  they 
authorise  the  adoption  of  this  remedial  agent,  whether  they 
endure  the  control  of  the  inductive  method  of  investigation 
and  whether  they  may  be  used  as  a  basis  for  the  establishment 
of  therapeutic  indications.  _ 

This  implies  a  critical  sifting  of  our  own  experiments  and 
of  those  which  are  collected  so  abundantly  in  iiterature--a 
task, which  can  hardly  be  mastered,  especially  if  we  consider 
how  many  difficulties  stand  in  the  way  of  obtaining  accurate 
thelpeulc  information,  perhaps  more  in.this  subject  than  in 
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any  other.  Apart  from  the  subjective  element  which  is  in 
many  respects  inseparably  connected  with  them,  the  partiality 
which  most  specialists  cherish  for  their  own  treatment,  and  the 
more  or  less  unintentional  self-deception  which  is  so  often 
added  to  it,  we  have  here  to  do  with  forms  of  disease  in  which 
even  a  conscientious  and  sceptical  observer  may  succumb  to 
the  greatest  delusions.  So  many  alternatives  are  possible  in 
nervous  diseases,  especially  in  the  numerous  functional  neuroses ; 
such  remarkable  instances  of  improvement  and  cure  occur,  as 
it  seems,  spontaneously ;  psychical  causes,  various  external  and 
sometimes  entirely  unknown  influences,  play  so  great  a  part 
here,  that  the  '  post  hoc  ergo  propter  hoc '  is  especially  apt  to 
suspend  the  more  rational  principles  of  judgment.  In  other 
cases,  again,  the  pathological  processes  are  so  tedious  and  the 
duration  of  treatment  so  long  that  it  is  not  easy  to  estimate 
the  therapeutical  result  with  regard  to  the  possibility  of  spon- 
taneous remissions  and  improvements.  Or  it  may  be  that 
other  methods  of  treatment  are  not  excluded,  and  the  bene- 
ficial action  of  separate  remedies,  or  the  result  of  a  course 
of  baths  and  the  like,  may  be  put  down  to  electricity.  From 
all  sides,  therefore,  almost  insuperable  hindrances  to  the  attain- 
ment of  accurate  therapeutical  data  present  themselves ;  and 
even  the  statistics  of  great  numbers  of  experiments  can  hardly 
give  a  more  exact  conclusion,  as  the  individual  cases  are  apt 
to  differ  so  much  from  each  other,  even  when  they  sail  under 
the  same  diagnostic  flag,  that  they  involve  great  sources  of 
error.  It  is  only  the  collected  cases  of  a  few  careful  observers 
which  can  claim  to  be  of  any  value  in  this  respect. 

If,  in  spite  of  these  diflSculties,  the  more  experienced  do 
not  entirely  lose  the  hope  of  emerging  from  this  sea  of  error,  it 
is  because  so  much  that  is  cheering  has  shown  itself  in  their 
experience,  so  much  proof — often,  indeed,  subjective  proof — to 
convince  them  of  the  beneficial  action  of  electricity,  as  to 
furnish  an  invincible  incitement  to  further  labours  and  investi- 
gations in  this  arduous  field. 

But  with  a  view  to  the  scientific  establishment  of  the  results, 
and  to  the  gradual  construction  of  the  foundations  of  a  scientific 
electrotherapy,  as  careful  a  choice  of  cases  as  possible  must  be 
made;  and  from  the  superabundant  wealth  only  those  should 
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be  selected  which  rest  on  accurate  and  thorough  observation, 
and  in  which,  from  the  rapidity  and  extent  of  the  cure,  from 
the  exclusive  employment  of  electricity,  and  from  all  the 
accompanying  circumstances,  it  may  be  inferred  without  doubt 
that  the  cure  must  be  ascribed  to  the  electricity  only,  and  not 
to  chance  or  other  remedies  employed  at  the  same  time.  It  is 
evident  to  all  who  know  anything  of  the  subject  that  such 
strictly  sifted  cases  are  still  very  much  to  be  desired,  and  it  is 
the  chief  duty  of  scientific  electrotherapeutics  to  increase  their 
number. 

A  second  important  problem,  however,  is  the  determination 
of  the  methods  by  which  the  electrical  treatment  may  be  most 
efifectually  conducted  in  the  individual  cases.  And  this  problem, 
as  you  have  already  heard,  is  not  to  be  solved  directly  by 
means  of  our  knowledge  of  the  physiological  action  of  the 
various  currents,  although  this  will  serve  to  guide  us  in  our 
investigations,  but  only  by  the  light  of  ample  and  critically 
sifted  experiment.  There  can  be  no  doubt  that  it  is  only 
an  exact  and  scientific  method  that  will  attain  our  end, 
and  that  vague  experimentation,  without  scheme  or  plan, 
will  never  furnish  data  of  any  value.  He  who  applies  one  pole 
to  the  foot  and  the  other  to  the  hand  of  the  same  side  in  the 
treatment  of  myelitis  dorsalis,  or  tries  to  cure  progressive 
muscular  atrophy  by  means  of  the  faradic  brush,  and  the  like 
(as  I  have  seen  done)  cannot  expect  to  collect  trustworthy 
statistics.  Clear  physical  views  must  form  the  foundation  of  the 
method  ;  these  must  be  determined  and  guided  by  om-  physio- 
logical experience  and  our  knowledge  of  the  most  important 
actions  of  the  current,  and,  if  these  fail,  we  must  turn  to  the 
•region  of  pure  empiricism  ;  but  experience  must  always  have 
the  last,  deciding  word,  for  only  in  this  way  can  we  come 
gradually  to  a  complete  and  clear  method  of  procedure. 

I  have  endeavoured  to  treat  of  special  electrotherapeutics 
according  to  these  rules ;  but  the  longer  I  was  engaged  in  the 
work  the  more  I  was  obliged  to  admit  the  deficiency  of  our 
knowledge.  Exact  and  positive  facts  are,  unfortunately,  too 
often  wanting,  and  I  acknowledge  candidly  that  even  my  own 
experiments  and  numerous  observations  still  show  many  short- 
comings and  gaps,  which  I  am  painfully  conscious  of,  without 
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being  able  as  yet  to  supplement  them.  There  is  still  much  to 
be  done  in  this  direction  after  strictly  scientiiic  methods. 

I  must  not  omit  to  add  that  it  does  not  seem  to  me  to  be 
in  the  interest  of  electrotherapeutics  to  draw  as  many  diseases 
as  possible  into  the  domain  of  its  action ;  it  should  not  be  had 
recourse  to  in  every  case  where  it  may  be  of  use,  but  principally 
where  it  deserves  to  have  the  preference  over  other  remedies,  in 
cases  where  it  is  very  specially  efficacious.  It  may  be  dispensed 
with  in  cases  where  we  possess  other  and  surer  remedies;  I 
should  consider  it  very  irrational,  for  example,  to  treat  remittent 
fever  with  the  electric  current  (which  is  not  entirely  without 
effect  in  the  disease)  instead  of  with  quinine,  to  treat  acute 
rheumatism  with  the  faradic  brush  instead  of  with  salicylic  acid, 
or  to  give  electricity  a  prominent  place  in  the  treatment  of 
skin  diseases  and  the  like.  Such  indications  must,  of  course,  be 
simply  disregarded,  however  interesting  and  justifiable  it  may 
be  to  investigate  the  action  of  the  current  in  this  field.  Science 
need  not  lay  any  restrictions  of  this  sort  on  herself,  but  the 
endeavour  of  practical  electrotherapeutics  must  be  to  determine 
what  forms  of  disease  may  first  be  subjected  to  electrical  treat- 
ment, and  in  which  electricity  is  the  sovereign  remedy,  to  be 
preferred  before  any  other.  It  is  only  after  this  that  diseases 
may  be  considered  in  which  electricity  possesses  a  subordinate 
importance,  in  which  it  may  possibly  be  of  some  service,  and  so 
may  be  experimentally  tried  along  with  other  remedies. 

We  shall  keep  this  rule  also  in  view  in  the  following  special 
consideration  of  the  various  forms  of  disease. 
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L  DISEASES  OF  THE  BRAIN, 
INCLUDING  THE  PSYCHOSES. 

LiTEKATTJEE. — NothBagel,  Hitzig,  &c. :  'Diseases  of  tlie  Brain,'  in  v. 
Ziemssen's  Cyclopcndia  of  Medicine,  vol.  xi. — Letoumeau  :  '  D'EIectrisation 
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Arch.  f.  Psych,  u.  Nerv.,  iv.  p.  559,  1874.— Benedikt:  'Zur  Casuistik  d. 
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LECTUEE  XVI. 

Introductory  Eemarks — Physiological,  Experimental,  and  Theoretical  Basis  for 
the  Electrotherapeutics  of  the  Brain — Therapeutical  Facts — Collection  of  a 
Series  of  Personal  Observations — Conclusions  drawn  therefrom — Negative 
or  Partial  Results— Description  of  the  Forms  of  Disease  in  which  Results 
may  be  expected  from  Electrotherapeutics  and  of  those  in  which  they  may 
not. 

Various  prejudices  have  for  a  long  time  stood  in  the  way  of  the 
direct  application  of  electric  currents  to  the  skull  in  all  kinds  of 
brain  disease.  The  occasional  observations,  published  long  ago, 
of  the  beneficial  therapeutical  effects  of  such  treatment,  espe- 
cially the  distinct  assertions  of  Remak  on  this  point,  were  re- 
ceived with  decided  mistrust  and  unbelief.    On  the  highest 


320 


ELE  CTRO  THE  RAPE  UTIC8. 


authority  (v.  Ziemssen)  it  was  affirmed,  and  pretty  generally 
believed,  that  the  electric  current  could  not  be  conveyed  to  the 
brain  at  all  through  the  cranial  bones  ;  while  by  others,  on  the 
contrary  (Duchenne),  the  dangers  of  such  an  application,  espe- 
cially of  the  galvanic  current  to  the  head,  could  not  be  over- 
estimated. What  the  one  considered  impossible  the  others 
declared  to  be  very  dangerous,  especially  for  the  brain  and  the 
organs  of  sense.  After  it  had  been  established,  through  my 
investigations,  that  the  first,  physical  prejudice  rested  upon 
error,  and  that  the  brain  was  very  easily  reached,  even  by  weak 
galvanic  and  faradic  currents,  people  learned  gradually  to 
renounce  the  physiological  prejudice  that  the  application  of 
electric  currents  to  the  head  had  any  special  danger.  Number- 
less investigations  on  the  healthy  and  on  the  sick,  especially 
the  frequently  practised  investigation  and  treatment  of  the 
organs  of  hearing,  often  with  very  strong  galvanic  currents, 
proved  the  contrary  long  ago.  The  application  of  electric 
currents  to  the  head  is,  without  exception,  well  borne  by  the 
healthy.  A  certain  amount  of  caution  is  of  course  necessary 
with  a  diseased  brain ;  but  the  frightful  stories  of  severe  dis- 
turbances of  the  brain,  apoplexies,  amaurosis,  and  the  like,  in 
consequence  of  faradisation  or  galvanism  of  the  head,  have 
found  no  authentic  corroboration. 

We  could  therefore  venture,  with  some  confidence,  to  make 
diseases  of  the  brain  also  the  subject  of  electrical  treatment,  but 
it  was  necessary  first  to  consider  the  question  what  justification 
existed  for  resorting  to  the  employment  of  the  electric  current 
in  disease  of  the  brain  and  what  grounds  for  expecting  definite 

results  from  it.  .  ^  , 

A  closer  consideration  shows  that  there  are,  mdeed,  many 
circumstances  which  should  induce  us  to  expect  that  electricity 
would  often  exert  a  favourable  influence  on  the  diseased  brain. 

Certainly  the  simple  fact  that  electric  currents  in  general 
act  upon  the  brain,  that  they  excite  vertigo,  stupefaction,  and 
nausea  that  they  act  beneficially  on  sleep,  and  the  like,  is  a 
very  inadequate  reason  for  their  therapeutical  employment ;  this 
reason  is,  however,  for  many  remedies  of  our  pharmacopoeia  the 
principal  and  only  one  which  regulates  their  employment  in  di- 
verse organic  diseases.  Still  we  may  at  all  events  conclude  from 
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it  that  a  stimulating  and  modifying  action  upon  the  cerebral 
substance  is  possible — that  perhaps  changes  are  effected  in  the 
molecular  or  finer  nutritive  relations ;  and  a  prospect  is  thereby 
opened  up  of  aiming  at  a  beneficial  influence  in  functional  dis- 
turbances of  the  brain,  in  conditions  of  weariness  and  exhaus- 
tion, as  well  as,  perhaps,  in  morbid  irritation,  sleeplessness, 
psychical  depression,  &c. 

More  important  data  are  furnished  by  the  communications 
already  mentioned  with  regard  to  the  electrophysiological  influ^ 
ence  on  the  cerebral  vessels — and  in  the  first  place  the  direct 
change  in  them  (contraction  and  dilatation),  which  has  been 
proved  experimentally  by  Lowenfeld.  There  is  thus  opened  up 
a  more  distinct  possibility,  at  least,  of  accelerating  or  retarding 
the  circulation  within  the  cranium  and  in  the  brain  by  electric 
currents,  of  modifying  the  nutritive  conditions,  and  perhaps  of 
compensating  pathological  processes,  as  well  as  combating 
hyperaemia  and  ansemia  (primary  as  well  as  secondary)  with 
their  consequences.  According  to  Lowenfeld's  experiments 
this  may  possibly  be  done  directly ;  but  the  physiological 
gi-ounds  for  the  indirect  vasomotor  influence  of  the  brain 
through  the  sympathetic  and  the  cervical  spinal  cord  are  less 
sure,  as  has  already  been  minutely  pointed  out  (Lect.  VII. 
p.  Ill  et  seq.) 

There  are  also  a  few  facts  pointing  to  the  possibility  of  a 
still  more  indirect  influence  upon  the  cerebral  circulation  by 
reflex  action  through  the  skin ;  and  the  more  recent  experi- 
ments of  Rumpf  and  the  therapeutical  experiences  reported  by 
him  open  up  the  prospect  of  attaining  something  in  this  direc- 
tion too  by  means  of  the  faradic  brush  (cf.  p.  264).  Some 
beneficial  results  attending  the  peripheral  treatment  with 
electricity  in  cerebral  affections  may,  perhaps,  be  explained  in 
this  way. 

Still  more  obscure  are  the  probably  molecular,  dynamic 
influences  exercised  on  certain  cerebral  functions  through  the 
sensory  nerves,  perhaps  independently  of  the  circulation.  I  will 
not  touch  here  upon  the  metalloscopic  experiments,  although 
they  are  sufficiently  remarkable,  but  will  only  call  to  mind  the 
results  of  the  researches  of  Vulpian,  who  saw  cerebral  heinian- 
aesthesias— caused,  no  doubt,  partly  from  anatomical  chancres  in 
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the  brain — disappear  after  circumscribed  local  faradisation  of 
particular  portions  of  the  skin  of  the  forearm. 

More  sanguine  hopes  are,  however,  excited  by  the  evidence 
of  the  catalytic  action  of  electric  currents,  though  they  are 
firmly  established  only  with  regard  to  other  parts  of  the  body. 
Granted  the  possibility  of  directly  influencing  the  brain  and  its 
parts,  we  are  undoubtedly  justified  in  assuming  that  these 
effects  will  not  fail  in  certain  diseased  processes  in  the  brain ; 
and  a  great  probabihty  presents  itself  of  our  being  able,  by 
means  of  electric  currents,  to  promote  the  absorption  of 
hsemorrhagic  extravasations,  to  assist  the  circulation  of  blood 
and  lymph,  removing  oedema  and  collateral  congestion,  improv- 
ing the  nutrition  of  the  parts,  removing  or  limiting  chronically 
inflamed,  sclerotic,  degenerative,  and  such  like  conditions— to 
which  may  be  added  a  number  of  other  therapeutical  possi- 
bilities. 

With  the  very  considerable  advance  which  the  new  nervous 
pathology  has  made  in  local  diagnosis  in  cerebral  disease,  and 
with  the  unquestionable  physical  possibility  of  directing  the 
electric  and  especially  the  galvanic  current  with  tolerable 
certainty  towards  almost  any  portion  of  the  brain,  there  is 
sufficient  justification  for  therapeutical  experiments  m  cerebral 

If  we  look  round  to  see  what  effect  the  many  therapeutical 
experiments  already  made  have  had,  what  curative  results  they 
have  given,  we  are  met  by  the  almost  unanimous  assertion  of 
authors  that  in  many  cerebral  affections  the  apphcation  of 
electric  and  especially  of  galvanic  currents  to  the  head  or 
to  more  distant  parts,  has  indeed  an  undoubtedly  beneficial 
action,  either  at  once  or  after  some  time.  There  is  certainly 
not  a  superfluity  of  proof  of  this  view,  which  is  nio^e  or  less 
the  expression  of  the  subjective  persuasion  of  the  individual 
authors,  drawn  from  extensive  experience;  ^ut  at 
time  there  is  a  considerable  number  of  cases  which  ought  to 
suffice,  even  for  the  sceptic,  as  a  proof  of  electric  curative  action. 
I  will  cite  a  selected  number  of  such'cases. 

1     Observation  hj  Neftel.     Neurasthenia  cerehralis.-A.  busy 
u    •  •      a„orl  4-9  Muffeiinff  in  consequence  of  excessive  overwork  - 
ETbX^d  meZ  W  «  for  wo*  greatly  di.i- 
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nished,  sleeplessness,  dulness  in  the  head,  melancholic  depression,  dis- 
taste and  inability  to  work  or  read,  exhaustion,  general  weakness, 
feeling  of  weight  in  the  lower  part  of  the  back.    Examination  gave 
negative  results;  a  little  albuminuria,  without  morphological  con- 
stituents. Galvanic  treatment :  Kto  the  nape  of  the  neck;  A  stabile 
and  slowly  labile  to  the  eyelids,  fm^ehead,  temples,  and  auriculo 
maxillary  fossae  on  both  sides ;  then  the  same  with  reversed  electrodes 
and,  lastly,  galvanisation  of  the  cervical  sympathetic.  Great  improve- 
ment even  after  the  first  sitting,  better  sleep ;  final  recovery ;  dis- 
appearance of  albuminuria. 

2.  Personal  Observation.    Emotional  Neurosis ;   Right  Hemi- 
plegia.— A  merchant,  aged  46.    Severe  emotional  disturbance,  in 
consequence  of  being  insulted  ten  weeks  previously;  immediately 
afterwards  gastric  pressure,  nausea,  loss  of  appetite,  subsequently 
vertigo,  staggering  gait  :  later  on,  increasing  weakness  and  trembling 
in  the  right  hand,  so  that  the  patient  could  not  write,  then  general 
weariness  and  loss  of  tone,  tendency  to  weep,  depression  of  spirits 
uneasy,  sleep  often  very  poor;  memory  impaired,  thoughts  often 
failing  temporarily  during  speaking.     Examination  showed  slight 
paresis  of  the  right  facial  muscles.    Tongue,  palate,  mastication,  and 
deglutition  normal,  also  ocular  movements  and  pupils.    Right  arm 
decidedly  weaker  than  left,  marked  tremor  on  extension  of  the  hand, 
movements  somewhat  awkward  and  feeble,  grasp  weaker  in  the  right 
hand  than  in  the  left  (dynanometer  :  right  26° ;  left  51°).  SensibiUty 
of  the  right  upper  extremity  normal,  tendon  reflexes  somewhat 
increased.    Motility  and  sensibility  of  the  right  lower  extremity 
normal,  tendon  reactions  and  plantar  reflex  a  little  increased.  Galvanic 
treatment :  6  elements  Stohrer  from  nape  of  neck  to  forehead ;  8 
elements  to  the  cervical  sympathetic  :  IS  elements  K  labile  through 
the  nerves  and  muscles  of  the  right  arm,  daily. 
June  26,  1879.    Before  the  first  sitting  : 

Dynamometer  .       .       .       .    r.  26°         1.  51° 
After  the  first  sitting  : 

Dynamometer  .       .       .       .    r.  .^n°  1.  44° 

General  condition  better  and  sleep  improved. 

June  29.    General  condition  changeable;  improvement  on  the 
whole. 

Before  the  galvanic  treatment : 

Dynamometer  .       .       .       .    r.  32°  1  4,">° 

After  the  galvanic  treatment  : 

Dynamometer  .       .       .       .    r.  42°         1.  ^jo 
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July  5.  Pain  in  the  head,  vertigo ;  sleep  better. 
Before  the  galvanic  treatment  : 

Dynamometer  .       .       .       .    r.  40°  1.  41° 

After  the  galvanic  treatment : 

Dyuamometer  .       .       .       .   r.  40°         1.  43° 

July  12.  Patient  feels  better  in  the  head  and  in  speaking,  and 
sleeps  on  the  whole  much  better.  Complains  still  of  pain  in  the  arm, 
wbich  is  stronger,  but  not  yet  quite  strong  enough  to  be  used ;  the 
slight  difference  in  the  face  still  continues.  Is  obHged  to  leave  the 
place. 

3.  Personal  Observation.  Sleeplessness.  Physical  Depression. — 
A  widow,  aged  41 .  Very  much  depressed  in  spirits  for  about  two 
months,  in  consequence  of  emotional  disturbance ;  pronounced  pre- 
cordial anxiety  and  almost  complete  insomnia  (with  unquiet  thoughts, 
restlessness  in  the  limbs,  &c.)  Some  anaemia.  Appetite  and  digestion 
good.  Chloral  and  morphia  not  borne.  Ordered  in  the  evening 
baldrian  tea  and  electrical  treatment. 

Jan.  21.  Faradisation  of  the  head  with  the  hand. 

Jan.  22.  As  yet  no  improvement;  much  anxiety  ;  faradisation  of 
the  head,  and  also  from  nape  of  neck  to  epigastrium. 

Jan.  23.  Has  slept  1^  hour;  anxiety  much  diminished. 

Jan.  24.  Has  not  "slept  (on  account  of  abdominal  pain  and 
diarrhoea). 

Jan.  25.  Two  hours'  sleep  ;  abdomen  all  right  again. 
Jan.  26.  No  sleep  (had  seen  friends  in  the  afternoon). 
Jan'.  27.  No  sleep.    Anxiety  gone.    Galvanic  treatment  now 
entered'upon.    4  elements  Stohrer  longitudinally  from  forehead  (A) 
to  nane  of  neck,  stabile  for  1^  minute  ;  6  elements  from  nape  of  neck 
to  epigastrium  stabUe  for  the  same  length  of  time. 

Jan.  28.  2  hours'  sleep  ;  anxiety  permanently  gone. 
Jan.  29.  2-^  hours'  sleep;  treatment  continued. 
Jan.  30  and  31.  Has  not  slept  (menses  impending),  but  fmme 
of  mind  very  good. 

Feb.  1.  3  hours'  sleep.  ^ 
Feb   2  More  than  5  hours'  sleep ;  feels  well.  Menstruation 
commenced,  causing  2  wakeful  nights  with  migraine  and  tendency  to 
feeling  of  anxiety.    No  galvanic  treatment.  . 

Feb.  5.  Slept  the  entire  night  (7  to  8  hours)-for  first  time  for  six 
months.    Galvunic  treatment. 

Feb  6  5  or  6  hours'  sleep  ;  anxiety  completely  gone. 

Feb!  7.  71  hours'  uninterrupted  sleep.  No  headache,  no  aaxiety 
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feels  quite  well.  Leaves  to-day.  A  subsequent  communication  shows 
the  improvement  to  be  continuous,  with  4  to  5  hours'  sleep  every 
night. 

4.  Observation  hy  Rumpf.  Hypercemia  of  the  Brain,  (JVewas- 
thenia  Cerebralis  1). — A  merchant,  aged  47,  without  nervous  tendency ; 
formerly  always  healthy.  In  consequence  of  great  exertion  and 
excitement,  first  an  unpleasant  feeling  of  pressure  in  the  head,  then 
very  ready  flushing  of  the  face  and  a  feeling  of  cephalic  congestion. 
Increasing  weight  and  confusion  in  the  head,  at  times  severe  head- 
ache ;  troublesome  feeling  of  dizziness,  especially  in  raising  and  de- 
pressing the  head ;  singing  in  the  ears  ;  diminished  capability  for 
work ;  excitement,  even  upon  small  occasions ;  very  poor  sleep. 
Spinal  functions  quite  normal.  Objectively  everything  normal.  Pet. 
brom.  administered  without  result.  Treatment  :  the  faradic  brush 
firmly  applied  over  the  back,  chest,  and  upper  extremities,  followed 
by  desii'e  for  sleep  ;  head  clearer.  After  a  second  similar  application 
all  symptoms  disappeared. 

5.  Personal  Observation.  Right  Hemipleqia  {^from  cerebral 
hcBmorrhage). — A  carpenter,  aged  25.  On  February  10,  1872  (at  a 
ball),  sudden  onset  of  hemiplegia,  without  loss  of  consciousness  or 
aphasia,  but  with  indistinctness  of  speech  (anarthria).  Complete 
right-sided  paralysis,  even  m  the  face ;  formication,  but  unimpaired 
sensation.  Gradual  improvement  to  the  present  condition.  Formerly 
perfectly  healthy.  Condition  on  April  8,  1872  :  Eight  hemiplegia, 
paresis  of  the  lower  branches  of  the  facial  nerve,  tongue  slightly  in- 
clined towards  the  right,  uvula  straight,  velum  palati  normal.  Fore- 
arm very  slightly  movable,  hand  and  fingers  not  at  all ;  some  motility 
in  the  shoulder  joint.  Slight  contractility  of  the  flexors  of  the  arm. 
Both  upper  and  lower  extremities  paretic  and  stiff,  but  patient  can 
move  about.  Sensibility  normal ;  some  numbness  in  the  finger-tips. 
Pupils  and  ocular  movements  normal.  No  aphasia.  Heart  quite 
normal.  Galvanic  treatment:  Stabile  longitudinally  through  left 
half  of  skull  and  transversely  from  left  temple  to  right  brachial  plexus  ; 
the  K  labile  through  nerves  of  right  arm.  Next  day  distinct  im- 
provement reported.  More  accurate  observation  on  April  9  showed  : 
Bp/ore  the  galvanic  treatmeiit,  complete  immobility  of  the  fingers  ;  the 
hand  can  be  raised  only  to  an  inch  and  a  half  from  the  nose  and  the 
hail-  on  the  temples.  After  the  treatment  (applied  only  to  the  head) 
the  patient  carries  the  hand  easily  to  the  nose  and  up  to  the  hair  on 
the  forehead,  can  bend  the  fingers  a  little  ;  movements  of  forearm 
somewhat  easier.  April  11  :  Patient  feels  marked  improvement  after 
each  sitting,  even  in  the  leg,  which  has  not  been  either  examined  or 
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treated.  April  15  :  Progressive  improvement ;  movements  of  the 
arm  freer,  bending  of  fingers  possible  to  a  small  extent ;  patient  grasps 
with  ease  the  head  and  nose ;  the  leg,  which  has  never  been  treated, 
feels,  in  particular,  freer  and  stronger  after  each  sitting.  August  1, 
1872  :  Patient  discharged  to-day,  very  much  improved.  Gait  almost 
entirely  free  and  easy,  motility  of  the  arm  much  better,  even  in  the 
extensors  ;  no  more  contraction.  Writing  not  yet  possible  on  account 
of  deficient  pronation.  Head  clear.  Prom  the  end  of  September 
patient  could  work  again  at  his  trade. 

6.  Observation  by  Brenner.  Cerebral  Hemiplegia.  Sudden  and 
Marked  Imj^roveynenfs  in  the  Paralysis.  A  merchant,  aged  38, 
acquired  syphilis  in  1863  ;  repeated  relapses,  irregular  treatment. 
After  about  a  year  and  a  half  patient  waked  one  morning  with  com- 
plete right-sided  hemiplegia,  distortion  of  the  face,  and  disturbance  of 
speech.  After  four  weeks  complete  paralysis  of  the  right  upper  and 
lower*  extremities,  with  very  moderate  contracture,  and  paresis  of  the 
lower  twigs  of  the  facial,  without  cutaneous  anaesthesia.  After  half 
a  minute's  faradic  irritation  of  the  muscles  of  the  upper  arm  the 
patient  could  suddenly  move  the  arm  again,  raise  it  from  the  trunk, 
and  flex  the  forearm.  The  eflfect  on  the  leg  was  still  more  marked  ; 
after  some  contractions  had  been  excited  from  the  crural  nerve  and 
the  peroneal  the  patient  rose  up  and  walked  about  the  room,  with  the 
foot  dragging  certainly,  but  without  support.  In  the  course  of  the 
treatment  the  paralysis  improved  a  little  more,  but  not  very  much, 
and  permanent  hemiparesis  with  contraction  remained  behind. 

7.  Personal  Observation.  Right  Hemii^legia.  Sudden  Imjvove- 
ment.-Axi  oflicial,  aged  53.,  Suddenly  paralysed  three  years  ago, 
without  loss  of  consciousness.  At  first  complete  paralysis.  Now  the 
face  normal;  the  leg  still  weak,  patient  walking  only  with  a  stick  ; 
arm  almost  entirely  paralysed,  with  strong  flexure  contmction. 
Electrical  irritability  normal.  Immediately  after  faradisation  of  the 
nerves  and  muscles  of  the  arm  patient  can  move  his  fingers  somewhat 
better  •  this  is  also  the  case  during  the  passage  of  a  galvanic  current 
transversely  or  vertically  through  the  head.  After  this  first  (expei-i. 
mental)  sitting  considerable  improvement  ensued:  the  patient  te  t 
easier  and  stronger,  could  rise  from  his  chaii-  more  easily  and  walk 
without  a  stick.  Arm  not  improved.  More  prolonged  electrical 
treatment  did  not  add  much  to  this  suddenly  occurring  improvement. 

8.  Observation  by  Neftel.     Eight-sided  Ileimplegm  Aph<r,ia 
ifro^n  embolism  ?).-A  man,  aged  38.    On  February  23,  18. 7,  se^re 
apoplectic  fit,  leaving  behind  it  right-sided  hemiplegia  and  apbisia 
Ipkl  improvement  ;  remaining  paresis  of  the  lower  and  stUl  more 
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of  the  upper  extremity.  Riglit-sicled  disturbance  of  seeing  and  hear- 
ing, pain  in  the  head,  melancholic  depression,  general  weakness, 
sleeplessness,  systolic  bruit  at  the  cardiac  apex.  Paresis  of  the  right 
rectus  internus  oculi;  limitation  of  the  field  of  vision  of  the  right  eye 
in  the  form  of  a  nasal  hemianopia.  Galvanic  treatment  from  March 
19,  1877:  (l)Kin  nape  of  neck  ;  A  stabile  and  slowly  labile  on  the 
eyelids,  forehead,  temples,  and  auriculo-maxillary  fossa  on  both  sides ; 
4  to  7  Siemens'  elements.  (2)  The  same  procedure  with  reversed 
position  of  the  electrodes.  (3)  Galvanisation  of  the  cervical  sympa- 
thetic (K  on  the  ganglion).  Immediate  improvement :  head  clearer, 
sleep  better;  insufficiency  of  internal  rectus  disappeared,  as  well  as 
defect  in  the  field  of  vision ;  paresis  of  right  extremities  improved 
(they  were  only  treated  twice,  more  for  diagnostic  purposes).  Dis- 
continuance of  treatment  on  March  29  (11  sittings).  Relapse  after 
some  weeks,  especially  cephalalgia,  vertigo,  sleeplessness,  pain  in  the 
right  arm.  Ti'eatment  resumed  from  May  29  (the  same  procedure) ; 
cousidei-able  improvement  again  even  after  8  sittings. 

9,  Observation  by  Moritz  Meyer.  Hemiplegia  (^probably  from 
hcemorrhage). — A  merchant,  aged  26.  Feeble,  suffering  from  palpi- 
tation, hypertrophy  of  the  left  ventricle  without  valvtdar*  lesion  ;  ver- 
tigo, after  a  time  unconsciousness,  convulsions,  and  complete  motor 
and  sensory  hemiplegia  of  the  left  side,  with  paralysis  of  the  bladder. 
Very  gradual  improvement.  Two  years  later  left  arm  can  be  raised 
with  diificulty  to  an  angle  of  70° ;  it  is  wasted,  cold,  and  partly  antes- 
thetic ;  moderate  contraction  of  the  flexures,  considerable  twitching, 
and  dulness  in  the  head ;  bladder  in  fairly  good  condition  again. 
Treatment  at  first  only  galvanisation  of  the  cei'vical  sympatlietic  (A 
on  the  left  superior  ganglion).  Result  very  satisfactory;  after  12 
sittings  the  arm  can  be  completely  raised  and  extended,  and  its 
sensibility  has  improved ;  the  foot  is  di-agged  lefss,  the  head  clearer. 
Afterwards  ascending  nerve-muscle  currents;  after  15  sittings  the 
motility  of  the  head  and  fingers  very  considerably  improved ;  tem- 
perature of  the  arm  permanently  normal  ;  sensibility  not  quite 
restored. 

10.  Observation  by  Vulpian.  Monojylegia  of  Riglit  Arm  with 
Complete  Ancesthesia  [probably  from  limmorrliage). — Workman,  aged 
18.  Apoplectic  tit,  loss  of  consciousness ;  on  recovery  of  conscious- 
ness right  upper  extremity  completely  paralysed.  The  paralysis  is 
entirely  confined  to  the  right  arm,  with  the  exception  of  a  very  tem- 
porary aphasia.  Besides  the  complete  jiaralysis  of  the  arm  complete 
anaesthesia  also  exists.  Various  forms  of  treatment  (arg.  nit.,  auro- 
sod.  chlor.  faradisation  and  galvanisation  of  the  paralysed  arm) 
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produced  only  a  very  little  improvement  in  the  motility  and  sensibility. 
After  5  months  the  patient  was  treated  by  cutaneous  faradisation 
(energetic  employment  of  the  faradic  brush  over  a  very  cii-cumscribed 
portion  of  the  right  forearm).  Rapid  improvement  ensued  in  sensi- 
bility as  well  as  in  motility.  The  sensibility  improved  subsequently 
from  day  to  day,  the  motility  so  much  that  in  20  days  the  dynamo- 
meter showed  right  8°,  left  57°.  On  one  of  the  days  following  this 
the  dynamometer  showed  on  the  right  arm,  before  the  faradisation, 
10°;  after  it,  17°.  ^ fter  5  weeks  sensibility  restored  as  far  as  the 
finger-tips,  and  all  movements  of  the  arm  carried  out  without  special 
exertion.  After  2  months  dynamometer  showed  right  35°,  left  60°. 
The  patient  uses  the  right  hand  as  much  as  the  left :  it  is  only  a 
little  weaker  still. 

1 1 .  Observation  by  A  Ithaiis.  Left  Hemiplegia  {from  hcemorrhage  ?). 
— A  lady,  aged  53.  Two  months  ago  apoplexy,  with  lf£t  hemiplegia. 
Walking  now  possible  again,  but  the  arm  quite  powerless ;  both  arm 
and  leg  warmer  than  on.  the  right  side ;  contraction  of  the  flexures, 
attempts  at  passive  extension  causing  great  pain.  Increased  faradic 
irritability.  Application  of  the  galvanic  current  to  right  temple,  the 
superior  sympathetic  ganglion,  and  from  the  back  to  the  nerves  of  the 
extremities,  with  reversals  of  the  current.  Remarkable  efiect  on  the 
muscular  contraction ;  soon  after  the  sitting  the  patient  can  extend 
the  arm  and  open  the  hand  ;  walking  is  also  better ;  improvement 
lasting  only  a  few  hours.  After  6  weeks  of  treatment  (12  sittings) 
the  patient  can  walk  quite  alone  and  has  recovered  the  use  of  the 
arm  to  a  great  extent ;  the  contraction  and  pain  have  disappeared. 

12.  Observation  by  Althaus.  Monoplegia  of  the  Bight  Arm  {from 
embolism  ?). — A  merchant,  aged  52.  Suddenly  seized  with  a  feeling 
of  faintness  and  vertigo,  and  immediately  lost  entirely  the  use  of  hia 
right  arm;  no  disturbance  of  consciousness  or  speech;  leg  and 
face  unaffected.  Two  days  later  complete  paralysis  of  the  forearm 
and  hand,  and  almost  complete  anaesthesia  of  the  hand  and  fingers. 
Application  of  the  galvanic  current  to  the  left  hemisphere  for  one 
minute,  after  which  the  patient  can  raise  the  wrist  and  move  the 
fingers  a  little.  Two  days  later  improvement  still  continues,  but  has 
not  made  any  progress ;  the  repeated  cerebral  galvanisation  caused 
again  a  slight  improvement  in  the  movements  of  the  hand,  but  the 
addition  of  peripheral  galvanisation  of  the  radial  and  median  nerves 
caused  a  further  and  more  considerable  improvement.  Another  gal- 
vanic sitting  achieved  a  complete  cui'e. 

13.  Observation  by  Rumpf.  Hemiparesis  {anatomical  diagnosis 
dozibiful).—A  man,  aged  36.    Ill  for  several  years;  pains  in  the 
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back,  riglit  arm,  and  right  hip  ;  partesthesia  and  weakness  of  the 
whole  right  side  ;  inability  to  work,  forgetfulness,  dulnessin  the  head, 
sleeplessness,  low  spirits ;  slight  objective  paresis  of  the  whole  right 
side,  inclusive  of  the  inferior  portion  of  the  facial  ;  small  amount  of 
ataxy  of  the  movements  on  the  right  side,  distinct  analgesia  of  the 
whole  body ;  tendon  reaction  marked  on  both  sides.  On  the  left 
temporal  bone  a  somewhat  deep  osseous  cicatrix  from  a  previous 
injury.  Galvanic  treatment  continued  for  a  long  time  without  any 
result.  Treatment  with  the  faradic  brush  (on  the  trunk  and  the  extre- 
mities) induced  rapid  improvement,  pain  and  parsesthesia  disappearing 
and  sleep  improving.  After  6  weeks  nothing  left  of  the  whole  illnes-s 
except  a  slight  alteration  in  the  position  of  the  mouth,  and  a  small 
amount  of  analgesia.    Paresis  disappeared. 

14.  Personal  Observations.  Tremor  Capitis  ;  Attacks  of  Vertigo 
{commencing  inultij)l6  sclerosis?). — A  shoemaker,  aged  41;  formerly 
healthy,  never  syphilitic.  In  March  1877  sudden  and  violent  attack 
of  vertigo,  with  subjective  flashes  of  light ;  then  loss  of  consciousness 
for  two  days  ;  afterwards  severe  throbbing  headache,  pains  in  the 
back,  and  dragging  pains  in  the  legs.  Each  attempt  at  movement 
induces  a  lively  tremor  of  the  head,  which  disappears  in  a  reclining 
jDosture.  Gradual  diminution  of  the  tremor  during  the  next  few 
weeks  and  months,  so  that  the  patient  could  resume  woi-k.  April 
1878  :  Return  of  the  severe  vertigo,  cephalalgia,  dragging  pain  in  the 
legs,  stabbing  pain  and  singing  in  the  left  ear;  no  disturbance  of 
consciousness,  but  return  of  the  tremor  with  much  greater  intensity. 
Improvement  in  hospital ;  condition  during  the  following  winter 
tolerable. 

In  the  end  of  March  1879  another  attack  of  vertigo,  with 
severe  pain  in  the  head,  but  without  disturbance  of  consciousness ; 
again  dragging  pain  and  weight  in  the  legs ;  very  much  inci'eased 
tremor  of  the  head,  and  now  tremor  of  the  arms  as  well,  with  diffi- 
culty in  speaking,  weakness  of  memory ;  diminution  of  the  power  of 
comprehension  ;  eyesight  also  said  to  be  weakened.  Sleep  disturbed ; 
bladder  and  rectum  unaffected.  Condition  on  June  7, 1879  :  Nothing 
abnormal  in  a  position  of  rest,  but  on  any  excitement  or  movement 
very  active  tremor  and  shaking  of  the  head.  Eyes  normal  even 
ophthalmoscopically.  Otological  examination  showed  an  old  affection 
of  the  tube  and  the  middle  ear.  Tongue,  palate,  mastication,  and 
deglutition  normal;  speech  somewhat  stammering  and  uncertain. 
No  apparent  abnormality  in  the  upper  extremities,  except  a  slight 
uncertainty  of  movement  and  a  little  twitching  on  the  left  side ;  in 
particular  no  distinct  tremor  and  no  ataxy.   In  the  lower  extremities 
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somewhat  more  pronounced  uncertainty  of  movement,  but  still  no 
distinct  ataxia.    Otherwise  no  objective  abnormality. 

Galvanic  treatment:  transversely  and  vertically  through  the 
head,  and  to  the  sympathetic  in  the  neck.  June  16  :  The  trembling 
visibly  diminished  within  the  last  few  daysj  to-day  no  trace  of  the 
previous  shaking  movements.  The  patient  also  feels  better  subjec- 
tively ;  headache  quite  gone,  now  and  then  still  some  weight  in  the 
head  ;  increased  mental  freshness,  sleep  better.  Discharged  com- 
pletely cured  on  July  2,  1879.  In  October  1879  no  more  head 
symptoms  ;  tremor  permanently  disappeared. 

15.  Observation  hy  Moritz  Meyer.  Left  Hemiplegia  after  Acute 
Encephalitis. — A  boy,  aged  8,  acquired,  in  1865,  complete  paralysis 
of  the  left  half  of  the  body,  with  loss  of  consciousness  and  severe 
convulsions.  In  May  1866  improvement  in  the  leg.  In  January 
1867  the  arm  still  quite  helpless,  cold,  and  drawn  towards  the  thorax  ; 
moderate  amount  of  contraction.  The  deltoid  and  the  radial  region 
partially  paralysed,  the  ulnar  region  completely.  Electromuscular 
contractility  intact ;  sensibility  not  affected.  Treatment :  Faradisa- 
tion of  the  paralysed  muscles.  Considerable  improvement  after 
13  sittings;  after  42  sittings  movements  of  arm  and  fingers  almost 
normal. 

16.  Personal  Observation.  Paralysis  of  several  Bulbar  Nerves. — 
A  labourer  aged  48,  suffering  since  June  1871  with  paius  in  the 
upper  extremities,  rigidity  of  the  lips,  violent  headache,  seeing  of 
sparks,  and  occasional  diplopia.  Later  on  pains  in  the  nape  of  the 
neck ;  the  head  heavy  and  sinking  forwards ;  increasing  difficulty  in 
mastication  and  deglutition.  In  autumn  1871  severe  pains  in  the 
legs,  also  weakness  in  legs  and  arms  ;  persistent  and  violent  vertigo  ; 
singing  in  the  ears.  The  voice  feeble  and  hoarse,  the  tongue  heavy ; 
escape  of  saliva ;  tendency  to  ptosis ;  sleep  bad,  disturbed  by  pains 
and  singing  in  the  ears.  Condition  on  June  30,  1872  :  Small 
amount  of  embarrassment  of  speech  ;  voice  weak.  Pupils  and  ocular 
movements  normal ;  no  ptosis.  Hearing  on  the  left  side  destroyed, 
diminished  on  the  right ;  constant  singing  in  both  ears.  Oral  muscles 
stiff  and  powerless ;  whistling  impossible.  Tongue  cannot  be  pro- 
truded easily;  distinct  fibrillary  contractions.  Soft  palate  and 
uvula  symmetrical,  act  with  difliculty  to  reflex  stimuli.  Pain  in  nape 
of  neck  and  back ;  position  and  movement  of  head  normal.  Degluti- 
tion embarrassed,  mastication  very  much  so.  Sensibility  everywhere 
normal.  Tearing  paius  in  right  arm,  the  power  of  which  is  some- 
what diminished  ;  legs  easily  tired,  &c.  Galvanic  liyperajsthesia  of 
both  auditory  nerves  ;  polypus  in  left  auditory  canal. 
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Galvanic  treatment :  8  elements  Stohrer  transversely  through  the 
temples  and  the  mastoid  processes;  10  to  12  elements  to  the  cervical 
sympathetic ;  A  stabile,  with  interruptions  to  each  ear.  Considerable 
improvement  even  in  a  few  days.  On  February  3  little  headache,  legs 
stronger,  tongue  protruded  better ;  patient  can  whistle  again 
already ;  mastication  and  deglutition  decidedly  better.  On  February  12 
continued  improvement ;  head  still  somewhat  dull,  extremities  almost 
free  from  pain ;  mastication,  deglutition,  and  whistling  quite  normal ; 
tongue  protruded  with  ease.  The  further  progress  of  the  case  very 
favourable,  with  the  exception  of  some  fluctuations.  Discharged  on 
March  27  (after  52  sittings)  cured,  with  the  exception  of  the  aural 
symptoms. 

17.  r^rsonal  Observation.  Bulbar  Symptoms  (Erb). — A  man, 
aged  55,  fell  ill  in  February  1868  with  tearing  pains  in  the  nape  of 
the  neck,  slight  headache ;  later  weakness  of  the  cervical  muscles,  so 
that  the  head  could  not  be  held  upright.  In  the  beginning  of  June 
increasing  paresis  of  the  muscles  of  deglutition,  and  simultaneous 
weakness  of  the  upper  eyelids ;  lastly,  some  difficulty  in  moving  the 
tongue  and  embarrassment  of  deglutition.  Otherwise  normal.  Condi- 
tion in  the  end  of  June  1868  :  PecuHar  position  of  the  head,  from 
paresis  of  the  cervical  muscles  ;  double  ptosis ;  considerable  weakness 
of  the  muscles  of  mastication,  the  mouth  generally  open  in  conse- 
quence ;  motility  of  the  tongiie  not  markedly  disturbed ;  fibrillary 
contractions  present ;  flattening  of  the  cervical  muscles  ;  extremities 
normal ;  galvanic  hypersesthesia  of  the  left  auditory  nerve. 

Galvanic  treatment :  10  elements  Stohrer  transversely  through 
the  mastoid  processes,  stabile;  10  elements  to  the  cervical  sympathetic, 
and  K  labile  through  the  nervi  accessorii  and  the  cervical  muscles. 
Upon  this  slow  improvement.  After  60  sittings  patient  decidedly 
improved ;  head  held  better,  deglutition  quite  normal ;  mastication 
much  better.  Sent  home  from  September  7  till  October  30,  under 
treatment  with  pot.  iod.  On  readmission  distinct  improvement ; 
position  of  the  head  decidedly  better  and  stronger  ;  ptosis  less ; 
deglutition  and  mastication  quite  normal ;  mouth  no  longer  open. 
After  23  sittings  more  discharged  on  December  7,  1868,  as  nearly 
cured;  position  of  the  head  normal,  mastication  and  deglutition 
quite  normal,  &c. 

The  observations  here  communicated  raise  it  above  all  doubt 
that  cures  can  be  effected  in  various  brain  affections  by  means 
of  the  electric  current  (and  with  very  varying  applications  of 
it),  and  that  these  results  are  sometimes  brilliant  and  rapid 
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even  in  cases  where  other  remedies  have  been  employed  for  a 
long-time  and  have  been  found  more  or  less  useless,  so  that 
our  a  joriori  expectations  have  been  indeed  realised  in  many 
cases. 

But  you  must  not  think,  gentlemen,  that  this  is  the  case 
always,  or  even  very  constantly ;  it  cannot  and  ought  not  to  be 
denied,  as  every  experienced  medical  electrician  and  neuropa- 
thologist will  certainly  admit,  that  a  much  greater  number 
of  cases  with  negative  results  must  be  set  against  these  few 
brilliant  positive  cures ;  that  very  often  the  most  rational  and 
logical  electrical  treatment  is  ineffectual  in  cerebral  diseases — 
too  often  because  the  nature  of  the  disease  renders  it  inacces- 
sible to  other  modes  of  treatment. 

There  are,  besides,  the  records  of  other  eases  which  cannot 
be  looked  upon  as  definite  arguments  for  the  cm-ative  action 
of  electricity,  because  in  them  the  improvement  has  come  on 
very  slowly  and  gradually,  often  with  the  simultaneous  employ- 
ment of  other  remedies.  The  beneficial  influence  of  electricity 
is  by  no  means  excluded  in  such  cases  ;  it  is  indeed  extremely 
probable,  but  it  cannot  be  accurately  proved. 

Finally,  we  often  see  cases  (like  Obs.  6  and  7,  given  above) 
in  which,  immediately  after  the  employment  of  electricity, 
a  very  remarkable  and  rapid  improvement  in  various  direc- 
tions sets  in,  but  only  reaches  a  certain  point,  where  it  comes 
to  a  standstill  and  cannot  be  advanced  by  further  treatment. 
We  see,  for  example,  especially  in  cases  of  long-standing  apo- 
plectic paralysis,  a  striking  improvement  in  the  motility  appear 
almost  suddenly,  after  the  first  or  the  first  few  sittings.  We 
see  movements  return  which  appeared  completely  lost;  the 
patient  can  suddenly  walk  better,  or  use  the  hand  much  better, 
and  he  gives  himself  up  to  the  joyful  hope  of  a  complete  cure. 
But  this  hope  is  deceptive.  After  a  short  time  there  is  an  arrest 
again,  and  the  improvement  makes  only  slight  progress  or 
none  at  all.  We  may  also  see  the  sensory  disturbances  and 
paresthesias,  lesions  of  the  organs  of  sense,  aphasia,  anai-thria, 
&c.,  which  have  been  associated  with  the  hemiplegia,  disappear 
very  quickly  under  the  electrical  treatment,  without  corre- 
sponding improvement  in  the  motility.  In  all  such  cases,  often 
in  a  most  surprising  manner,  a  partial  improvement  will  be 
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attained,  but  even  the  most  persevering  continuance  of  the 
treatment  will  go  no  further.  We  have  to  do  here,  as  Brenner 
has  very  properly  shown  already,  with  the  removal  of  secondary 
disturbances — functional  embarrassments  induced  by  pressure 
in  the  neighbourhood  of  an  apoplectic  focus,  by  neighbouring 
derangements  of  circulation,  oedema,  inflammatory  reaction,  and 
the  like.  Secondary  peripheral  disturbances  of  nutrition  in 
the  nerves  and  muscles  may,  perhaps,  also  have  some  share  in 
it,  but  the  restitution  of  the  activity  of  the  whole  disturbed  or 
degenerated  nervous  tracts  and  centres  is  impossible,  and  an 
*  iron  barrier '  remains  behind  in  the  shape  of  functional  dis- 
turbances. By  means  of  the  electric  current  the  functional  dis- 
turbances will  only  be  reduced  to  the  limit  of  the  jjathological 
lesion  ;  but  even  with  this  a  great  deal  is  often  gained  for  the 
patients. 

There  is,  therefore,  a  possibility  of  the  beneficial  action  of 
the  electric  current  in  numerous  diseases  of  the  brain  even 
where  a  complete  cure  is  excluded  by  reason  of  the  nature  of 
the  affection. 

After  all  that  has  gone  before  we  may  expect  recovery  by 
means  of  electrical  treatment,  with  more  or  less  certainty,  in 
the  following  cases  of  cerebral  affections : 

Principally  in  the  so  called  fivnctioncd  disturbances  of  the 
brain,  in  the  various  cerebral  neuroses,  for  which  we  do  not 
yet  know  any  anatomical  cause  ;  the  catalytic  action  of  the 
current,  its  influence  on  the  blood  vessels  and  on  the  finer 
processes  of  tissue  metamorphosis,  probably  comes  into  play  in 
the  first  place,  while  the  stimulating  and  modifying  actions 
of  the  current  perhaps  effect  something  as  well  (as  in  the 
various  forms  of  cerebral  neurasthenia,  in  sleeplessness,  cephal- 
algia, migraine,  the  slighter  forms  of  psychical  disorder,  various 
forms  of  cerebral  convulsions,  chorea,  epilepsy,  cerebral  disturb- 
ances in  hysteria,  &e.) 

Further,  in  circidatory  disorders,  in  which  the  influence  of 
the  electric  current  on  the  cerebral  blood  vessels,  rendered 
probable  by  the  investigations  of  Lowenfeld,  may  be  utilised, 
as  well  as  the  more  problematical  indirect  vasomotor  influences 
from  galvanism  of  the  sympathetic,  or  reflexly  from  the  skin,  as 
in  hypersemia  and  anaemia  of  the  brain,  and  in  the  disordered 
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conditions  supposed,  in  some  cases  erroneously,  to  be  derived 
from  them. 

Next  in  extravasations  of  blood  into  the  cerebral  substance, 
and  in  the  centres  of  softening  resulting  from  thrombosis  or 
embolism,  in  which  a  restitution  of  the  destroyed,  torn,  or 
necrotic  nervous  elements  can  naturally  not  be  expected  even 
from  the  electric  current,  but  in  which  a  very  beneficial  in- 
fluence may  be  presupposed  on  the  absorption  of  the  haemor- 
rhage, on  the  establishment  of  collateral  circulation,  on  the 
prevention  of  secondary  changes  and  sequelae  (circulatory  and 
inflammatory  disorders),  on  the  improvement  of  nutrition,  and 
on  the  re-establishment  of  the  function  of  those  nervous 
elements  which  are  not  quite  destroyed. 

Finally,  a  beneficial  influence  may  be  expected  from  the 
catalytic  action  of  electric  currents  in  all  forms  of  chronic  in- 
flammatory and  degenerative  processes  in  the  brain,  in  chronic 
meningitis  and  encephalitis,  in  sclerotic  processes,  and  in  the 
various  forms  of  atrophy  and  degeneration  of  the  nervous 
elements. 

But  a  favourable  influence  seems  to  be  decidedly  excluded 
in  the  case  of  tumours  and  new  growths  in  the  brain,  in  the 
advanced  stages  of  grey  degeneration  and  sclerosis,  in  the  callous 
thickening  of  the  meninges,  in  the  more  severe  forms  of  senile 
atrophy  and  softening,  &c.  But  even  here,  especially  when  it 
has  to  do  with  forms  which  are  otherwise  curable,  e.g.  syphilitic 
gummata  and  the  like,  the  electric  treatment  can  sometimes  act 
favourably  on  the  secondary  symptoms  and  sequelae  of  the  affec- 
tion, from  which  part  of  the  symptoms  proceed,  as  headache, 
sleeplessness,  confusion  in  the  head,  disorders  of  vision,  paralysis, 
anaesthesia,  difl&culty  of  deglutition,  &c. 
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LECTUEE  XVII. 

Development  of  the  Electrotherapeutic  Methods — Direct  Treatment  of  the 
Brain — Katalytic  and  Vasomotor  Eifects  and  the  Methods  of  producing 
them — Stimulating  and  Modifj-ing  Influences — Method  of  Employment 
of  the  Galvanic  and  Faradic  Currents  in  Cerebral  Disturbances — Indi- 
rect Treatment  of  the  Brain  —  Galvanisation  of  the  Sympathetic  — 
Keflex  Influences  from  the  Skin  —  Symptomatic  Treatment  —  Electro- 
diagnosis  in  Cerebral  Affections  —  Electrotherapeutics  of  the  several 
Forms  of  Disease :  Neurasthenia  cerebralis ;  Insomnia ;  Hyperaemia, 
Antemia,  Cerebral  HiBmorrhage ;  Softening  of  the  Brain ;  Inflammation, 
Degeneration,  Sclerosis,  &c. ;  Bulbar  Afliections  —  Incurable  Cerebral 
Affections. 


More  careful  reflection  shows  that  in  the  forms  of  diseases 
above  mentioned  we  may  count  upon  the  vasomotor  and 
catalytic  effects,  of  electric  currents,  but  that  we  have  less  to 
expect  from  their  simple  stimulating  and  modifying  actions. 
That  is  the  same  as  saying  that  the  galvanic  current  has  a 
greater  field  of  action  in  disorders  of  the  brain  than  the  faradic, 
although  even  to  the  latter  all  effects  cannot  be  denied 
(Lowenfeld  has  induced  dilatation  of  the  cerebral  vessels  by 
faradisation  of  the  head). 

It  results  readily  from  our  former  physiological  and  thera- 
peutical deHberations  that  various  ways  and  methods  are  at 
our  disposal  for  attaining  our  end  in  the  electrotherapeutics 
of  cerebral  diseases.  We  may  try  to  influence  them  directly, 
by  a  direct  application  of  the  cm-rent  to  the  focus  of  the  affec- 
tion;  we  can  strive  to  attain  the  same  end  indirectly,  by 
means  of  vasomotor  action,  especially  galvanisation  of  the 
sympathetic ;  or  we  can  induce  a  beneficial  effect  reflexly, 
by  means  of  peripheral  irritation  of  centripetal  tracts;  and, 
lastly,  an  action  through  the  special  treatment  of  the  separate 
peripheral  parts  whose  function  is  disturbed  (sensory  and  .special 
nerves,  motor  nerves,  and  muscles,  &c.)  must  not  be  omitted. 

The  methods  by  which  these  objects  are  to  be  attained  are, 
indeed,  as  yet  somewhat  undeveloped.  Until  now  the  proceed- 
ings have  been  purely  empirical,  and  it  is  only  in  the  most  recent 
times  that  a  substantial  i)hysiologieal  basis  for  these  aims  has 
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been  established.  But  even  if  this  has  been  secured,  so  as  to 
found  a  rational  mode  of  procedure  upon  it,  we  have  not  gained 
much,  as  our  knowledge  of  the  more  minute  changes  in  the 
various  pathological  processes  in  the  brain  is  so  extremely  scanty. 
We  are,  therefore,  always  driven  back  upon  a  careful  empiricism 
even  with  the  newer  and  clearer  methods  of  working. 

I  shall  describe  in  the  first  place  the  direct  action  upon  the 
brain. 

With  regard  to  the  katalytic  actions  and  their  sphere,  the 
essential  nature  of  the  several  pathological  disturbances  is  as 
little  known  to  us  as  the  corresponding  influences  of  the  current 
from  which  we  expect  a  cure.  There  is  a  lamentable  imcertainty 
with  regard  especially  to  the  mode  of  action  of  the  one  or 
the  other  pole  and  to  .the  direction  of  the  current ;  so  that  here 
only  therapeutical  experiments  will  avail. 

On  the  other  hand,  with  respect  to  the  vasomotor  action — 
the  alteration  of  the  circulation  in  the  brain  by  electrisation  of 
the  head — the  theories  and  experiments  of  Lowenfeld  seem  to 
furnish  at  least  some  indications.  But  it  must  be  remembered 
that  they  were  made  only  on  rabbits,  so  that  the  results  cannot 
be  applied  to  men  without  further  investigation  ;  that  they  are 
not  by  any  means  constant,  and  are  too  ambiguous  to  be  regarded 
as  conclusive  and  certain ;  and  above  all  that,  even  if  we  were 
sure  of  being  able  to  bring  about  either  one  or  the  other  change 
(increase  or  diminution)  in  the  circulation  of  the  brain,  we 
should  still  very  often  be  in  doubt  which  was  the  desirable 
one  to  effect  in  the  particular  pathological  case.  Who  would 
dare,  for  example,  to  say  with  certainty,  in  a  case  of  hemiplegia 
after  cerebral  hsemori'hage  or  embolism,  if  it  was  better  to 
induce  hypersemia  or  anaemia  of  the  affected  side  of  the  brain  ? 
So  long  as  we  are  not  clear  on  such  points  (and,  if  I  am  not 
mistaken,  we  are  still  very  far  removed  from  certainty  with  re- 
ference to  such  cerebral  affections)  even  with  the  aid  of  Lowen- 
f eld's  indications  we  shall  not  get  beyond  a  cautious  experimen- 
tation. 

Having  regard  to  these  difficulties,  and  being  clear  as  to 
the  possible  consequences,  we  may  select  the  following  methods 
of  procedure— after  Lowenfeld— for  the  influencing  of  the  cir- 
culatory relations  in  the  cranium  and  brain  :— 
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For  the  purpose  of  a  diflfuse,  uniform  effect  on  the  whole  of 
the  brain  you  may  employ  the  vertical  passage  of  the  current 
with  large  electrodes  in  different  directions,  according  to  the 
effect  desired.  If  you  wish  to  increase  the  amount  of  blood 
going  to  the  brain — to  accelerate  the  circulation — A  must  be 
set  on  the  nape  of  the  neck  and  K  on  the  forehead  ;  but  if  you 
wish  to  lessen  the  supply  of  blood — to  retard  the  circulation — 
then  A  must  be  placed  on  the  forehead  and  K  at  the  back 
of  the  neck. 

For  localised  affections,  on  the  other  hand,  a  transverse  or 
diagonal  passage  of  the  current  is  more  suitable,  the  points  of 
application  being  so  chosen  that  the  affected  part  comes  in  the 
direct  line  joining  the  electrodes.  The  choice  of  the  pole  for 
the  affected  side  depends  upon  the  indications  present ;  if  you 
wish  to  accelerate  the  circulation — to  dilate  the  vessels — place 
A  on  the  affected  side,  and  vice  versa. 

With  regard  to  the  exciting  and  modifying  actions  of  elec- 
tric currents  on  the  brain  also  we  have  not  progressed  much 
further  than  guesses  and  feeble  experiments  ;  the  best  of  what 
we  know  has  been  discovered  empirically.  For  who  can  describe 
with  certainty  the  condition  of  the  brain  in  the  various  neuroses, 
as  irritation,  or  limitation,  or  paralysis  ?  who  can  distinguish 
it  from  increased  or  diminished  excitability,  and  who  will  trust 
himself  to  say  if  the  anelectrotonic  and  katelectrotonic  action 
of  the  poles  occiu-s  in  the  brain,  and  how  far  it  will  extend  in  a 
given  case  ?  So  long  as  we  have  not  progressed  any  further  in 
these  investigations  all  therapeutic  attempts  can  be  nothing  but 
cautious  experiments. 

After  these  considerations,  therefore,  we  remain  essentially 
at  this  standpoint— that  we  wish  to  let  the  current  act  with 
competent  force  and  sufficient  intensity  on  the  whole  brain,  or 
on  the  diseased  portion,  in  order  to  attain  a  therapeutical  result. 
In  choosing  the  position  of  the  poles  and  the  direction  of  the 
current  we  shall  of  course  be  guided  at  the  outset  by  our  theo- 
retical views  (although  they  are  supported  by  so  few  positive 
facts),  but  in  general  our  task  is  to  build  up  gradually  a  method 
of  administration  by  a  careful  collection  of  experiments,  and  so  by 
degrees  to  determine  the  most  suitable  procedure  for  the  several 
categories  of  cases.    The  galvanic  current  will   have  to  be 
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considered  by  far  the  most  frequently  in  such  cases,  and  in  the 
first  place  suitable  electrodes  and  the  proper  positions  for  their 
application  must  be  chosen.  It  is  generally  desirable  to  use 
'  large  '  electrodes,  because  the  force  of  the  current  will  thus  be 
increased  without  adding  to  its  density.  I  formerly  used  the 
'  medium '  electrodes  for  transverse  currents  and  the  '  large  '  for 
longitudinal ;  lately  I  have  employed  almost  exclusively  the 
'large  head  electrodes'  (compare  pp.  37-9),  especially  for 
diagonal  currents. 

The  methods  of  application  which  I  have  hitherto  used  are 
the  following : — 

(a)  To  act  on  the  brain  as  a  tvhole,  either  longitudinally 
from  the  forehead  to  the  nape  of  the  neck  or  diagonally  from 
the  temple  on  one  side  to  the  opposite  side  of  the  neck  and 
occiput  (in  this  case  of  course  on  both  sides  consecutively).  I 
apply  the  A  nearly  always  to  the  anterior  part  of  the  head ; 
•since  Lowenfeld's  work,  however,  I  would  not  oppose  further 
trials  with  the  poles  reversed.  Now  and  then,  to  attain  a  more 
unipolar  action  on  the  brain,  I  place  a  large  head  electrode 
at  the  vertex,  or  cause  it  to  move  slowly  from  the  forehead  to 
the  vertex,  while  the  other  electrode  is  applied  to  the  nape  of 
the  neck>  or  to  the  back,  the  sternum,  one  hand,  or  the  feet ; 
this  is  to  be  specially  recommended  for  attaining  a  '  modifying ' 
action. 

(6)  To  act  on  a  local  centre  of  disease  I  employ  in  the 
first  place  a  longitudinal  current  from  the  forehead  to  the  nape 
of  the  neck  on  the  same  side  (A  on  the  forehead),  then  the 
transverse  current  through  the  affected  part  of  the  cranium — 
if  the  lesion  is  in  the  anterior  cranial  fossa,  through  the 
anterior  temporal  region ;  if  it  is  in  the  middle  fossa,  through 
the  temporal  region  immediately  in  front  of  the  ear ;  and  if  it 
is  in  the  posterior  fossa  (medulla  oblongata,  pons,  cerebellum, 
occipital  lobe),  through  the  posterior  auricular  region  (auriculo- 
maxillary  fossa,  mastoid  process,  and  a  little  higher).  I  have 
lately  employed  the  diagonal  passage  of  the  current  a  great 
deal,  especially  from  the  region  of  the  temple,  forehead  and 
vertex  to  the  nape  of  the  neck  on  the  opposite  side,  and  always 
in  such  a  way  that  the  diseased  part  shall  fall  in  the  direct  line 
connecting  the  two  electrodes.    This  application,  made  with 
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the  'large  head  electrodes,'  appears  to  me  to  be  useful 
especially  for  acting  on  the  motor  cortical  regions  and  the 
motor  conduction  as  far  as  the  pyramids  in  cases  of  aphasia, 
and  also  in  lesions  of  the  large  central  ganglia,  in  the  pons,  and 
medulla.  I  am  in  the  habit  here  also  of  placing  the  anode 
on  the  side  of  the  lesion,  but  further  investigations  with  the 
kathode  are  to  be  desired. 

For  circumscribed,  and  especially  for  superficial,  foci  of 
disease  (in  the  cortex,  in  injuries  of  the  skull,  &c.)  the  appli- 
cation of  the  one  pole  as  exactly  as  possible  on  the  spot,  the 
other  just  opposite  or  on  a  distant  part  of  the  body,  is  to  be 
recommended. 

Similar  or  only  slightly  differing  methods  are  employed  by 
most  writers ;  Neftel  has  described  his  particularly :  he  places 
one  electrode  stabile  on  the  nape  of  the  neck,  whilst  the  other 
is  passed  slowly  over  the  eyes,  forehead,  temples,  and  the 
auriculo-maxillary  fossa,  with  reversals  and  a  weak  current. 
Neftel  finds  that  the  anode  acts  more  powerfully  anteriorly 
than  the  kathode. 

The  faradic  current,  which  may  be  sometimes  indicated,  is 
employed  according  to  the  same  principles,  and  with  the  same 
electrodes  and  points  of  application.    For  cases  in  which  you 
may  wish  to  make  the  application  especially  mild  you  may 
employ  the  so  called  '  faradic  hand '  for  the  treatment  of  the 
head.    You  use  your  own  hand  as  an  electrode  (generally  the 
anode  of  the  secondary  current),  grasping  the  corresponding 
electrode  with  your  other  hand,  and  so  allowing  the  current 
to  pass  through  your  own  body.    The  hand  to  be  used  for  the 
appHcation  should  be  well  moistened,  and  it  can  then  be  ap- 
plied easily  to  every  part;  it  serves  at  the  same  time  as  a  con- 
venient test  for  the  strength  of  the  acting  current ;  the  other 
electrode  can  be  applied  anywhere  on  the  patient—as  the  neck, 
sternum,  hand.    Lowenfeld  recommends  weak  and  lontr-con- 
tmued  currents  for  the  faradic  treatment  of  the  head. 

In  this  direct  treatment  of  the  head  observe  the  followino- 
rules  and  dii-ections : —  " 

Employ  only  weak  currents,  and  begin  always  with  a  very 
weak  one.  Do  not  neglect  to  test  the  strength  by  means  of 
the  galvanometer  (currents  up  to  15°  to  25°  deflection  with  the 
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insertion  of  150  resist,  or  1  to  5  ma.  with  electrodes  of  the 
diameter  of  20  to  25  sq.  cm.,  rather  more  with  the  'large  head 
electrodes  '),  or  at  least  always  advert  to  the  flash  of  light  and  the 
vertigo,  as  a  subjective  measure  of  the  strength  of  the  current. 
This  applies  more  particularly  to  the  galvanic  current;  with 
the  faradic  stronger  currents  may  sooner  be  resorted  to,  as  with 
it  an  injury  will  not  easily  accrue  to  the  brain,  although,  on  the 
other  hand,  the  sensory  irritative  action  is  more  to  be  dreaded. 
Make  no  sudden  closings  and  openings  and  stiU  less  reversals 
of  the  current.  It  is  advisable  to  remove  the  electrodes  by  let- 
ting them  glide  slowly  over  the  hair.  Short  sittings  are  im- 
perative— ^  to  1  or      minute  in  each  situation,  rarely  longer. 

For  many  cases  it  is  advisable  to  make  a  few  galvanic 
experimental  sittings,  as  Eichter  has  already  recommended ; 
you  can  thus  find  out  easily  if  the  patients  will  bear  the 
application,  and,  very  often,  even  whether  it  will  be  of  service 
to  them  or  not. 

You  will  often  be  able  to  resort  to  indirect  treatment  in 
brain  diseases,  and  here  the  first  question  to  be  considered  is 

Galvanisation  of  the  sympathetic,  which  has  been  so  much 
recommended  and  yet  upon  very  slender  ground.  It  is  to  be 
employed  in  every  case  where  it  is  hoped  to  act  on  the  circula- 
tion and  nutrition  of  certain  parts  of  the  brain  or  of  the  brain  as 
a  whole.  In  one-sided  affections  the  question  is  naturally  raised 
whether  only  one  sympathetic  shoiild  be  treated,  and  which— 
whether  the  one  on  the  side  of  the  lesion  or  that  on  the  side  of 
the  hemiplegia  and  other  symptoms.  It  appears  at  first  sight 
very  simple  and  obvious  that  only  the  former  should  be  treated, 
but  that  has  not  by  any  means  been  found  always  to  be  the  case, 
nor  is  the  matter  to  be  so  readily  decided. 

In  any  case  we  cannot  affirm  with  complete  certainty  that 
the  sympathetic  of  each  side  influences  only  the  corresponding 
half  of  the  brain  in  its  circulation  and  nutrition,  and  that  it 
has  not  also  a  certain  relation  to  the  opposite  half.  It  is  also 
probable— which  may  be  important -that  the  so-called  sympa- 
thetic galvanisation  acts  upon  other  parts  as  well— on  the  base 
of  the  skull,  the  vagus,  the  cervical  cord  where  decussation 
has  already  taken  place  to  some  extent.  It  appeaa-s,  therefore 
to  be  best  in  all  cases,  even  in  one-sided  affections,  to  treat  both 
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sympathetics,  as  is  obviously  necessary  in  symmetrical  or  diflfuse 
cerebral  affections. 

The  best  method  is  that  usually  employed  (vide  p.  263). 
I  am  in  the  habit  of  following  most  frequently  the  plan  recom- 
mended by  Moritz  Meyer — K  on  the  superior  ganglion,  below 
the  angle  of  the  jaw,  and  A  on  the  opposite  side  of  the  sixth 
and  seventh  cervical  vertebrae.  Further  experiments  alone  can 
decide  whether  the  reversed  position  of  the  electrodes  (anode 
on  the  ganglion,  &c.)  would  not  be  more  advisable. 

Another  method  for  the  indirect  treatment  of  the  brain  is 
the  reflex  impression  from  the  skin  ;  it  may  be  tried  when  a 
special  action  on  the  circulation  of  the  brain  is  desired,  and  may 
perhaps  be  of  service  in  various  functional  disturbances — sleep- 
lessness, psychoses,  &c. — or  in  disturbances  of  the  function  of  the 
sensory  tracts  in  the  brain  (hemiansesthesia).  You  may  effect 
this  by  exciting  large  surfaces  of  the  skin  (according  to  Eumpf), 
or  circumscribed,  localised  patches  (according  to  Vulpian). 

In  the  former  case  you  apply  the  faradic  brush  in  vigorous 
strokes  over  the  back,  chest,  and  upper  extremities,  subsequently 
also  over  the  lower  extremities,  for  four  or  six  minutes,  the 
strength  of  the  current  being  sufi&cient  to  excite  flexure  of  the 
elbow  when  applied  to  the  median  nerve.  If  you  wish  to  cause 
contraction  of  the  cerebral  vessels  weaker  currents  will  be  suffi- 
cient, according  to  Eumpf's  experiments  ;  but  if  you  desire 
dilatation  of  the  vessels  very  strong  currents  must  be  employed. 
Great  caution  is,  however,  imperative  in  organic  cerebral  affec- 
tions. But  we  cannot  yet,  with  any  degree  of  certainty, 
induce  contraction  or  dilatation  of  the  cerebral  vessels  at  will 
in  this  way.  Lowenfeld  propounds  the  very  convenient  doctrine 
that  the  effect  corresponds  to  the  existing  condition  of  the 
vessels — that  dilatation  is  induced  by  cutaneous  faradisation 
in  pathological  contraction,  and  contraction  in  pathological 
dilatation — but  proof  is  wanting  to  this  supposition. 

Tn  the  other  case  (Vulpian)  you  apply  the  faradic  brush  for 
8  or  10  minutes  daily,  with  a  tolerably  strong  current,  to  the 
skin  of  the  anaesthetic  or  paralysed  side  over  a  very  small  sur- 
face, only  a  few  square  centimetres  in  size.  The  upper  ex- 
tremity (the  external  surface  of  the  forearm)  is  to  be  preferred 
for  this,  as  it  appears  to  have  a  more  marked  reflex  action  on 
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the  brain  than  the  lower.  This  method  of  treatment  acts  also 
A'ery  well  in  many  cases  which  are  not  anaesthetic. 

Finally,  we  may  add,  for  many  cases,  a  symptomatic  treat- 
ment, i.e.  a  peripheral  and  direct  treatment  of  the  principal 
functional  disturbances  (paralysis,  contraction,  anaesthesia, 
aphasia,  mental  disturbances,  &c.)  This  must  be  carried  out 
in  the  special  manner  to  be  described  in  the  following  lectures, 
and  can  be  done  with  the  galvanic  or  with  the  faradic  currents. 
Up  to  the  time  when  we  first  ventured  to  treat  the  brain  affection 
directly  this  was  indeed  the  only  method  of  electrical  treatment 
of  brain  lesions ;  with  the  faradic  current  in  particular  we  never 
sought  to  do  much  more  than  attack  these  disturbances 
peripherally.  In  paralysis,  hemiplegia,  and  contractions  we 
faradised  or  galvanised  the  muscles  and  the  peripheral  motor 
nerves  ;  in  anaesthesia,  the  skin  ;  in  aphasia  and  anarthria,  the 
tongue  and  the  lips  ;  and  so  on.  However  surprising  this  may 
appear  at  first  sight,  it  cannot  be  denied  that  a  great  number  of 
results  were  obtained  even  by  this  method.  Nor  must  we  be 
embarrassed  if  we  seek  after  an  explanation  of  these  results ; 
for  one  thing  reflex  action  must  certainly  be  surmised,  which 
partly  falls  upon  the  vasomotor  tracts,  and  thereby  obtains  an 
influence  on  the  lesion  itself  (perhaps  also  develops  trophic 
action  in  an  unknown  manner),  and  partly  is  transferred  to  the 
paralysed  motor  tracts  and  exerts  an  antiparalytic  action  there, 
as  I  shall  explain  to  you  later  in  considering  paralysis.  For 
another  thing  it  is  easily  conceivable,  as  Brenner  has  fully  ex- 
plained, that  even  in  the  peripheral  parts,  either  in  consequence 
of  the  cerebral  lesion  itself  or  on  account  of  the  long,  com- 
pulsory rest  and  inactivity  of  the  paralysed  parts,  various  nutri- 
tive, molecular,  or  other  disturbances  are  set  up,  which  the 
electric  current  remedies;  so  that  in  this  way  also  the  functional 
disturbances  will  be  reduced  to  dimensions  corresponding  to  the 

anatomical  lesion. 

For  this  reason  peripheral  treatment  must  not  be  neglected 
in  all  suitable  cases  ;  and  it  is  especially  in  old  cases,  which  have 
not  been  treated  by  electricity,  that  we  often  see  surpnsmgly 
rapid,  even  if  only  partial,  results. 

Before  describing  the  special  forms  of  cerebral  disease  which 
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inay  come  within  the  province  of  electrotherapeutics  allow  me  to 
make  a  few  short  remarks  on  the  electrodiagnosis  of  cerebral 
diseases.  These  remarks  of  necessity  can  only  extend  to  the 
motor  nerves  and  the  muscles,  and  we  shall  neglect  the  sensory 
and  special  nerves,  reserving  what  little  is  known  of  them  for 
subsequent  consideration. 

It  may  be  said,  as  a  general  statement,  that  the  electrical 
irritability  of  the  motor  nerves  and  of  the  muscles  remains 
quite  unaltered,  in  quantity  as  well  as  in  quality,  in  cerebral 
diseases,  especially  in  paralysis  proceeding  from  the  brain. 

To  this  rule  there  are  a  number  of  excej)tionR,  easily  defined 
in  themselves,  but  not  very  important  practically. 

A  slight  increase  of  electrical  irritability  is  sometimes 
found  in  cerebral  paralysis,  chiefly  in  the  apoplectic  form,  in  the 
period  immediately  following  its  occurrence,  and  apparently 
after  paralysis  with  contraction  ;  it  is  generally  very  slight  and 
soon  disappears.  Something  similar  is  occasionally  found  in 
certain  forms  of  convulsions,  which  are  possibly  of  cerebral 
origin,  such  as  chorea  minor ;  it  is  still  doubtful  whether 
tetanus,  with  its  very  great  increase  of  irritability,  may  be 
reckoned  as  belonging  here. 

Qualitative  alteration  of  the  galvanic  irritability  of  the 
nerves  has  been  found  a  few  times  in  cerebral  tumours  and 
other  diseases,  and,  it  is  said,  also  in  psychoses  ;  it  is  not  of  any 
important  diagnostic  significance. 

Simple  diminution  of  the  electrical  irritability  (without 
qualitative  alteration  and  reaction  of  degeneration)  occurs 
sometimes  in  youth,  in  the  earliest  manifestations  of  hereditary 
hemiplegia  (after  encephalitis,  haemorrhage,  and  the  like),  in 
which  there  is  also  an  arrest  in  the  growth  of  bone  and  in  the 
nutrition  of  muscle. 

The  reaction  of  degeneration  occurs  when  the  cerebral 
nerves  (facial,  trigeminus,  hypoglossal  and  spinal  accessory) 
have  sustained  a  severe  lesion  at  the  base  of  the  skull,  as  in 
basal  tumours,  fractures,  and  the  like ;  in  cases  in  which  the 
nuclei  of  the  motor  nerves  are  diseased,  as  in  the  partial 
degenerative  reaction  in  progressive  bulbar  paralysis,  the  com- 
plete in  tumours  of  the  pons,  and  the  like ;  or,  finally,  in  very 
rare  cases,  where  descending  secondary  degeneration  of  the 
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pyramids  extends  to  the  grey  anterior  columns  of  the  cord  and 
causes  degenerative  atrophy  in  the  region  of  the  spinal  nerves. 

But  in  the  very  frequent  cerebral  paralysis  after  haemorrhage 
or  embolism  the  electrical  irritability  generally  remains  quite 
unaltered,  often  for  years,  and  no  difference  can  be  perceived 
between  the  two  sides  even  with  the  most  refined  methods  of 
investigation.  . 

I  shall  now  give  you  a  few  hints  to  the  treatment  of  the 
several  forms  of  disease,  without,  of  course,  going  into  all  the 
details,  and  these  must  be  modified  in  practice  according  to  the 
separate  cases ;  individual  differences  are  so  considerable  that 
only  a  general  sketch  of  the  treatment  can  be  given. 

Among  the  functioned  disorders  of  the  brain  I  have  only 
a  few  to  mention  here  ;  I  shall  treat  of  the  most  important  ones 
(chorea,  epilepsy,  hysteria,  paralysis  agitans,  &c.)  specially  in 
subsequent  lectures,  and  shall  consider  the  psychoses  separately. 
Cerebral  neurasthenia  must  be  discussed  in  the  first  place— that 
frequent  form  of  disease  which  has  lately  been  described  under 
so  many  different  names,  and  which  is  now  admitted  with 
certainty  into  the  nosology.  Its  symptoms  are  weight  in  the 
head,  confusion,  sleeplessness,  want  of  desire  and  abiKty  to 
work,  hypochondriacal  and  depressed  feelings,  vasomotor  dis- 
turbances, the  various  pathological  conditions  of  fear — dysj)epsia, 
palpitation,  and  many  others.  It  occurs  in  innumerable  variations. 

It  may  be  treated  galvanically,  with  longitudinal,  trans- 
verse, and  diagonal  passage  of  the  current  through  the  head, 
with  weak,  stabile  currents  ;  the  direction  may  be  defined  more 
accurately,  according  to  Lowenfeld — viz.  that  with  symptoms  of 
congestion  the  anode  should  be  appHed  in  front  to  the  forehead, 
and  with  symptoms  of  anaemia  the  kathode,  &c.  It  is  some- 
times also  useful  to  apply  both  successively;  this  must  be 
tested  in  each  individual  case.  A  strictly  polar  method  may 
also  be  tried,  the  one  pole  (a  large  head  electrode)  being  applied 
to  the  vertex  and  the  fore  part  of  the  head,  the  other  to  the 
feet  for  from  one  to  five  minutes,  the  anode  or  the  kathode 
being  placed  on  the  head,  according  to  choice.  This  procedure 
may  be  extended  to  the  employment  of  the  central  galvanisation 
of  Beard  (vide p.  275).    Finally,  the  galvanisation  of  the  sym- 
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pathetic  and  of  the  cervical  cord,  according  to  the  well-known 
methods,  is  of  special  service  in  many  cases. 

For  the  faradic  treatment  of  the  head  mild  faradisation, 
by  means  of  the  '  faradic  hand '  or  the  large  electrode,  is  to  be 
first  recommended;  best  applied  longitudinally  through  the 
head  (anode  anteriorly),  or  by  a  unipolar  application  to  the  head, 
the  other  pole  being  at  the  feet.  This  serves  as  a  compromise 
for  general  faradisation,  which  is  of  decided  benefit  in  many 
cases.  Eumpf  apj)ears  also  to  have  achieved  splendid  results 
in  diseases  such  as  these  by  means  of  farado-cutaneous  brushing, 
as  has  also  Mermeijer. 

Begin  in  these  cases  cautiously,  with  weak  currents  and 
short  sittings,  as  the  patients  are  often  very  irritable  and 
imaginative.  If  the  application  is  well  borne  you  may  proceed 
to  more  energetic  action,  especially  with  the  faradic  current. 
The  galvanic  sittings  should  not  last  longer  than  from  to  3 
or  5  minutes,  the  faradic  up  to  5  or  10  minutes;  and  the  sittings 
may  be  taken  from  3  to  6  times  a  week.  The  treatment  must 
generally  be  continued  for  a  long  time. 

The  sleeplessness  which  plays  so  great  a  part  with  many 
patients,  and  which,  is  practically  of  so  much  importance,  may 
be  treated  in  exactly  the  same  way.  It  is  a  frequent  experi- 
ence, with  all  electrical  practitioners,  that  by  the  electrical 
treatment  of  the  most  widely  differing  parts  of  the  body^  but 
especially  of  the  head  and  neck,  a  decided  inclination  to  sleep 
is  often  induced,  and  that  restless  and  disturbed  sleep  becomes 
better  and  deeper,  often  quite  normal.  "We  are  thus  warranted  in 
subjecting  this  troublesome  symptom  to  direct  electrical  treat- 
ment, and  to  this  end  you  may  use  all  the  methods  which  I  have 
just  given  you  for  the  treatment  of  cerebral  neurasthenia.  The 
results  are  often  quite  surprising  (vide  supra,  Obs.  3).  The 
electric  bath  seems  to  act  very  beneficially  in  many  cases,  along 
with  general  faradisation.  Finally,  I  would  also  recommend, 
for  many  cases,  the  wearing  of  a  simple  galvanic  element  on  the 
head  (vide  p.  284  et  seq.) 

Of  the  grosser  anatomical  changes  in  the  brain  it  is  chiefly 
the  disturbances  of  circulation,  cerebral  hypersemia  and 
ansemia  which  become  the  subjects  of  electrical  treatment. 
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Lowenfeld'a  indications  may  serve  as  a  guide  here — longitudinal 
passage  of  the  galvanic  current  through  the  head,  in  hypersemia 
the  anode  on  the  forehead,  in  anaemia  the  kathode  (i.e.  more 
correctly,  the  kathode  in  the  neighbourhood  of  the  vasomotor 
centre  in  the  cervical  cord  in  hypersemia,  the  anode  in  anaemia). 
To  this  you  may  add  suitable  treatment  of  the  cervical  sympa- 
thetic and  the  cervical  cord.  With  regard  to  the  sympathetic, 
it  must  first  be  ascertained  by  experiment  whether  the  appli- 
cation of  the  kathode  to  the  superior  ganglion  has  a  dififerent 
influence  on  the  circulation  from  the  application  of  the  anode. 
A  moderate  faradic  current  longitudinally  through  the  head 
can  also  act  upon  the  circulation  in  the  cranium  (Lowenfeld), 
as  vrill  a  reflex  action  from  the  skin,  by  means  of  the  faradic 
brush,  with  which  Eumpf  has  attained  good  results  in  hyper- 
semia. Would  this  procedure  (with  relatively  stronger  currents) 
be  useful  in  ansemia  also  ? 

But  by  far  the  most  frequent  and  the  most  important  object 
for  electrotherapeutics  in  this  connection  is  cerebral  hcemoro'hage, 
cerebral  apoplexy  with  its  consequent  paralysis — hemiplegia  or 
paraplegia,  with  or  without  simultaneous  ansesthesia,  with  or 
without  secondary  contractions,  aphasia  or  anarthria,  asymmetry 
of  the  tongue  and  of  the  face,  implication  of  the  organs  of 
special  sense,  &c.  These  very  frequent  forms  were  at  one  time 
almost  the  only  brain  diseases  which  were  treated  with  electri- 
city ;  peripherally  only  in  the  days  of  faradisation,  and  since 
the  introduction  of  E.  Eemak's  procedure  by  direct  application 
to  the  brain  and  the  centre  of  disease  itself. 

Before  everything  else  the  much-disputed  question  meets 
us  at  what  period  after  the  appearance  of  the  haemorrhage  and 
paralysis  the  electrical  treatment  may  be  begun,  and  when  it 
must  be  begun.  The  question  has  been  answered  in  many 
different  ways ;  while  Eemak  begins  the  galvanic  treatment  of 
the  head  very  early,  one  or  a  few  weeks  after  the  coming  on 
of  the  hfemorrhage,  with  the  intention  of  using  the  katalytic 
action  of  the  current  for  the  more  rapid  absorption  of  the  extra- 
vasation and  the  prevention  of  inflammatory  reaction,  others, 
from  the  dread  of  undesirable  irritation  and  of  a  return  of 
the  bleeding,  have  urgently  recommended  that  the  electrical 
treatment  should  not  be  begun  too  early,  but,  at  the  shortest, 
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six  months  after  the  occurrence  of  the  haemorrhage.  The 
middle  course  will  be  found  here,  as  it  so  often  is,  the  correct 
one.  Nature  does  the  best  thing  in  heahng,  and  we  would  do 
well  to  disturb  nature's  cure  as  little  as  possible,  and  then  to 
await  patiently  its  development  and  direction.  In  any  case 
precaution  is  necessary  at  the  very  first  after  the  bleeding,  in 
order  to  provide  rest  for  the  brain,  the  vessels,  and  the  irritable 
heart.  On  the  other  hand  there  is  certainly  no  danger  worth 
mentioning  when  some  caution  is  exercised  in  the  application 
of  the  curr(?nt.  I  begin  the  electrical  treatment  in  such  cases 
after  about  3  or  4  weeks,  counting  from  the  occurrence  of  the 
paralysis ;  in  very  slight  cases  it  might  be  begun  sooner,  but  in 
more  severe  cases,  in  very  sensitive  individuals,  with  irritable 
circulation  and  extensive  disease  of  the  vessels,  perhaps  not  till 
later.  In  this  also  the  various  cases  naturally  differ  very  much. 

Special  caution  is,  of  course,  necessary  in  all  such  patients 
with  regard  to  the  relations  of  the  circulation,  the  existing 
miliary  aneurisms,  and  the  consequent  constant  danger  of  re- 
newed haemorrhage,  especially  if  we  have  to  do  with  individuals 
of  very  advanced  years. 

Of  course,  in  the  direct  treatment  of  cerebral  hasmorrhages, 
the  galvanic  current  alone  comes  into  consideration.  The 
method  of  its  appHcation  consists  in  its  conduction  longi- 
tudinally, transversely,  and,  if  necessary,  also  diagonally  through 
the  head  in  the  manner  akeady  specified.  As  the  haemorrhages 
occur  mostly  into  the  region  of  the  large  ganglia  of  the  base 
and  the  internal  capsule,  the  transverse  passage  through  the 
posterior  temporal  region  may  be  tried  first,  and  also  the 
diagonal  passage  from  there  to  the  nape  of  the  neck;  the  more 
the  symptoms  indicate  that  the  lesion  is  in  the  neighbourhood 
of  the  cerebral  surface  (third  convolution— aphasia ;  central 
convolutions)  the  more  must  the  other  electrode  be  directed 
towards  that  spot  (cf.  fig.  28,  p.  289).  It  is  customary,  for 
the  most  part,  to  have  the  anode  on  the  side  of  the  lesion,  with 
the  idea  that  it  is  less  irritating  in  its  action,  and  therefore 
less  dangerous;  but  it  seems  questionable  whether  it  should 
not  rather  be  the  other  way,  for  it  is  difficult  to  decide  whether 
the  circulation  should  be  accelerated  or  retarded  in  such  cases. 
It  may  very  probably  be  different  in  individual  cases,  and  it  is, 
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after  all,  not  very  important.  The  duration  and  frequency  of  the 
several  applications  may  be  as  usual,  and  you  may  employ  in 
addition  a  double-sided  galvanisation  of  the  sympathetic,  after 
the  recognised  manner. 

In  all  old  cases,  especially  those  associated  with  contractions 
in  the  paralysed  parts  (from  descending  degeneration  of  the 
pyramids),  you  will  do  well  to  employ  oblique  conduction, 
because  by  that  means  the  whole  motor  tract  can  be  influenced 
as  far  as  the  pyramids ;  and  to  add  to  this  the  treatment  of  the 
spinal  cord,  as  I  shall  describe  it  to  you  later  on. 

Besides  this  the  jperijpkeral  symptomatic  ireatment  should 
not  be  neglected.  For  the  paralysis  you  should  make  a  labile 
application  of  the  kathode,  with  repeated  KG  (the  anode  being 
on  the  nape  of  the  neck) ;  or  you  may  employ  faradisation  of 
the  paralysed  nerves  and  muscles.  For  anaesthesia  the  same 
measures  may  be  adopted,  or  the  methods  of  Vulpian  and  Rumpf. 
For  contraction  you  may  repeat  the  experiments  of  Remak, 
relaxing  the  muscles  by  strong  stabile  currents,  by  repeated 
interruptions,  or  by  very  strong  faradic  currents ;  or,  following 
Lange,  you  may  have  recourse  to  strong  faradisation  of  the 
contracted  muscles,  then  passive  extension  of  the  same,  fixation 
of  the  extremity  in  the  condition  of  extreme  extension  on  a 
splint,  and  then  gentle  faradisation  of  the  most  paralysed 
antagonistic  muscles  (the  extensors).  The  usual  methods 
may  be  employed  for  aphasia,  anarthria,  possible  difficulties  of 
deglutition,  hemianopia,  deafness,  &c.  For  all  these  things  I 
refer  you  to  subsequent  lectures. 

The  results  of  electrical  treatment  in  cerebral  htemorrhage 
and  its  sequelae  are  so  very  variable — being  sometimes  brilliant, 
but  often  negative — that  accurate  statements  cannot  well  be 
made  on  the  subject;  in  almost  all  cases,  however,  a  trial  of  elec- 
tricity is  justifiable. 

For  the  patches  of  softening  in  the  brain,  caused  by  throm- 
bosis and  embolism,  for  anaemic  necrosis  with  its  usual  sequelae 
from  the  apoplectic  fit  on  to  hemiplegia  with  contraction, 
ana3sthesia,  aphasia,  &c.,  the  same  methods  are  to  be  einployed 
as  in  hjBmorrhage,  all  the  more  so  that  we  are  often  unable  dia- 
gnostically  to  divide  with  certainty  the  two  forms  of  apoplexy 
from  each  other. 
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Perhaps  we  ought  to  aim  here  rather  at  an  increase  of  the 
blood  in  the  part,  the  establishment  and  maintenance  of  the 
collateral  circulation.  In  that  case  the  anode  should  be  applied 
to  the  neck,  in  longitudinal  conduction  through  the  affected 
half  of  the  cranium,  and  on  the  side  of  the  lesion  in  transverse 
conduction.  Otherwise  you  must  proceed  precisely  as  in  cere- 
bral hasmorrhage. 

For  the  other  anatomical  lesions  of  the  brain — inflammation, 
degeneration,  atrophy,  sclerosis,  hydrocephalus,  &c. — the  elec- 
trotherapeutical  procedure  is  in  general  quite  the  same. 

In  the  more  diffuse  forms  of  disease — chronic  meningitis, 
diffuse  peri-encephaKtis,  multiple  sclerosis,  hydrocephalus,  &c. — 
the  most  to  be  recommended  is  longitudinal  conduction  through 
the  skull,  or  double-sided  transverse  conduction  with  very  large 
electrodes  (and  with  repeated  changes  of  polarity,  on  account 
of  the  desired  katalytic  action),  besides  the  treatment  of  the 
sympathetic  and  the  cervical  cord.  You  may  also  employ 
experimentally  the  reflex  action  from  the  skin,  general  faradisa- 
tion, and  central  galvanisation. 

In  distinctly  local  diseases  the  applications  must  of  course 
be  made  to  correspond  with  the  seat  of  the  lesion  ;  and  this 
leads  to  the  symptomatic  and  peripheral  treatment  indicated 
by  circumstances. 

In  such  cases,  gentlemen,  you  must  not  at  once  lose  courage ; 
even  in  severe  organic  diseases  very  unexpected  improvement 
and  cure  sometimes  result.  I  can  myself  remember  three  cases 
in  which  severe  organic  lesions  (with  papillary  congestion, 
amaurosis,  violent  headache,  vomiting,  partial  paralysis  and 
convulsions,  &c.)  were  indubitably  present,  so  that  the  diag- 
nosis of  a  tumour  was  made  almost  with  certainty,  and  yet  in 
which,  contrary  to  all  expectation,  permanent  improvement, 
and  indeed  almost  a  cure,  was  achieved  ;  and  another  case  of 
apparently  hopelessly  severe  disease  of  the  brain  and  the 
meninges,  with  serious  epileptic  attacks,  advanced  dementia, 
general  and  extreme  tremor,  paresis  with  muscular  tension  and' 
increased  tendon-reflex  of  the  extremities,  &c.,  in  which,  by 
means  of  a  year  of  mixed  treatment  (electrical,  medical,  &c  ) 
an  extraordinary  improvement  in  all  directions  was  attained 
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Such  cases  revive  sinking  courage  and  perseverance  in  the 
treatment,  for  if  the  possibiHty  and  the  tendency  to  improve- 
ment and  cure  be  shown  by  them  the  improvement  can 
certainly  be  furthered  by  an  appropriate  electrical  treat- 
ment. 

I  would  mention  here  more  particularly  the  bulbar  diseases, 
which  form,  indeed,  the  transition  to  the  spinal  diseases,  but 
belong  to  the  cerebral  diseases  in  respect  of  electrotherapeutical 
procedures  and  on  account  of  the  position  of  the  medulla  in 
the  skull  and  its  special  relations  to  the  cerebral  nerves. 

The  most  frequent  form,  progressive  bulbar  paralysis  (pro- 
gressive muscular  atrophy  in  the  region  of  the  motor  nuclei  of 
the  medulla),  must  certainly  be  described  as  incurable,  the 
pretended  cures  of  this  disease  related  by  Benedikt  applying  to 
other  forms ;  still  even  here  some  relief,  an  arrest  for  some 
time,  or  at  least  a  slower  advance  of  the  disease,  can  be  at- 
tained by  electrical  treatment.  •  But  there  are  many  other 
forms  of  bulbar  disease  in  which  electricity  has  had  favourable — 
indeed,  brilliant — results  ;  I  have  myself  published  several  such 
(cf.  Obs.  16  and  17),  and  some  of  Benedikt's  cases  belong  to  this 
category. 

The  method  of  treatment — direct  treatment  only  by  means 
of  the  galvanic  current — consists  in  stabile  transverse  conduc- 
tion of  the  current  through  the  mastoid  processes  (as  it  is 
generally  a  case  of  double  disease),  with  changes  of  polarity ; 
in  longitudinal  conduction  from  the  forehead  to  the  nape  of  the 
neck ;  or  eventually  in  the  already  mentioned  diagonal  con- 
duction, it  being  only  essential  that  in  all  cases  the  medulla 
shall  lie  well  between  the  two  electrodes.  To  this  you  may 
add  galvanisation  of  the  sympathetic  and  of  the  cervical 
cord,  ascending  and  descending,  stabile  and  labile  cm-rents 
through  the  cervical  vertebras  (from  the  upper  dorsal  to  the 
occiput).  In  most  cases  it  is  very  useful  to  induce  a  series  of 
deglutition  movements,  in  the  manner  already  mentioned  (p. 
122),  10  to  20  in  each  sitting;  and  also  to  effect  a  peripheral 
galvanisation  and  faradisation  of  the  nerve-muscle  regions, 
which  principally  participate  in  the  paralysis  and  atrophy 
(tongue,  lips,  soft  palate,  ocular  and  masticatory  muscles,  phrenic 
nerve,  &c.) 
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The  treatment  of  this  bulbar  disease  generally  demands 
weak  cun-ents,  short  sittings,  and  great  perseverance. 

In  really  incurable  cerebral  diseases  you  will  very  seldom 
be  able  to  give  relief  by  means  of  the  electric  current;  still 
you  may  try  in  many  cases — exjperientia  docet — whether  you 
cannot  influence  separate  symptoms — the  headache,  the  sleep- 
lessness, the  psychical  depression,  the  antesthesia  and  paralysis, 
the  disturbances  of  vision,  the  difficulties  of  deglutition,  and  the 
like — by  means  of  the  electric  current,  and  so  relieve  the  suffer- 
ings of  the  patient.  The  modes  of  procedure  which  will 
accomplish  these  ends  may  be  inferred  from  what  has  been 
abeady  said. 


APFIII^DIX. 
Electrotherapeutics  op  the  Psychoses. 


LECTURE  XVIIL 

Introduction — Historical  Notes— The  Labours  of  Arndt  and  their  Results  

Short  Review  of  Cases — Important  Actions  of  the  Electric  Current  

Rules  and  Methods  for  the  Electric  Treatment  of  the  several  Forms  of 
the  Psychoses — Treatment  of  the  various  Symptoms. 

We  have  long  been  unduly  backward  with  regard  to  the  sys- 
tematic and  extensive  employment  of  the  electric  current  in 
one  group,  and  that  one  of  the  most  important,  of  cerebral 
diseases.  The  psychical  affections  have,  until  now,  been  sub- 
jected to  electrical  treatment  very  seldom  and  in  a  manner 
that  has  been  quite  insufficient.  This  is  the  more  striking  in- 
asmuch as  the  best  opportunity  is  given  for  systematic  and 
scientifically  conducted  experiments  of  this  nature  by  the  fact 
of  large  numbers  of  such  patients  being  treated  in  separate  in- 
stitutions, and  as  a  priori  considerations  point  with  some  degree 
of  certainty  to  the  extremely  favourable  influence  of  our  remedy 
in  many  of  the  disturbances  in  this  department  of  disease. 

The  electric  current,  with  its  varying  therapeutical  action, 
seems,  indeed,  to  be  specially  calculated  to  develope  favourable 
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results  in  connection  with  the  psychoses,  especially  in  their 
preliminary  forms  and  stages,  in  which  we  have  to  do  with 
functional  disturbances  or  with  the  more  minute  nutritive 
molecular  changes  in  the  brain,  or  where  our  present  methods 
of  investigation  can  discover,  at  most,  some  alteration  in  the  cir- 
culation. Even  in  cases  where  coarser  anatomical  lesions — the 
results  of  chronic  inflammation  and  degeneration — form  the  basis 
of  the  mental  disease  a  good  result  may  be  expected  from  the 
electric  current,  based  upon  the  analogy  of  our  other  experiences. 

This  has  been  recently  recognised  by  various  psychologists, 
and  the  hope  has  been  expressed  that  the  electric  current  will 
become  of  very  far-reaching  importance  in  psychology.  But 
the  only  one  who  has  occupied  himself  thoroughly  and  syste- 
matically with  this  subject  is  Arndt,  who  has  furnished  a  series 
of  extensive  observations  upon  it ;  and  it  is  only  the  length 
and  somewhat  theoretical  character  of  his  publication  which 
have  prevented  them  from  receiving  everywhere  their  due  con- 
sideration with  the  consequent  criticism  which  is  so  much  to  be 
desired  (Tigges,  v.  der  Heyden).  Beyond  Arndt  there  is  not 
much  to  be  found  on  the  subject,  as  the  history  of  the  older 
experiments  may  be  read  in  Arndt's  work  itself.  In  the  earliest 
period  of  galvanism,  at  the  beginning  of  this  century,  cures  of 
psychical  disturbances  were  occasionally  reported,  and  during 
the  times  of  the  rotation  and  induction  apparatus  electrical 
treatment  found  its  way  into  several  lunatic  asylums  and  was 
extensively  experimented  with  ;  but  the  current  was  employed 
more  often  as  an  instrument  of  terror  and  of  punishment  than 
as  a  means  of  cure  ;  it  proved  beneficial  in  very  few  cases  and 
directly  injurious  in  many,  so  that  it  fell  gradually  into  disuse, 
although  several  French  writers  (such  as  Teilleux  and  Auzouy) 
had  reported  very  good  results  from  the  electrical  treatment  of 
the  insane  with  contact,  voltaic,  and  faradic  currents. 

R  Remak's  efforts  to  introduce  the  treatment  of  cerebral 
diseas'es,  and  even  of  psychoses,  by  means  of  the  galvamc  cur- 
rent remained  a  long  time  without  any  effectual  influence  ; 
Benedikt  alone  published,  in  1868,  some  cases  of  good  results 
from  the  galvanic  current  in  commencing  psychical  disturbances, 
n  connection  with  which  he  specially  directed  attention  to 
the  subject  and  repeatedly  represented  its  great  importance. 
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Besides  Arndt's  works  we  have  only  to  notice  a  few  clinical 
publications  by  Neftel,  Jolly,  Fr.  Fischer,  Engelhorn,  Buch,  J. 
Kayser,  &c.  Schiile's  new  manual,  judging  from  the  great  ex- 
perience of  the  author,  will  probably  do  much  to  promote  the  use 
of  electricity  in  insanity,  and  Tigges  has  recently  published  a 
work  rich  in  isolated  facts  and  in  results,  but  not  remarkable 
for  trustworthy  conclusions. 

We  may  summarise  in  the  following  sentences  what  Arndt 
has  found  out  by  his  numerous  and  laborious  investigations 
with  reference  to  the  chief  indications  : — 

'  Only  such  psychical  disturbances  as  depend  on  so  called 
functional  disorders,  on  temporary  anomalies  of  nutrition,  or  on 
derangements  of  circulation  can  be  cured  by  means  of  the 
electric  current ;  not  those  which  are  the  result  of  deep-seated 
organic  changes,  although  even  in  these  some  benefit  may  be 
obtained  if  the  idea  of  a  cure  is  abandoned  and  only  ameliora- 
tion is  aimed  at. 

'  Electrical  treatment  is  more  suitable,  therefore,  for  fresh 
cases,  and  not  for  those  which  have  lasted  for  years ;  more  for 
the  slighter,  vaguer  forms  than  for  those  which  are  marked  by 
violence,  although  even  these  are  not  to  be  quite  excluded. 

'  General  and  especially  severe  psychical  hypertesthesia  is 
a  contra-indication  for  the  use  of  the  electric  current. 

'  The  faradic  current  acts  merely  as  an  excitant,  and  may  be 
chosen  when  that  effect  is  wanted  ;  it  is  specially  successful  in 
depression,  whether  it  is  primary  or  in  consequence  of  previous 
outbreaks  of  violence.  Cutaneous  irritation  of  various  portions 
of  the  skin  is  almost  the  only  procedure  employed,  or  now  and 
then  also  faradisation  of  the  phrenic  nerves  for  the  purpose  of 
accelerating  the  circulation  and  the  oxidation  of  the  blood. 

'  The  galvanic  current,  on  the  other  hand,  has  other  effects 
besides  that  of  stimulating— alterative,  modifying,  soothing, 
katalytic,  &c.— and  its  sedative  and  soporific  actions  are  espe- 
cially evident;  it  is  suitable,  therefore,  for  nearly  all  the  other 
psychoses  which  can  in  any  case  be  treated  by  electricity.  The 
result,  however,  is  by  no  means  independent  of  the  method 
employed— the  direction  of  the  current,  the  pole  which  is 
applied— but  these  must  often  be  determined  empirically  •  the 
descendinrj  current  should  be  used  if  well-marked  irritation  be 

VOL.  VJ. 

A  A 


854 


ELECTR  0  TRERAPE  UTICS. 


present,  especially  in  the  circulation  and  respiration  (on  which 
so  many  psychical  symptoms  depend),  and  the  ascending  cur- 
rent in  affections  which  indicate  paralysis  of  the  ch-culatory 
system.  The  descendiog  current,  therefore,  i.e.  the  polar  action 
of  the  anode,  seems  to  be  indicated  in  the  preliminary  stages 
of  the  psychoses,  and  the  ascending  current  (the  polar  action 
of  the  kathode)  in  the  concluding  stages,  especially  of  the 
graver  affections. 

'  The  current,  however,  should  be  applied,  in  mental  cases, 
not  so  much  to  the  head  as  to  the  spinal  cord  and  the  medulla, 
with  their  important  vasomotor,  circulatory,  and  respiratory 
centres;  and  subsequently  also  to  the  peripheral  nerves,  if 
irritation,  neuralgia,  &c.,  be  present.  Gralvanisation  of  the  head 
is  not  to  be  absolutely  prohibited  by  this  rule,  hut  it  is  to  be 
reserved  for  those  cases  in  which  a  transitory  stimulating  and 
soothing  effect  is  desired.  (In  his  later  experiments,  however, 
Arndt  employs  galvanisation  of  the  head  regularly.) 

'  The  results  are  not  usually  apparent  until  after  long-con- 
tinued treatment ;  and  the  strength  of  the  current  must  be 
sufficient,  and  its  duration  of  a  suitable  length  (from  10  to  30 
minutes).' 

Schiile  has  adopted  in  their  essentials  these  views,  which 
are  still  in  want  of  various  modifications,  and  has  acted  upon 
them  in  many  cases,  apparently  not  without  result. 

The  cases  which  must  determine  the  method  of  the  electrical 
treatment  of  the  psychoses  are  furnished,  in  the  greatest  and  most 

important  part,  by  Arndt.  j        .  f 

Several  cases  of  simple  depression,  intense  apathy,  and  want  ot 
interest  have  been  cured,  some  of  them  in  a  remarkably  short  time,  by 
means  of  peripheral  faradisation  of  the  sHn  and  muscles  in  various 

Sole^cls^efwhich  presented  various  psychical  disturbances-con- 
•  ditions  of  depression  and  of  exaltation-have  been  cured  by  the  pre- 
domTnating  or  exclusive  application  of  the  galvanic  current  to  the 
Jd  and  — ;  - 

bihty,  aonoi-n  especially  numerous  well-marked  vasomotor 
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In  another  series  of  favourably  affected  cases  (against  which, 
certainly,  many  failures  must  be  set)  Arndt  has  brought  even  the 
head,  as  well  as  the  cervical  cord,  the  sympathetic,  the  vagus,  &c., 
under  the  influence  of  the  one  pole,  generally  the  anode ;  while  the 
other  pole  was  applied  to  some  distant  part — the  sacrum,  the  thigh, 
the  hand,  or  the  foot.  These  were  cases  of  very  varied  psychical 
character— conditions  of  exaltation  and  depression,  intense  feelings  of 
anxiety,  several  cases  of  severe  katatonia,  primary  dementia,  hysteri- 
cal psychoses,  reflex  psychoses,  and  the  like— but  which  had  all 
developed  from  a  neuropathic  or  a  psychopathic  cause,  and  mostly 
showed  various  symptoms  of  excitability  and  irritable  weakness  in 
the  domain  of  the  vasomotor  and  circulatory  nerves,  the  vagi  and 
the  nerves  of  respiration,  the  splanchnics  and  the  genital  nerves. 
The  action  of  the  anode  shows  itself,  as  a  rule,  the  most  beneficial 
on  the  central  nervous  system ;  but  Arndt  has  met  with  some  cases 
in  which  its  action  proved  hurtful,  while  the  kathode  had  the  desired 
effect.  The  choice  of  the  method  must,  therefore,  be  made  with  due 
restriction,  and  must  be  modified  from  time  to  time  according  as  the 
result  is  success  or  failure. 

Benedikt  communicates,  with  his  accustomed  brevity,  a  whole 
series  of  observations,  according  to  which  all  kinds  of  psychical  dis- 
turbances and  symptoms  were  removed  or  improved  by  means  of 
various  methods  of  electrical  treatment— general  faradisation,  galvanis- 
ation of  the  back  and  of  the  sympathetic,  galvanisation  longitudinally 
through  the  head,  &c.  He  also  lays  gi'eat  weight  on  the  treatment  of 
the  back  and  of  the  sympathetic,  because  he  sees  an  important  cause 
of  the  psychical  symptoms  in  the  vasomotor  disturbances.  Neftel 
also  reports  some  successful  results.  M.  Buch  describes  a  case  of  acute 
primary  dementia,  with  hallucinations,  in  which  the  very  brief  appli- 
cation of  a  very  weak  current  (two  elements)  transversely  throu-h 
the  temples  appeared  to  be  of  very  evident  service. 

Franz  Fischer  saw  a  case  of  severe  hypochondriacal  melancholia, 
with  vivid  hallucinations  of  all  the  senses,  cured  in  a  short  time  bv 
galvanisation-transversely  and  longitudinally  through  the  head 
The  same  observer  had  particularly  good  results  from  general  fara- 
disation m  a  case  of  long-standing  melancholia,  with  demonstrations  of 
violence  and  decided  vasomotor  symptoms ;  after  the  first  sitting  there 
V;™P^'°^7«^t  for  the  moment,  which  continued  after  the 
Utteenth  sitting  and  went  on  to  recovery. 

Engelhorn  also  saw  excellent  results  from  the  same  method  in  two 
cases  (of  epileptic  and  of  hysterical  insanity),  in  which  gi-eat  general 
weakness,  exhaustion,  poor  sleep,  &c.,  were  present ;  and  Lowenfeld 
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has  influenced  some  cases  of  psychical  disturbance  and  sleeplessness 
in  a  very  beneBcial  manner  by  means  of  general  faradisation. 

Hitzig,  as  well  as  Schiile,  states  that  he  has  obtained  good,  if  only 
temporary,  resvilts  from  galvanic  treatment  of  the  head,  and  especially 
of  the  nape  of  the  neck,  in  progressive  paralysis.  Mendel's  results 
were  negative.  I  have  myself  also  treated  galvanically  a  whole  series 
of  cases  of  commencing  paralysis — longitudinally  and  diagonally 
through  the  head,  and  the  sympathetic  in  the  neck — but  without 
attaining  thereby  striking  or  even  noteworthy  results. 

J.  Kayser  reports  a  large  series  of  cases  from  J olly's  clinic,  treated 
by  electricity,  including  various  forms  of  disease,  mostly  among 
women,  in  which  only  negative  results  were  obtained  with  regard  to 
the  principal  afiection,  but  where  there  was  some  temporary  improve- 
ment in  individual  symptoms. 

Ti^wes  has  seen  many  beneficial  results  as  to  sleep,  abnormal 
sensations  in  the  head,  trunk,  and  limbs,  vertigo  and  precordial 
anxiety,  singing  in  the  ears,  tenderness  on  pressure  in  various  situa- 
tions, stupor,  &c.,  from  electrical  applications,  especially  to  the  head, 
back,  sympathetic,  epigastrium,  &c. ;  but  no  specific  polar  action  was 
made  out.  In  a  comparatively  large  number  of  cases  of  melancliolia, 
most  of  them  associated  with  abnormal  sensations,  the  results  were 
very  good ;  v.  d.  Heyden  had  such  in  three  cases  of  comparatively 
recent  melancholia.  In  melancholia  with  a  moderate  degree  of  stupor 
the  efiect  was  often  satisfactory,  but  in  mania,  frenzy,  or  imbeciUty 
only  very  partial  or  momentary.  Still  Tigges  does  not  yet  draw  any 
more  accui-ate  indications  from  his  observations. 

In  some  cases  of  periodical  melanchoUa  I  have  employed  the 
galvanic  current  after  various  methods  ;  it  repeatedly  appeared  to  be 
of  use  for  a  certain  time,  but  gave  no  brilliant  results.  In  one  case 
of  long-continued  apathy  with  stupor,  which  had  begun  to  improve, 
the  improvement,  especially  in  the  speech,  was  very  materially 
hastened  by  the  galvanisation  of  the  head  and  of  the  sympathetic. 

A  general  survey  of  the  observations,  with  regard  to  the 
electrotherapeutics  of  the  psychoses,  which  have  been  made  up 
to  the  present  time,  shows  us  that  the  psychoses  can,  in  certain 
cases  be  favourably  inHuenced  and  sometimes  cured  by  the 
electric  cun-ent,  even  in  cases  in  which  all  other  possible  remedies 
have  long  been  tried  in  vain  ;  but,  in  spite  of  the  laborious 
researches  of  Arndt,  we  have  by  no  means  attained  a  sufficient 
precision  and  clearness  in  the  indications  for  treatment,  wi  h  a 
corresponding  development  and  establishment  of  the  methods 
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to  be  employed  in  the  several  cases.  To  this  end  observations, 
carried  on  in  a  much  more  systematic  manner  than  hitherto, 
must  be  collected. 

Closer  consideration  shows  us  that  the  katalytic  action  of 
the  galvanic  current  is  in  the  first  place  to  be  noted.  The 
sum  of  the  actions  which  we  include  under  this  name  are  cal- 
culated to  combat  energetically  the  various  molecular,  nutri- 
tive, and  other  changes,  and  subsequently  even  the  grosser 
inflammatory  and  degenerative  disturbances,  however  little  we 
are  able  as  yet  to  understand  either  the  disorder  or  the  cure. 

In  the  second  place  come  certainly  the  vasomotor  effects  of 
the  electric  currents,  especially  of  the  galvanic ;  for  we  know 
by  experience  that  vasomotor  disturbances  play  a  very  promin- 
ent part  in  the  origin  and  production  of  symptoms  in  many 
mental  diseases.    And  besides  this  we  may  hope  to  act  in- 
directly, by  regulating  or  altering  the  supply  of  blood,  upon  the 
nutritive  and  reactive  relations  of  the  central  organ.  Whether 
this  takes  place  by  a  modifying  action  on  the  vasomotor  centre 
in  the  medulla  and  in  the  cervical  cord  (and  the  most  recent 
experiments  of  Eieger  and  v.  Forster » admit  of  such  a  possibility) 
or  by  influencing  the  contents  of  the  vessels  in  the  brain  by 
the  direct  apphcation  of  the  pole  to  the  skull  itself  (according 
to  Lowenfeld),  under  any  circumstances  we  ought  to  avail  our- 
selves of  these  powerful  actions  in  particular  cases. 

The  value  of  the  modifying  actions  of  the  current  seems 
to  me  to  be  much  less  obvious,  and  I  cannot  help  regarding 
Arndt's  attempt  to  refer  all  the  effects  of  the  galvanic  current 
to  the  anelectrotonus  or  the  katelectrotonus  of  this  central 
nerve-apparatus,  and  to  explain  everything  by  this  alone,  as 
extremely  premature.    I  have  already  been  obliged,  on  general 
grounds,  to  declare  against  this  one-sided  exaltation  of  the 
electrotonic  effects  for  the  explanation  of  therapeutical  results 
vide  Lecture  XIIL,  p.  242);  I  do  the  same  here  with  double 
emphasis  with  regard  to  this  highest  and  most  complicated  part 
ot  the  nervous  system.    For  what  is  an  anelectrotonus  of  '  the 
brain,'  of  '  the  vasomotor  centres  '  ?    What  do  we  know  about 
It?    I  would  certainly  be  the  last  to  deny  the  facts  gained  by 
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Arndt,  or  to  refuse  to  recognise  the  different  actions  of  the  poles ; 
but  let  us  first  content  ourselves  with  the  facts,  and  then  seek 
to  increase  and  to  verify  them,  instead  of  surrounding  them 
now  with  such  hypothetical  explanations,  and  thereby,  perhaps, 
giving  a  false  direction  to  the  whole  investigation.  At  all  events 
the  fact  of  the  different  action  of  the  two  poles,  established  by 
Arndt  beyond  the  possibility  of  doubt,  although  apparently,  from 
Tigges's  observations,  not  invariable  or  regular,  is  of  the  very 
greatest  interest  and  urgently  demands  further  investigation. 

Finally,  the  value  of  the  exciting  actions  of  electric  currents 
in  insanity  is  established  with  regard  to  the  peripheral 
excitation  of  the  cutaneous  and  muscular  nerves,  from  which  a 
modifying  effect  on  the  function  and  the  circulation  of  the 
central  organ  may  be  expected ;  it  has  still  to  be  accurately 
determined  whether  a  direct,  exciting  action  on  the  brain  and 
on  the  spinal  cord,  especially  the  cervical  portion,  can  be  of 
service  ;  probably  it  can,  and  a  part  of  the  effect  described  by 
Arndt  as  electrotonic  may  belong  to  this  category. 

I  have  myself  too  little  experience  in  this  wide  and  difficult 
department  to  be  able  to  give  suitable  rules  for  the  electrical 
treatment  of  the  psychoses ;  I  shall  confine  myself,  therefore, 
to  short  suggestions  and  hints,  which  may  be  of  use  to  those 
who  wish  to  devote  themselves  specially  to  the  subject. 

In  the  first  place,  you  will  select  for  your  experiments  recent 
and  comparatively  slight  cases,  especially  the  more  vague  and 
ill-defined  psychopathic  conditions,  with  morbid  dread,  sleep- 
lessness, &c.,  but  without  any  decided  fancies.  For  such 
cases  simple  longitudinal  (or  diagonal)  passage  of  the  current 
through  the  head,  according  to  Neftel's  method,  is  very  smtable, 
and  you  may  make  use  of  Lowenfeld's  directions,  given  above 
(vide  p  336) ;  to  this  you  may  add  the  simultaneous  galvanisa- 
tion of  the  sympathetic,  and  subsequently  of  the  cervical  cord. 

If  such  cases  are  associated  with  profound  aniBmia,  general 
weakness  and  want  of  tone,  suspended  digestion,  and  the  like, 
a  trial  may  be  made  of  general  faradisation,  alternatmg, 
nerhaps,  with  the  galvanic  treatment. 

In  more  severe  and  fully  developed  cases,  m  pronounced 
melancholia,  in  stupor  and  allied  conditions,  in  dementia,  in 
katatonia,  in  hysterical  and  reflex  psychoses,  &c.,  you  will  do 
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best  to  proceed,  according  to  Arndt's  method,  with  a  sufficiently 
energetic,  unipolar  action  of  the  galvanic  current,  increasing  in 
intensity  and  duration  gradually  and  with  caution,  to  the  head, 
the  nape  of  the  neck,  the  sympathetic,  &c.,  the  indifferent  pole 
being  applied  to  the  feet  and  the  abdomen.  (This  is  really 
almost  the  same  as  Beard's  '  central  galvanisation ; '  vide.  p. 
270.)  The  choice  of  the  different  electrodes  will  depend 
chiefly  upon  the  quality  of  existing  somatic  (especially  vasomo- 
tor, circulatory,  and  respiratory)  disturbances,  and  upon  the 
character — exaltation  or  depression— of  the  psychical  anoma- 
lies :  in  well-marked  irritative  conditions  (principally  in  the 
preliminary  stages)  you  choose  the  anode ;  on  the  other  hand, 
in  decided  conditions  of  depression  and  torpidity,  in  vasomotor 
weakness  and  paralysis  (chiefly,  therefore,  in  the  last  stages,  in 
secondary  melancholia  and  in  melancholia  stuporosa,  &c.),  you 
use  the  kathode.  But  you  must  never  forget  that  everything 
depends  upon  experiment,  and  that  sometimes  just  that  pole 
which  is  opposed  to  your  theoretical  suppositions  will  be  the 
effectual  one. 

It  is  still  questionable  whether  the  results  of  the  electrical 
examination  can  furnish  any  data  for  the  therapeutical  choice 
of  the  different  poles  ;  but  if  an  increase  of  excitability — quan- 
titative elevation,  early  appearance  of  ACC,  ready  production  of 
AOC — be  present,  the  anode  may  be  chosen ;  if  a  diminution  of 
excitability,  the  kathode.  There  are,  certainly,  a  number  of 
exhaustive  experiments  (especially  those  of  Benedikt  and 
Tigges)  concerning  the  electrical  sensibility  of  the  insane; 
but  they  present  such  a  bewildering  multiplicity  of  symptoms, 
and  proceed  from  a  time  of  such  scanty  development  of  the 
means  of  testing  the  quantitative  irritability,  that  definite 
conclusions  cannot  be  drawn  from  them. 

If  the  above-mentioned  methods  do  not  attain  the  desired 
end,  others  may  be  tried.  In  stupor  and  similar  conditions,  as 
also  in  simple  depression,  the  faradic  current  is  very  suitable  in 
the  form  of  cutaneous  irritation  of  different  spots,  or  still  better 
in  the  form  of  general  faradisation. 

For  periodic  melancholia,  besides  the  treatment  during  the 
attack  itself  (which  will  not  generally  be  successful),  treatment 
in  the  free  intervals  must  also  be  considered,  in  order  to 
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lengthen  those  intervals,  with  a  view  to  prevent  the  return  of 
an  attack.  I  would  most  emphatically  recommend  a  trial  in 
this  direction.  The  best  method  of  treatment  for  this  is  the 
galvanisation  of  the  head,  and  perhaps  also  the  constant  wear- 
ing of  a  simple  galvanic  element  on  the  head  (vide  p.  285). 

In  dementia  paralytica,  besides  the  head  and  the  sympa- 
thetic, the  cervical  cord  and  the  spinal  cord  as  a  whole  must  be 
treated ;  Schiile  recommends  the  ascending  current  for  this 
purpose,  but  that  also  must  be  determined  by  circumstances. 
Further  than  this,  you  will  not  attain  much  in  this  or  any 
other  form  of  psychosis  depending  on  severe  organic  lesions. 

In  conditions  of  great  excitement — acute  mania,  madness, 
and  the  like — you  will  not  desire  to  make  any  experiments. 
Any  attempt  is  also  contra-indicated  in  general  nervous  hyper- 
sesthesia,  and  especially  in  psychical  hyperaesthesia,  where  the 
least  effort  at  electrical  treatment  throws  the  patients  into  the 
greatest  terror  and  excitement.  It  should,  at  all  events,  only 
be  conducted  with  the  most  scrupulous  caution. 

In  many  insane  patients,  however,  you  may  treat  individual 
symptoms  by  themselves  ;  as,  for  example,  sleeplessness,  accord- 
ing to  the  method  mentioned  above  (p.  344) ;  further,  hallucina- 
tions, especially  those  of  hearing.  If  these  are  connected  with 
galvanic  hyperaesthesia  of  the  acoustic  nerve  the  directions  to 
be  given  later  for  the  galvanic  treatment  of  nervous  singing  in 
the  ears  must  be  followed.  Jolly  has  seen  no  special  result 
from  this  treatment ;  Erlenmeyer,  on  the  other  hand,  has  had 
great  success  with  it,  and  Franz  Fischer  had  one  brilliantly 
successful  case  of  galvanisation  of  the  head  in  hallucinations  of 
hearing,  without  hyperaesthesia  of  the  acoustic  nerve.  Althaiis 
has  seen  hallucinations  of  hearing,  which  had  existed  for  several 
days,  disappear  after  a  single  application  of  galvanism  to  the 
'  centre  of  hearing.' 

The  morbid  feelings  of  anxiety  will  sometimes  be  removed 
by  faradisation  or  galvanisation  of  the  epigastrium  and  the 
cardiac  regions  (see  Obs.  3),  and  the  abnormal  sensations  in  the 
head,  back,  limbs,  &c.,  cured  by  suitable  local  applications. 

Ancestkesia,  'paresis,  and  atrophy  in  the  insane  will  be 
treated  by  the  methods  proper  to  these  symptoms,  which  will 
be  given  later  on  ;  general  anaemia,  dysxjepsia,  ivasiing,  con- 
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stipation,  &c.,  can  be  treated  and  influenced  partly  by  general 
faradisation,  partly  by  various  local  electrical  applications,  of 
which  more  will  be  said  subsequently. 

It  is  plain  that  a  wide  and  remunerative  field  of  labour  still 
lies  open  here ;  but  it  is  also  plain  that  only  a  very  systematic 
and  comprehensive  mode  of  procedure  can  lead  to  advance  in 
this  direction.  It  is,  of  course,  the  lunatic  asylums  which 
are  specially  called  upon  to  undertake  the  care  of  this  part  of 
the  treatment  of  the  insane ;  but  still  I  would  rather  be 
inclined  to  say  that  it  is  the  hospitals  and  homes  for  nervous 
diseases,  now  to  be  found  everywhere,  which  offer  the  best  field 
for  comprehensive  experiments,  because  it  is  just  in  these  in- 
stitutions that  the  early,  slight,  vague,  curable  forms,  the  pre- 
monitory and  preliminary  stages  of  the  severer  psychoses,  are 
gathered  together.  Suitable  early  interference  here  may  cer- 
tainly be  able  to  avert  much  mischief.  Let,  therefore,  the 
systematic  employment  of  electricity  in  psychopathic  conditions 
be  urgently  impressed  upon  the  physicians  of  such  institutions. 
But,  at  the  same  time,  the  rule  must,  of  course,  be  observed 
that,  for  the  foundation  and  development  of  electrotherapeutic 
methods,  only  as  uncomplicated  cases  as  possible  should  be 
chosen. 
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II.  DISEASES  OF  THE  SPINAL  CORD. 

LiTEEATTJEB. — ^Ranke :  '  Uel^er  d.  krampfstill.  Wirkimg  des  const,  elektr. 
Stroms,'  Zeitschr.  f.  Biol,  ii.  p.  398,  1866.— W.  Erla :  'Krankheiten  d. 
Riickenmarks  u.  verlangerten  Marks,'  v.  Ziemssen's  Handb.  chr  spec.  Path., 
xi.  1,  1876;  2nd  edit.  1878. — E.  Leyden:  '  Klinik  d.  Riickenmarkskrankli., 
i.  p.  179,  1874. — Rieger  and  v.  Forster  :  '  Riickenmark  u.  Auge,'  Arch.  f. 
Ophthalmol.,  1881. — Onimus  and  Legros :  '  Aper^u  General  sur  I'lnfluence 
des  Oourants  Electr.  dans  les  Affect,  d.  1.  Moelle,'  Gaz.  des  Hop.,  1871,  Nos. 
fi7-62. — Flies :  '  Galvanotherap.  Mittheilungen,'  Deutsch.  Klinik,  1868. — L. 
Lowenfeld :  '  Ueljer  d.  Beliandlung  v.  Gehirn-  u.  Riickenmarkskrankheiten 
mittelst  des  luductionsstroms.'  Munich,  1881. — '  Untersuchungen  zur 
Elelrtrother.  d.  Riickenmarks.'  Munich,  1882. — Seeligmiiller :  '  Eine  neue 
Elektrode  z.  Galvanisirung  d.  Riickenm.,'  Centralbl.  f.  Nervenheilk.  u.s.iv., 
1881,  No.  12. — Gimbert :  '  Note  sur  un  Gas  de  Congestion  Rhumatismale  de 
la  Moelle  gueri  par  les  Cour.  Oontinus,'  Lyon  Med.,  1871,  No,  22. — Hitzig : 
'  Zur  Pathologie  u.  Therapie  entziindl.  Riickenmarksaffectionen,'  Virch. 
Arch.,  xl.  p.  455,  1867. — Lewin :  '  Ueber  complete  Paraplegie  in  Folge  von 
acuter  Myelitis  u.  d.  el.  Behaudl.  derselben,'  Deutsche  Klinik,  1875,  No.  11. 
.-^R.  Remak :  '  Ueb.  d.  Behandl.  d.  Tabes  dors,  mit  const,  galv.  Stronien,' 
Sitzsungsber.  d.  HufeJand'schen  Gesellsch.,  March  26,  1858.—'  Galvanother.,' 
pp.  238,  443  ff.— '  Applicat.  du  Cour.  Constant,  etc.,'  p.  36.— V.  Krafft- 
Ebing :  '  Ueber  Ileilung  u.  Heilbarkeit  d.  Tabes  durch  den  const,  galv. 
Strom,'  Deutsch.  Archiv  f.  klin.  Med.,  ix.  p.  274,  1872.— Fr.  Llichter :  '  Zur 
Therapie  der  Tabes  dorsalis,'  Zeitschr.  f.  pract.  Med.,  1874,  No.  48.— E. 
Mendel:  '  Zur  Therapie  d.  Tabes  dors.,'  ibid.  1874,  No.  39.— Mor.  Meyer: 
'Ueber  d.  diagnost.  u.  therapeut.  Bedeutung  schmerzhafter  Druckjjunkte  d. 
Wirbelsaule,' -Ber/»  A-,Zm.  Woch.,  1875,  No.  51.— Brenner :  'Auffindungvon 
Schmerzpunkt.  liings  d.  Wirbelsaule  u.  d.  Nervenstamme,'  JBerl.  Uin.  Woch., 
1880,  No.  21 .— Fr.  Schultze  :  '  Die  Heilbarkeit  d.  Tabes  dors.,'  Arch.  f.  Psych, 
u.  Nerv.,  xii.  p.  232,  1881.— Neftel :  '  Die  galv.  Behandl.  d.  Tab.  dors,  uebst 
Bemerkuiigen  iib.  d.  abnorm.  galv.  React,  d.  sensibl.  Ilautnerven,'  ibid.  xii. 
p  616,  1882.— Rumpf:  '  Aus  d.  Gebiete  d.  Nervenpathologie  u.  Therapie,' 
Aerztl  Veremsbl,  1881,  No.  10  (April),  p.  108.—'  Mittheilungen  aus  d. 
Gebiete  d.  Neuropathol.  u.  Elektrotlier.,'  Deutsch.  mcd.  Woch.,  1881,  Nos. 

32   36  37  '  Zur  Behandl.  d.  Tabes  dors,  mit  d.  farad.  Pinsel,'  Neurolog. 

Cmiralbl.,' 1882,  Nos.  1  and  2.-'Z.  Pathol,  u.  Therapie  der  Tab.  dors.,' 
Merl.  klin.  Woch.,  1883,  No.  4.-' Behandl.  d.  Tab.  dors.'-' Tagebl.  d. 
Naturforschervers.  in  Strassburg,'  1885,  p.  271.-J.  H.  A.  Niermeyer  : 
'  Behaudlungsmethode  von  Rumpf,'  Ne^irol.  Centralbl.,  1884,  Jso.  l'^-— W. 
Erb:  '  Ueber  spast.  Spinalparalyse,'  Virch.  Arch.,yo].  Ixx.  1877.— E.  Ilitzig 
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aud  Th.  Jiirgensen  :  '  Zur  Therapie  d.  Kinderlahmung./  Deutsch.  Arch.  f. 
Mm.  Med.,  ix.  p.  330,  1872.— W.  Erb:  '  Ueb.  acute  Spinallahmung  bei 
Erwachsenenu.iib.  verwandt.  spinale  Erkraiikungen,'^?-cA./.  Psych,  u.  Nerv., 
T.  p.  758,  1875. — Bouchut :  '  De  I'Emploi  dea  Cour.  Contin.  dans  la  Paralysie 
Essentielle  de  I'Enfance,'  Bull,  de  Therap.,  Aug.  15,  1872.— Seeligmiiller : 
'  Ueb.  Spinale  Lahmungen  im  Kindesalter,'  Gephardt's  Handbuch  d.  Kinder- 
krankh.,  1880. — '  Ueber  d.  spinale  KmdL&r\&\im.\xxig,''  Jahrbuch  f.  Kinderheilk., 
new  series,  xii.  and  xiii. — Fr.  MiiUer :  '  Die  aeute  atrophisebe  Spinallahmung 
der  Erwachsenen.'  Stuttgart,  1880. — Nesemann :  '  Die  Heilung  eines  bis 
zur  vollstiind.  Lahmung  aUer  Extremitaten  vorgeschrittenen  Falles  von 
progress.  Muskelatrophie  (?)  mittelst  des  galv.  Stroms,'  Berl.  klin.  Woch., 
1868,  No.  37;  see  also  Wagner,  'Berliner  klin.  Woch.,'  1869,  No.  52.— N. 
Friedreich :  '  Ueber  progress.  Muskelatrophie  u.s.w.'  Berlin,  1873. — M. 
Bernhardt :  '  Abnorme  elektr.  Erregbarkeitsverhaltnisse  in  einem  FaUe  von 
(progressiver)  Muskelatrophie,'  Zeitschr.  f.  klin.  Med.,  vol.  v.  1882. — W. 
Erb:  'Ueb.  d.  juvenile  Form  der  progr.  Muskelatrophie  u.s.w.,'  Neurol. 
Centralhl.,  1883,  No.  19 ;  Deutsch.  Arch.  f.  klin.  Medic,  vol.  xxxiv.  1884. — 
Zimmerlin  :  '  Ueb.  hereditare  (familiare)  progress.  Muskelatrophie,'  Zeitschr. 
f.  klin.  Med.,  vii.  1884. — Landouzy  and  D^jerine  :  '  De  la  Myopathie  Atroph. 
Progr.,'  Rev.  de  Mid.,  Feb.-April  1885. — Marie  and  Guinon  (Charcot)  : 
'  Formes  Cliniques  de  la  Myopath.  Progr:  Primit.,'  Rev.  de.  Med.,  Oct.  1885. 
— E.  Eemak :  '  Ueb.  d.  geleg.  Betheiligung  der  Gesichtsmuskeln  bei  d. 
juvenilen  Form  u.s.w.,' iVewro^.  Centralhl.,  1884,  No.  15. — Mossdorf:  '  Ein  2. 
Fall  von  Betheilig.  d.  Gesichtsmusk.  bei  d.  juven.  Muskelatrophie,'  ibid, 
1885,  No.  1. 


LECTUEE  XIX. 

Introduction— Physiological  and  Theoretical  Bases  of  the  Electrotherapeutics 
of  the  Spinal  Cord— Therapeutical  Facts ;  Selected  Cases  ;  Conclusions 
drawn  therefrom — Therapeutical  Failures — Spinal  Diseases  in  which  good 
Eesults  may  be  expected  from  Electrical  Treatment — Technique  of  the 
Electrotherapeutics  of  the  Spinal  Cord — Direct  Treatment :  Action  of 
the  Poles  and  of  the  Direction  of  the  Current -^Methods  of  Application 
in  Circumscript  Diseases  and  in  those  extending  along  the  Length  of  the 
Cord— Indirect  Treatment :  from  the  Sympathetic — Combined  Sympathetic 
Treatment— From  the  Skin:  Reflex  Influence— Diplegic  Excitation- 
Treatment  of  the  Spots  of  Tenderness  and  Pain— Symptomatic  Treatment, 

In  the  electrotherapeutics  of  spinal  affections  we  stand  npon 
firmer  gi-ound  than  in  that  of  cerebral  diseases.  There  is  a 
great  deal  more  experience  in  this  department  of  disease : 
fcj)inal  affections  have  for  a  longer  time  and  more  extensively 
been  the  subject  of  electrotherapeutical  experiroents,  and  the 
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pathology,  as  a  whole,  of  the  spinal  cord  has  outrun  that  of  the 
brain  in  its  development. 

It  is  Eemak's  merit  to  have  taken  up  and  advanced  the 
electrical  treatment  of  spinal  diseases  with  the  greatest  zeal 
and  energy.  The  erroneous  and  generally  accepted  assertion 
of  distinguished  writers,  that  the  spinal  cord  cannot  be  aflfected 
by  currents  of  a  strength  which  can  be  employed  on  men,  only 
hindered  and  retarded  these  endeavours  for  a  short  time. 
Even  without  any  experimental  contradiction  of  this  error  the 
weight  of  accumulated  facts  would  have  sufficed  to  establish  the 
striking  results  of  electrical  treatment  in  numerous  spinal 
diseases  against  the  very  obstinate  scepticism  that  prevailed. 
Physicians  ha\  e  since  undertaken  to  combat  spinal  diseases  by 
means  of  electric,  principally  galvanic  currents,  and  records  of 
good,  sometimes  of  brilliant  results  of  this  treatment  have  been 
given  on  every  side.  And  while  it  cannot  be  denied  that  a 
very  great,  and  in  some  forms  of  disease  even  a  decidedly  pre- 
ponderating number  of  failures  must  be  set  against  these 
results,  that  in  many  cases  only  very  small  or  partial  success 
can  be  attained,  still  the  number  of  positive  facts,  useful  for 
further  conclusions  on  this  subject,  is  already  so  great  that  the 
electric  current  has  won  for  itself  a  secure  and  prominent  place 
in  the  therapeutics  of  chronic  spinal  diseases.  And  the  whole 
art  of  electrotherapeutics  depends,  in  its  essentials,  on  these 
clinical  and  therajDeutical  experiences. 

For  what  we  know,  by  physiological  experiment,  of  the 
electrical  influencing  of  the  spinal  cord  is  extremely  scanty,  and 
is  in  no  wise  calculated  to  awaken  a  prepossession  in  favom*  of 
the  therapeutical  employment  of  electric  currents,  or  to  give 
distinct  data  for  the  manner  of  their  application.  I  would  refer 
you  to  the  little  that  I  have  communicated  to  you,  in  its  own 
place  (vide  Lect.  VII.),  about  the  electrophysiology  of  the 
spinal  cord,  and  you  will  acknowledge  that  it  cannot  be  enough 
to  furnish  us  with  a  priori  conclusions  as  to  the  probable  thera- 
peutical value  of  electric  currents  in  spinal  diseases. 

But  at  the  same  time  we  are  entitled,  on  the  ground  of  our 
general  knowledge  of  the  action  of  the  cm-rent,  and  on  the 
ground  of  numerous  therapeutical  experiments  on  peripheral 
nerves  and  on  other  organs  of  the  body,  to  expect  decided 
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curative  effects  on  the  diseased  cord ;  these  are  to  be  established 
in  the  same  way  as  we  developed  the  subject  in  the  case  of 
cerebral  diseases  (Lect.  XVI.),  although  here  much  more  com- 
plete and  solid  experimental  bases  were  at  our  disposal. 

On  this  principle  we  might  hope  for  good  results,  in  many 
cases,  from  the  katalytic  action  of  the  current  on  the  finer  and 
grosser  disturbances  of  nutrition,  on  the  different  forms  of 
inflammation  and  their  sequelae,  on  the  chronic  degenerative 
processes,  on  the  so  called  functional  diseases  of  the  spinal  cord, 
and  the  Hke.  The  vasomotor  action  of  the  electric  current 
appeared  to  be  no  less  valuable  in  disturbances  of  circulation, 
and  for  the  purpose  of  compensating  nutritive  disturbances,  &c., 
all  the  more  because  recent  experiments  tend  to  show  with 
increasing  certainty  that  an  influence  on  the  circulation  and  the 
amount  of  blood  in  the  spinal  cord  as  well  as  in  the  brain  may  be 
attained  indirectly,  not  so  much  from  the  vasomotor  tract,  the 
sympathetic,  as  reflexly  from  the  skin.  Finally,  it  was  not  to 
be  denied  that  the  exciting  and  modifying  actions  of  the 
electric  currents  on  the  spinal  cord  might  be  useful  in  certain 
conditions — chiefly  in  functional  disturbances,  irritation  or  de- 
bility, certain  forms  of  convulsions,  certain  forms  of  functional 
paralysis — however  hazy  these  actions  in  a  physiological  sense, 
and,  on  the  other  hand,  the  essence  of  the  disease  in  a  patho- 
logical sense,  might  be.  When  all  were  taken  together,  most 
was  to  be  expected  a  'priori  imm  the  so  called  katalytic  (includ- 
ing the  vasomotor)  actions  (as  was  first  mentioned  by  Eemak)  ; 
and  the  methods  followed  by  most  observers  prove  indeed  that 
they  reckoned  in  the  first  place  upon  these  actions. 

All  these  a  priori  considerations,  however,  must  remain  as 
assumptions  so  long  as  their  correctness  was  not  confirmed  by 
practical  experience;  only  extensive  therapeutical  experimen- 
tation could  decide  upon  them.  But  this  point  has  been 
decided  long  ago:  practical  experience  exhibits  a  number  of 
sure  and  indubitable  cures  in  the  various  spinal  diseases ;  it 
has  taught  us  that  we  can  obtain  a  cure  in  many  cases,  and 
shows  the  way  in  which  it  is  possible,  some  of  these  ways  being 
such  as  we  should  not  have  foreseen.  The  following  small 
collection  of  appropriate  observations  (which  might  be  amplified 
very  considerably)  will  furnish  you  with  examples. 
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18.  Observation  hy  Hitzig.  Suhacute  S final  Myelomeningitis. 
—A  sergeant,  aged  33  years.  Fell  witli  his  horse  in  March  1865  ; 
lasting  pain  in  the  back  en?ued.  In  May  1865  pleurisy  and  a 
gastric  affection  (iilcer?).  From  July  1865  more  important  compli- 
cations :  pain  in  the  back,  excentric  pains  in  the  extremities  ;  general 
cutaneous  hypei'sesthesia ;  formication  and  numbness  of  the  legs ; 
partial  and  general  muscular  twitchings,  great  disquietude  in  the 
legs  ;  diminution  of  motor  power ;  incontinence  of  mine.  Later  on, 
great  uncertainty  in  walking,  especially  in  the  dark,  progression 
possible  only  in  a  bent  position,  because  of  great  pain  in  the  back. 
Continued  bad  sleep.  Condition  in  January  1866  :  Great  weakness 
in  gait,  bent  position  in  standing,  great  swaying  when  the  eyes 
are  shut.  Pupils  normal.  Sensibility  greatly  disordered  ;  deadening 
of  the  sense  of  touch  with  marked  hypersesthesia ;  great  tenderness 
on  pressure  in  the  spinal  column.  Treatment  hitherto  pursued  (with 
arg.  nit.,  iodine,  derivatives)  unsuccessful.  Galvanic  treatment  with 
descending  stabile  currents  through  the  back.  After  8  sittings  quiet 
sleep  for  7  hours,  hardly  any  more  spontaneous  pain,  feeling  of  ease 
in  the  legs.  Further  treatment  showed  that  galvanisation  of  the 
sympathetic  acted  specially  favourably  on  the  general  condition. 
Later  on  the  crural  nerves  were  treated  with  descending  currents. 
After  6  weeks  of  treatment  nothing  was  left  of  the  nervous  symptoms 
except  moderate  pain  on  pressure  on  several  intervertebral  spaces. 

The  patient  then  had  to  undergo  severe  military  service  for  9 
months,  after  which  he  suffered  a  relapse,  in  consequence  of  over- 
exertion and  cold,  with  a  fresh  set  of  well-marked  and  severe  sym- 
ptoms, from  which  he  was  completely  freed  in  from  2  to  3  months  by 
similar  galvanic  treatment. 

19.  Personal  Observation.  Chronic  Spinal  Meningitis,  or  Hyper- 
cemia  of  Spinal  Cord. — A  youth  aged  15.  Had  an  illness  in 
February  1870,  described  as  '  inflammation  of  the  brain '  (pain  in  the 
head,  vertigo,  vomiting,  long-continued  unconsciousness).  Much  pain 
in  the  head  since ;  not  so  healthy  as  before.  Since  August  1870  much 
pain  in  the  small  of  the  back  and  in  the  left  side ;  since  the  end  of 
December  1870  greater  weakness  in  the  legs,  ready  exhaustion,  feeling 
of  formication  and  coldness  in  them.  Upper  extremities  normal,  sleep 
unquiet ;  now  and  then  a  little  vertigo.  Condition  on  J anuaiy  20,1871: 
Several  lumbar  vertebras  very  tender  on  pressure;  movements  of  the 
lower  extremities  possible  on  exerting  sufficient  force,  but  pa  tient  becomes 
tired  very  quickly  ;  after  10  minutes'  walking  he  cannot  go  on  because 
of  weight  and  stiffness  in  the  knees  and  sinking  in  the  legs.  No 
swaying  when  the  eyes  are  shut.    Sensibility  normal ;  reflexes  not 
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increased.  Vision  defective  on  account  of  double  leucoma.  Hearing 
good  on  both  sides ;  frequent  singing  in  the  ears  for  the  last  few- 
weeks  (simple  hypersesthesia  of  the  acoustic  nerve  on  both  sides). 
Galvanic  treatment  :  12  elements  Stohrer,  ascending,  from  the  back 
to  the  cervical  sympathetic;  16  elements,  ascending,  through  the  spinal 
column,  the  kathode  being  moved  slowly  up  and  down.  February 
12,  1871  :  Extraordinary  improvement.  Headache  and  singing  in  the 
ears  entirely  disappeared ;  no  more  sacral  pain ;  paraesthesia  and 
weakness  of  the  legs  entirely  disappeared.  On  February  18  dis- 
charged cui'ed,  the  abnormal  reaction  of  the  acoustic  nerve  the  only 
remaining  symptom. 

20.  Personcd  Observation.  Concussion  of  Spinal  Cord  {Meningeal 
Apoplexy  ?). — labourer,  aged  55,  fell  from  a  tree  4  weeks  ago  on 
the  feet  and  buttocks,  became  immediately  lame  in  the  legs,  and  had 
to  be  carried  home.  Severe,  diffused  pain  in  the  sacrum  and  in  the 
legs.  The  legs  quite  lame  for  about  8  days,  after  which  movements 
returned  gradually,  so  that  a  little  walking  is  now  possible.  Anaes- 
thesia was  never  present.  Micturition  quite  normal.  Pains  dis- 
appeared gradually.  Condition :  Distinct  weahness  in  the  legs, 
unsteady  gait,  dragging  of  the  feet,  no  ataxia.  Standing  on  tiptoe 
and  on  one  foot  difficult.  Tremor  after  long  standing.  Sensibility 
normal.  Skin  and  tendon  reflexes  normal;  no  distinct  atrophy; 
electrical  irritability  simply  lowered.  Sphincters  and  upper  extremities 
normal.  No  alteration  in  the  back  or  the  spinal  column.  Treatment : 
Galvanisation  of  the  spine  and  of  the  legs.  Striking  result.  After  a 
few  sittings  patient  could  walk  well,  and  after  22  daily  sittings  he 
was  discharged  cured. 

21.  Observation  by  Lewin.  Complete  Paraplegia  {in  consequence  of 
Acute  Myelitis  ?)  Cure  by  means  of  the  Galvanic  Current. — A  woman, 
aged  35 ;  not  hysterical.  Ill  for  about  3  weeks  with  fever,  weakness 
and  numbness  of  both  legs,  slight  dragging  pains;  after  8  days 
suddenly  complete  paralysis  of  the  legs,  severe  lancinating  pains, 
girdle-feeling,  paralysis  of  the  sphincters.  Reflexes  normal.  Sensibility 
not  markedly  disordered.  Treatment  with  descending  stabile  currents. 
After  5  days  pains  ceased ;  left  leg  can  be  raised  a  little.  After  14 
days  paralysis  of  the  sphincters  disappeared.  After  4  weeks  patient 
can  raise  both  legs  and  stand  for  a  few  minutes  ;  the  fever  has  abated. 
After  7  weeks  patient  can  walk  through  the  room  easily,  but  a  little 
awkwardly,  &c. 

22.  Personal  Observation.  Traumatic  Paraplegia.— A  soldier 
aged  23.  Received  a  gunshot  wound  in  the  cervical  part  of  the 
spine  at  Worth  (August  6,  1870).    The  ball  passed  from  the  middle 
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of  the  left  sternomastoid  to  the  posterior  part  of  the  right  spine  of 
the  scapula — probably  through  the  spinal  column.  Immediately 
afterwards  comjjlete  paralysis  and  anaesthesia  of  the  legs,  extending 
ii,pwards  to  the  thorax ;  retention,  subsequently  incontinence,  of  urine, 
■which  disappeared  again  after  4  weeks.  Sensibility  and  motility  im- 
proved gradually,  especially  in  the  left  leg ;  the  wound  healed  without 
complication.  Condition  on  October  20,  1870  :  The  6th  and  7th 
cervical  vertebrse  somewhat  tender  on  pressure.  Sensibility  com- 
paratively restored,  only  somewhat  diminished  subjectively  still ;  all 
movements  in  the  left  leg  carried  out,  but  with  Httle  force  or  cer- 
tainty ;  the  right  leg,  on  the  other  hand,  extremely  paretic ;  only 
traces  of  movement  in  the  foot  and  toes ;  frequent  clonic  trembling  in 
the  legs,  especially  in  the  right.  Arms  free.  Bowels  and  bladder  act 
well.  Electrical  irritability  well  preserved  in  the  lower  extremities. 
Galvanic  treatment :  Stabile  currents  through  the  back,  with  special 
regard  to  the  wounded  spot ;  then  A  in  the  nape  of  the  neck,  and  K 
labile  through  the  nerves  of  the  legs.  (Patient  must  be  carried  to 
the  treatment.)  Improvement  progressed  very  rapidly  :  after  the  7th 
sitting  the  patient  can  stand  a  little  on  the  left  leg,  and  can  move 
the  right  one  more  easily  and  extensively.  After  the  10th  sitting  he 
can  walk  round  his  bed  ;  after  the  12th  he  can  stand  alone  and  take 
a  few  steps ;  after  the  1 6th  he  can  walk  alone  to  the  treatment,  only 
supported  by  a  stick.  After  40  sittings  he  walks  quite  nimbly  with 
a  stick,  the  right  leg  being  dragged  a  little  still. 

23.  Observation  hy  Seeligmiiller.  Myelopathy.  Tabes  Dorsalis? 
 A  mason,  aged  42.  Two  years  ago  the  second  attack  of  a  '  paraly- 
sis,' which  affects  him  still.  Gait  uncertain,  staggering,  only  possible 
with  the  help  of  a  stick ;  dragging  of  the  left  leg,  weakness  in  the 
right  arm  ;  great  swaying  when  the  eyes  are  shut.  Getting  up  on  a 
chair  impossible.  Pains  in  the  back  of  the  neck  and  in  the  sacrum, 
parsesthesia  of  the  hands  and  feet,  girdle-feeling,  anaesthesia  of  the 
hands  and  an  ansesthetic  zone  at  the  back  of  the  neck,  from  the  spine 
of  the  scapula  to  the  vertex.  Impotence,  weakness  of  the  bladder, 
constipation.  Galvanic  treatment :  10  elements,  descending,  througli 
the  cord  (from  the  neck  to  the  loins)  daily  for  10  minutes.  Surpris- 
ing result :  even  after  the  first  sitting  the  pain  less,  sensibility  im- 
proved ;  patient  can  walk  on  the  street  without  a  stick  for  the  first 
time  for  a  lengthened  period.  After  the  5th  sitting  gait  manifestly 
improved,  feeling  of  weariness  disappeared.  Sleep  good ;  sensibility 
nearly  restored  again.  After  14  sittings  patient  discharged  cured  ; 
can  carry  on  his  trade  as  mason  and  lamp-Ughter.  This  improvement 
has  continued  for  a  year  and  a  half. 
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24.  Observation  by  v.  Krafft-Ehing.    Tabes  Dorsalis. — A  butcher, 
aged  26.    Ill  for  a  year ;  parsesthesia  and  numbness  of  the  legs,  with, 
weakness  and  increasing  uncertainty  ;  darting  and  boring  i)ains  in  the 
lower  extremities ;  uncertainty  in  the  dark,  in  going  upstairs,  and  in 
turning;   walking  increasingly  difficult  and  only  possible  with  a 
stick.    Bladder  and  rectum  normal.    Hydropathy  and  nitrate  of 
silver  have  had  no  effect  to  speak  of.    Vei-y  great  ataxia  of  the  lower 
extremities ;  rough  strength  good ;  can  only  walk  for  5  minutes  with 
the  aid  of  a  stick.    Great  swaying  when  the  eyes  are  shut.  Swaying 
gait;  lancinating  pains;  circumscript  anaesthesia,  principally  in  the 
right  leg  and  foot.    Galvanic  treatment :  Stabile  current  along  the 
spinal  column  daily  for  a  few  minutes,  labile  irritation  of  the  pero- 
neal.   Distinct  improvement  even  after  the  4th  sitting.     After  5 
weeks  the  treatment  had  to  be  broken  off.    Improvement  very 
marked :  sensory  disturbances  quite  disappeared ;  no  more  swaying 
when  the  eyes  are  shut ;  power,  certainty,  and  endurance  of  the  legs 
restored.    Patient  can  walk  for  one  or  two  hours,  and  can  resume  his 
arduous  calling  as  a  butcher. 

25.  Personal  Observation.    Tabes  Dorsalis. — A  tailor,  aged  33. 
Has  formerly  had  a  chancre ;  for  8  years  typical  lancinating  pains  ; 
irritative  weakness  of  the  sexual  organs ;  trembling  in  the  legs ; 
weakness,  uncertainty,  and  swinging  of  the  legs  for  3  years ;  par^s- 
thesise.    Eapid  and  marked  impairment  3  or  4  months  ago.  Great 
uncertainty  in  the  dai'k  ;  no  double  vision.    Present  condition :  Very 
great  ataxia  of  the  legs ;  can  walk  only  when  led  and  cannot  stand 
alone;  gross  strength  somewhat  diminished.    Cutaneous  sensibility 
of  the  legs  markedly  diminished ;  pronounced  retardation  of  the  con- 
duction of  pain  with  persistence  of  the  sensation.    Muscular  sensi- 
bility greatly  diminished  ;  falling  when  the  eyes  are  closed  inevitable. 
Cutaneous  reflexes  weak  ;  tendon  reflexes  absent.    Weakness  of  the 
bladder ;  impotence.    Upper  extremities,  brain,  and  cerebral  nerves 
normal.  Electrical  irritability  in  the  peroneal  nerves  simply  lowered, 
m  the  ulnars  a  qualitative  anomaly  in  the  law  of  contraction — 
ACC  >  KCC  (vide  p.  214).    Galvanic  treatment :   12  elements,  as- 
cending, from  the  back  to  the  sympathetic,  with  reversal  of  the 
position  of  the  anode,  and  18  elements,  ascending,  through  the  cord, 
with  changes  of  position  of  the  kathode,  daily  ;  every  2  days  in  addi- 
tion, the  kathode  labile  and  descending  through  the  nerves  of  the 
legs.    (Nitrate  of  silver  at  the  same  time.)    Even  after  8  days  the 
patient  felt  himself  easier  in  the  legs  and  had  more  certainty  in  walk- 
ing.   After  4  weeks  walking  was  much  improved  and  the  lancinating 
pains  much  less.    After  6  weeks  he  could  walk  alone  with  a  stick. 
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After  8  weeks  he  could  go  \ip  and  down  stairs  alone,  and  the  sensi- 
bility was  improved  even  objectively.  After  12  weeks  the  improve- 
ment had  gone  on  still  further  and  the  treatment  was  interrupted. 
After  6  months  the  improvement  was  stUl  as  it  was  before,  but  there 
was  no  sign  of  cure.  The  patient  could  walk  alone,  without  a  stick, 
and  very  quickly,  but  still  with  some  ataxia ;  he  could  stand  with 
his  eyes  shut,  but  the  disturbances  of  sensibility  could  still  be 
demonstrated  to  a  small  extent  and  the  tendon  reactions  were  stUl 
absent. 

26.  Personal  Observation.    Tabes  Dorsalis  Incijjiem  (?).  Atro2)hy 
of  the  Optic  Nerves. — A  woman,  aged  .37.    Suffering  for  some  months 
from  decrease  in  the  power  of  vision,  which  gradually  attained  to  a 
very  marked  degree ;  at  the  same  time  rending  pains,  formication 
and  numbness  in  the  legs,  rapid  exhaustion  on  standing  or  walk- 
ing, especially  in  the  right  leg,  causing  some  limping.    For  the  same 
time  also  continually  cold  in  the  feet.  Sphincters  normal.  Condition 
in  January  1874  :  Marked  amblyopia  ;  fingers  can  be  counted  by 
each  eye  at  a  distance  of  from  12  to  16  feet ;  blindness  for  red  colour, 
diminution  of  the  field  of  vision,  with  the  angles  on  both  sides  directed 
inwards.    Ophthalmoscopic  examination  shows  atrophy  of  the  optic 
nerves.    Weakness  in  the  legs,  swaying  gait,  some  dragging  of  the 
right  foot ;  standing  on  the  left  foot  easy,  on  the  right  diflScult.  The 
separate  movements  also  somewhat  weaker  on  the  right  side  than  on 
the  left.    No  swaying  on  closure  of  the  eyes.    Local  ansesthesia  on 
the  dorsum  of  the  right  foot  and  in  the  toes,  sensibility  otherwise 
normal.    Upper  extremities,  brain,  (fee,  normal.    Simple  lowering  of 
the  electrical  excitability  in  the  peroneal  nerve.  Galvanic  treatment : 
14  elements  from  the  back  to  the  sympathetic,  on  both  sides ;  and  18 
elements,  ascending,  stabile  and  labile  through  the  cord.    8  elements 
stabile  from  the  nape  of  the  neck  to  the  closed  eyelids.    After  10 
sittings  considerable  improvement ;  pain  much  less,  sensibility  dis- 
tinctly improved,  patient  walks  more  surely,  the  feet  are  warm  again. 
After  30  sittings  very  marked  improvement ;  patient  can  go  up  2 
steps  without  any  difficulty,  and  can  walk  more  easily,  quickly  and 
surely  ;  the  power  of  the  right  leg  is  also  objectively  increased  ;  pain 
and  formication  entirely  disappeared;  no  apparent  objective  dis- 
orders of  sensibility.    Even  the  eyes  are  somewhat  better;  fingers 
counted  from  16  to  18  feet  oflF;  Jager  No.  7  read  with  convex 
glasses.   After  the  45th  sitting,  June  1874,  persistent  improvement ; 
walkinc^  and  going  upstairs  quite  easy  ;  no  more  pain  or  numbness  m 
the  leg°s-  feet  no  longer  cold;  sensibility  objectively  quite  normal ; 
the  eyes  also  improving  slowly.    Snellen  No.  200  (A)  recognised  at 
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20  feet;  Jjiger  No.  7  read  with  convex  glasses.  Ophthalmoscopic 
appearances  the  same. 

27.  Observation  bi/ Moritz  Meyer.    Tabes  Dor salis.    Treatment  of 
the  Painful  Points  in  the  Spine. — A  lithographer,  aged  41.  Suffers 
from  ataxia ;  cannot  stand  or  walk  without  support,  has  paresis  of 
the  bladder  and  rectum,  parsesthesife  and  diminution  of  localisint/ 
power  in  both  legs  and  soles  of  the  feet,  disordered  sensibility  in  the 
ulnar  nerves,  lancinating  pains  in  the  legs  and  tenderness  on  pressure 
on  the  4th,  5th,  and  6th  dorsal  vertebrae.    Galvanic  treatment  of  the 
painful  spots  with  the  anode  stabile  had  the  result  that  the  patient 
could  again  walk  about  the  town  for  hours  without  inconvenience. 
Two  years  later  a  relapse,  with  the  same  symptoms,  following  a  chill.' 
The  same  good  results  from  the  same  treatment,  although  not  so 
quickly ;  nor  was  the  improvement  so  complete,  a  certain  number  of 
symptoms  remained  behind,  although  the  patient  recovered  his  motor 
powers  completely. 

28.   Observation  by  Drissen  {communicated  by  Moritz  Meyer) 
Tabes  Dorsalis.  Treatment  of  a  Point  Tender  on  Pressure.— A  gentle- 
man, aged  52,  who  had  suffered  for  6  years  from  lancinatincr  pains 
and,  after  a  chill  caught  subsequently,  from  ataxia  in  an  increasing 
degree.  Gait  very  insecui-e;  standing  very  difficult,  falling  when  the 
eyes  were  shut;  anaesthesia  of  the  soles  of  the  feet,  especially  the  nVht 
The  first  lumbar  vertebra  tender  on  pressure.    Treatment  •  Applica- 
tion of  the  anode  to  this  vertebra,  the  kathode  alternately  right  and 
left  on  the  hip  bone.    After  the  5th  sitting  the  swaying  on  closure 
of  the  eyes  hardly  perceptible,  the  numbness  of  the  soles  of  the  feet 
gone.    The  patient,  able  to  walk  a  long  way  without  a  stick  and 
without  fatigue,  considered  himself  quite  well  and  left  the  place 

29.  Observation  by  Brenner.  Tabes  Dorsalis.  Treatment  of  the 
Pairiful  Spots  on  the  Spine.~A  market  assistant,  aged  42  Well 
marked  tabes  for  a  year ;  syphilis  formerly.  After  premonitoiy  double 
vision,  moderate  lancinating  pains,  fatigue  and  unsteadiness  of  the 
legs  weakness  of  the  bladder,  &c.,  distinct  ataxia  came  on,  with 
analgesia  absence  of  the  tendon  reflexes,  &c.  Intense  girdle  pains 
developed  hemselves  in  two  places,  the  upper  one  for  a  hand's-bre'ad  h 
on  each  sule  of  the  chest,  the  lower  on  the  abdomen,  above  and  below 
the  umbihcus     Galvanic  examination  with  the  kathode  showed  an 

Zt^tl^^mT'  °g  *°       dorsal  vertebra  from  the 

second  to  the  fifth,  and  a  second  on  the  level  of  the  first  three  lumbar 
vertebr.  After  two  weeks  of  treatment  (with  the  anode  stlneUhe 
upper  painful  point  had  quite  disappeared,  and  with  it  the  th  acic 
gudle  pains,  and  after  three  weeks  more  the  lower  painful  spot  was 

B  B  2 


872 


ELE  CTRO  THE  n  APE  UTICS. 


much  improved.  Simultaneous  peripheral  (faradic)  treatment  pro- 
duced marked  improvement  on  the  other  tabetic  symptoms.  (Since 
that  time  the  patient,  who  has  continued  under  my  own  observation, 
has  shown  no  increase  of  his  disease.) 

30.  Observation  by  Moritz  Meyer.  Disease  of  the  Spinal  Cord 
{Tabes  ?).  Treatment  with  the  Faradic  Brush. — A  literary  man,  aged 
54.  Suffered  for  many  years  from  weakness  in  the  limbs,  intense 
periodic  headache, 'and  sensitive  pains  in  the  back  and  in  the  extremi- 
ties ;  the  hands  and  feet  had  almost  refused  theii-  work,  when,  almost 
suddenly,  complete  insensibility  of  the  legs  and  bladder  complications 
set  in.  The  patient  could  not  stand  well,  or  walk  without  support. 
Marked  swaying  when  the  eyes  were  shut ;  gu-dle  pains,  intense  tearing 
pains  in  the  upper  and  lower  extremities  with  partial  anaesthesia,  in- 
continence of  urine,  coldness  of  the  feet.  Treatment :  Application 
of  the  faradic  brush  to  the  extremities  with  a  distinctly  perceptible 
current.  Great  improvement  after  3  sittings.  After  20  sittings 
treatment  ceased  ;  the  patient  could  walk  long  distances  and  use  his 
hands  for  writing,  and  the  pains  were  much  less  severe.  The  improve- 
ment still  continued  a  year  later. 

Zl.  Observation  by  Rumpf.  Tabes  Dorsalis.  Treatment  with  the 
Faradic  Brush.— A  labourer,  aged  40.  Never  had  syphilis,  had  worked 
a  great  deal  in  wet  sand.  In  the  course  of  11  years,  during  which 
lancinating  pains  had  been  present,  his  powers  had  gradually  dimi- 
nished :  first  a  severe  gastric  afiection  {arise  gastrique  ?),  then  great 
weakness  in  the  legs,  with  abnormal  sensations  in  the  feet  and  hands, 
girdle  pains,  weakness  of  the  bladder,  and,  finally,  such  an  increase  in 
the  difficulties  that  the  patient  could  only  walk  short  distances  with 
great  trouble  and  with  the  help  of  a  stick.  Objectively  there  was 
undoubted  ataxia  of  the  upper  and  lower  extremities  with  retained 
motor  power,  analgesia  of  the  whole  surface  of  the  body,  diminution 
of  the  sense  of  touch  and  of  temperature,  impairment  of  sensory 
localisation,  intense  feeling  of  fatigue,  girdle  pains  and  bladder 
weakness,  absence  of  all  the  tendon  reflexes.  No  swaying  on  closure 
of  the  eyes.    Argyll-Robertson  pupU  not  present. 

Treatment  with  the  faradic  brush  :  Anode  on  the  sternum,  the 
brush  being  passed  over  the  back  and  then  over  the  extremities  twice 
for  about  10  minutes  every  other  day.  After  the  fifth  brushing  the 
pains  almost  disappeared,  girdle  pains  less,  sensibility  improved 
After  4  weeks  marked  improvement  in  all  directions,  weariness  and 
uncertainty  of  the  legs  alone  remaining.  Galvanisation  of  the  back, 
alternating  with  the  faradic  brushing,  was  now  had  recouije  to, 
and  after  5  weeks  longer  the  patient  was  discharged,  well  and  able 
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to  work.  The  only  objective  symptoms  were  the  absence  of  the 
tendon  and  plantar  reflexes  and  the  impairment  of  the  sensory 
localisation.  At  the  end  of  one  year  the  improvement  still  continued  ; 
the  patellar  reflex  was  still  absent,  but  the  tendon  reflex  in  the  upper 
extremity  and  the  plantar  reflex  had  returned. 

32.  Personal  Observation.  Spastic  Spinal  Paralysis.  (Myelitis 
Dorsalis  chronica  ?). — A  woman,  aged  30.  Ill  for  5  years  :  weakness 
of  the  legs,  with  subjective  coldness  and  numbness,  never  any  pain ; 
gradually  getting  worse,  and  lately  with  weakness  of  the  arms  super- 
added ;  inability  to  stand  or  to  walk  absolute  for  the  last  half-year. 
Sphincters  normal.  Condition  :  Both  lower  extremities  paretic  in  a 
high  degree ;  movements  slow  and  uncertain.  The  legs  at  the  same 
time  in  a  certain  rigidity  ;  very  great  tension  of  the  muscles  and  con- 
tractions on  passive  movements ;  increase  of  the  tendon  reflexes  (foot 
clonus).  Sensibility  hardly  disturbed ;  formication  present ;  sense  of 
touch,  pain,  and  space  objectively  normal ;  only  in  one  or  two  places 
an  insignificant  diminution  of  the  sense  of  temperature.  Cutaneous 
reflexes  somewhat  increased  ;  bladder  normal.  Upper  extremities  not 
markedly  affected ;  head  and  cerebral  nerves  quite  normal. 

Galvanic  treatment  of  the  cord,  including  the  cervical  sympa- 
thetic. Surprising  result ;  even  after  5  weeks  considera'ble  improve- 
ment; bgs  easier  and  more  supple,  movements  quicker  and  stronger, 
muscular  rigidity  almost  disappeared.  Gait  still  awkward  and  stiff". 
After  2  months  more  the  improvement  still  continued  to  advance, 
although  more  slowly.  Sensibility  normal ;  motility  much  better, 
although  not  yet  quite  as  it  should  be  ■  the  patient  still  feels  very 
weak,  but  can  walk  across  a  room  and  go  upstairs  alone.  Some 
amount  of  muscular  rigidity  and  ankle  clonus  still  present.  Dis- 
chai^ged. 

33.  Personal  Observation.  Poliomyelitis  anterior  sahacuta. — A 
stove-maker,  aged  47.  Had  suffered  a  long  time  from  a  feeling  of 
fatigue  in  the  legs.  Fell  ill  in  the  beginning  of  October  1878  with 
slight  feverishness  and  a  feeling  of  weight  and  moderate  pain  in  the 
lower  extremities ;  on  the  following  day  great  weakness,  so  that  he 
had  to  walk  very  slowly ;  the  day  after  he  collapsed  on  going  out,  and 
in  the  cour.^e  of  8  or  10  weeks  the  weakness  had  increased  to  com- 
plete paralysis  of  the  legs,  which  lasted  for  about  a  week  ;  then  some 
movements  began  gradually  to  return.  The  pain  at  the  same  time 
became  more  severe,  to  disappear  again  with  the  improvement  in  the 
paralysis;  there  was,  however,  no  partesthesia,  no  disturbance  of 
sensibility.  No  convulsions;  bladder  normal.  Some  numbness  in 
the  hands  and  a  little  pain  in  the  arms.    Condition  in  the  end  of 
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November  1878  :  Head  and  cerebral  nerves  quite  unaffected,  as  also 
the  muscles  of  the  neck  and  shoulders.  Upper  extremities  normal  in 
motility  and  sensibility,  only  a  little  sinking  in  of  the  first  interosseous 
space.  Tendon  reflexes  present  on  both  sides.  Abdominal  muscles 
normal.  In  the  lower  extremities  marked  paresis  of  the  whole 
crural  region  on  both  sides,  the  adductors  and  the  tibial  region  also 
paretic,  the  region  supplied  by  the  peroneal  nerve  alone  showing  no 
paresis.  Sensibility  of  the  lower  extremities  entirely  normal  in  every 
respect.  Cutaneous  reflexes  present ;  tendon  reflexes  absent,  except 
a  trace  of  patellar  reflex  on  the  left  side.  The  paretic  muscles  all 
atrophic  to  a  gi-eater  or  less  extent,  and  all  very  tender  and  painful 
on  pressure  and  on  percussion,  especially  the  crural  region  and  the 
calf.  Electrical  examination  shows  degenerative  reaction  every- 
where, either  complete  or  partial,  as  well  as  in  the  peroneal  region  on 
both  sides.  Galvanic  treatment :  20  elements  ascending  or  descending 
through  the  cord,  especially  over  the  lumbar  enlargement,  and  from 
24  to  26  elements,  with  kathode  labile  and  with  reversal  of  the  current, 
to  the  nerves  and  muscles  of  the  legs.  Considerable  improvement 
even  after  6  days :  patient  could  walk  without  a  stick.  After  10 
days  patient  was  out  of  bed  and  walking  about  the  room,  feeling 
stronger ;  the  muscles  of  the  legs  firmer,  and  no  longer  so  painful  on 
pressure.  Marked  improvement  after  4  weeks,  but  the  reaction  of 
degeneration  was  still  present,  and  the  tendon  reflexes  still  absent. 
Pause  in  the  treatment,  which  was  resumed  after  4  weeks.  The  im- 
provement went  on  during  that  time,  and  on  February  6,  1879,  the 
patient  was  discharged  almost  cured.  The  motility  was  excellent ; 
the  RD  was  still  distinctly  perceptible  only  in  the  peroneal  region, 
but  the  tendon  reflexes  were  still  absent.  The  circumference  of  the 
legs  had  greatly  increased.  The  further  progress  of  the  case  was  to 
complete  cure  and  ability  to  work. 

34.  Personal  Observation.  Chronic  Anterior  Poliomyelitis  {Middle 
Form).—A.n  engine-driver,  aged  36.  Fell  ill  in  February  1877  with 
pains  in  the  left  arm  and  diminution  of  its  strength  and  its  size.  In  the 
end  of  August  the  same  symptoms  came  on  in  the  left  lower  extremity, 
and  in  the  middle  of  November  in  the  right  also— deep-seated  pains, 
weakness,  and  wasting.  Sphincters  quite  normal.  Condition  in  the  end 
of  November  1877  :  Pronounced  paresis  of  both  legs;  no  atiixia  or" 
swaying  on  closure  of  the  eyes.  Sensibility  normal  in  all  directions. 
Muscles  very  tender  on  pressure.  Cutaneous  reflex  weak,  tendon 
reflex  very  well  marked.  Muscles  of  the  trunk  and  of  the  right 
upper  extremity  normal.  Left  upper  extremity  paretic  and  wasted, 
ts  sensibility  normal,  its  muscles  tender  on  pressure.    Tendon  rc- 
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flexes  intense.  Brain  and  cerebral  nerves,  spinal  column,  bladder, 
&c.,  normal.  Distinct  atrophy  of  both  legs ;  no  fibrillaiy  contractions. 
Electrical  examination  shows  partial  RD  very  well  marked,  especially 
in  the  legs  and  in  the  radial  region  of  the  left  upper  extremity. 
Treatment :  Stabile  galvanic  currents  only  to  the  cord.  Distinct  im- 
provement even  after  the  third  sitting  :  intermission  of  pain,  return 
of  power,  improvement  in  nutrition  of  muscles.  Improvement  con- 
tinued to  advance,  the  weakness  disappeared,  the  RD  receded  gradu- 
ally, the  muscles  became  firmer  and  larger,  and  by  the  end  of  March 
1878  the  patient  could  be  regarded  as  nearly  cured. 

35.  Personal  Observation.  Progressive  Muscular  Atrophy  (^Spinal 
Form). — A  brewer,  aged  26,  without  any  hereditary  taint,  noticed 
slight  weakness  in  the  right  hand  since  the  winter  of  1872-73,  com- 
bined with  formication  and  occasional  twitching  in  the  small  muscles 
of  the  hand  ;  a  little  functional  weakness  also  in  right  shoulder  and  a 
gradual  wasting  of  the  interosseous  spaces  in  the  right  hand  (espe- 
cially the  first) ;  these  disturbances  progressing  very  slowly.  For  a 
year  and  a  half  the  same  also  in  the  left  hand — weakness,  fibrillary 
contractions,  and  wasting  of  the  interosseous  spaces.  Lately  also  a 
certain  amount  of  weakness  in  the  legs,  especially  the  right.  Other- 
wise healthy ;  no  syphilis  or  any  other  apparent  cause  for  the  disease. 
Condition  on  May  1,  1879  :  Slight  claw-hand  on  right  side,  inter- 
osseous spaces  deeply  sunk  ;  atrophy  of  the  hypothenar  muscles  and, 
in  a  much  less  degree,  of  the  thenar  also.  Movements  of  the  fingers 
limited  and  awkward ;  the  interossei,  however,  not  completely  paralysed- 
Right  forearm  markedly  wasted  in  its  lower  third  ;  much  fibrillary 
twitching,  especially  in  the  extensors.  Muscles  of  the  upper  arm 
somewhat  weak,  also  with  much  fibrillary  twitching,  especially  in 
the  triceps.  Deltoid  still  completely  unaffected.  The  left  upper  ex- 
tremity presented  the  same  symptoms,  but  in  a  somewhat  less  degree. 
Dynamometer  :  right,  13°;  left,  19°.  Sensibility  quite  normal.  No 
abnormality  in  the  legs.  Atrophy  of  individual  muscles  of  the  back 
—trapezius,  latissimus  dorsi,  sacrolumbalis— otherwise  all  normal. 
Electrical  examination  showed  partial  RD  very  much  pronounced  in 
the  atrophic  muscles  of  the  hand. 

Galvanic  treatment :  Galvanisation  of  the  sympathetic,  then  A 
stabile  on  the  cervical  and  lumbar  enlargements,  and  afterwards  K 
stabile  on  the  same  parts.  Then  A  on  the  back  of  the  neck,  and  K 
labile  through  the  nerves  and  muscles  of  the  upper  extremities,  espe- 
cially of  the  forearm  and  hand.  On  May  15  dynamometer:  right,  U°  ; 
left,  19°,  On  June  7,  after  26  sittings,  a  decided  improvement' 
dynamometer,  right,  19°  ;  left,  33°,    The  arms  decidedly  stronger  • 
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patient  can  do  more  with  his  hands  than  before,  and  has  more 
skill  and  strength  in  them.  The  parjesthesisB  in  the  arms  disappeared. 
Discharged,  to  continue  treatment  at  home. 

It  would  be  easy  to  increase  the  number  of  such  observations 
very  considerably ;  but  these  examples  will  be  sufficient.  In 
choosing  them  I  was  guided  by  the  wish  to  select  cases  in 
which  electricity  had  undoubtedly  had  a  rapid  and  a  more  or 
less  satisfactory  result,  and  in  which  it  had  been  employed 
exclusively  or  nearly  so.  It  would  be  particularly  easy  to 
accumulate  cases  in  which  electricity  has  been  successful  only 
after  lengthened  and  repeated  applications,  perhaps  combined 
or  alternating  with  other  courses  of  treatment,  as  in  severe 
chronic  diseases  of  the  cord — tabes,  chronic  myelitis,  spastic 
spinal  paralysis,  spinal  infantile  paralysis,  &c. — and  in  cases  of 
protracted  and  obstinate  neurastheniee.  But  such  cases  cannot 
be  used  as  material  for  argument,  and  do  not,  in  the  end,  teach 
more  than  the  others ;  they  can  only  serve  as  a  somewhat  broader 
basis  for  what  has  to  be  subsequently  said  about  the  separate 
diseases. 

It  cannot,  of  course,  be  concealed  that  the  electrothera- 
peutics of  spinal  diseases  presents  an  extraordinarily  large 
number  of  failures,  many  more  than  of  successes,  and  a  great 
many  more  than  is  to  be  desired  in  the  interests  of  the  patients. 
But  this  is  to  be  expected  from  the  nature  of  the  diseases  con- 
cerned, though  it  must  not  cause  us  to  despair  of  our  therapeu- 
tical endeavours. 

The  observations  given  above,  as  well  as  all  the  experiments 
which  have,  up  to  the  present  time,  been  made  on  this  subject, 
teach  us  that  a  beneficial  action  from  electric  currents,  in 
many  classes  of  spinal  diseases,  is  possible,  and  has  been  firmly 
established  by  unequivocal  testimony.  And  that  is  a  very 
important  result  when  contrasted  with  the  hopelessness  of  the 
former  treatment  in  a  great  part  of  these  diseases. 

You  will  further  learn  that  this  beneficial  action  may  be 
expected,  first,  in  simple  functional  disorders  of  the  cord— in 
neurasthenia,  spinal  irritation,  concussion  of  the  spinal  cord, 
perhaps  in  acute  ascending  paralysis,  &c.— and  that  here,  just 
as  in  the  case  of  the  brain,  the  exciting  and  modifying  actions 
of  the  electric  currents  are  first  to  be  thought  of ;  though 
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perhaps  their  vasomotor  and  katalytic  actions  may  possibly  play 
a  still  greater  part,  as  they  help  to  remove  the  supposed  more 
minute  disorders  of  nutrition. 

Also  in  circulatory  disorders  of  the  cord  (hypersemias, 
anaemias,  increased  transudation)  it  is  at  least  probable  that, 
as  in  the  brain,  good  effect  may  be  attained  by  means  of 
direct  or  indirect  action,  and  especially  by  reflex  action  from 
the  skin,  but  it  does  not  seem  practicable  to  particularise  these 
effects  more  exactly  at  the  present  time.  The  experiments  of 
Lowenfeld,  who  claims  to  have  obtained  dilatation  of  the  vessels 
of  the  spinal  pia  mater  by  the  descending  current  (A  in  the 
nape)  and  contraction  by  the  ascending  current  (K  in  the  nape), 
are  surrounded  by  too  many  difficulties,  and  have  not  been 
tested  with  sufficient  accuracy  to  form  a  firm  basis  for  thera- 
peutical treatment,  especially  as  in  most  pathological  cases  we 
do  not  exactly  know  which  condition  of  the  spinal  vessels  is 
the  more  desirable  to  induce.  The  vasomotor  and  katalytic 
actions  of  the  current  may  also  be  valuable  in  the  sequelee  of 
haemorrhage  or  softening  of  the  cord. 

Finally,  the  same  beneficial  result  may  be  expected  in  all 
kinds  of  obvious  disorders  of  nutrition  and  grosser  anatomical 
changes — such  as  the  sequelee  of  acute  meningitis  and  myelitis, 
the  chronic  forms  of  these  inflammations,  myelitis  from  com- 
pression, sclerosis,  -grey  degeneration,  atrophy,  &c. — and  here 
we  have  to  fall  back  upon  the  oft-mentioned  katalytic  action, 
which  we  have  so  often  seen  exerted  on  the  external  parts.  The 
influences  of  the  electric  current  on  circulation,  tissue  meta- 
morphosis, nutrition,  circulation  of  lymph,  and  the  stimulation 
of  trophic  centres  and  tracts  may  certainly  accomplish  much 
here  which  could  not  always  be  predicted  with  certainty  before- 
hand. 

We  must  certainly  acknowledge  to  ourselves  (and  the  many 
failures  of  the  electrical  treatment  teach  us  so  in  a  most 
emphatic  manner)  that  there  are  many  forms  of  disease  and 
many  cases  in  which  we  can  expect  nothing  from  electrothera- 
peutics or  from  any  other  remedy,  as  when  there  are  long- 
standing and  far  advanced  chronic  inflammatory  and  degenera- 
tive changes,  in  cases  of  severe  contusions  and  hemorrhages, 
with  their  sequelae,  and  similar  conditions.  ' 
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There  are  many  ways  and  methods  of  attaining  the  various 
therapeutical  ends  desii-ed.  We  can  treat  the  cord  directly,  or 
seek  to  influence  it  in  an  indirect  manner,  from  certain  vaso- 
motor (and  trophic  ?)  nervous  tracts,  or  reflexly  from  the  skin, 
just  as  we  do  in  the  case  of  the  brain. 

The  galvanic  current  is  to  be  used  chiefly  and  almost  ex- 
clusively for  the  direct  treatment  of  the  cord ;  in  most  cases 
the  vasomotor  and  katalytic  actions  have  to  be  taken  into  con- 
sideration, and  for  such  the  galvanic  current  is  far  superior  to 
the  faradic,  irrespective  of  the  fact  that  it  penetrates  more 
easily  to  the  required  depths  than  the  faradic.  The  faradic 
current  has,  indeed,  for  a  long  time  taken  quite  a  subordinate 
place  in  the  treatment  of  spinal  diseases,  and  only  further  ex- 
perience can  decide  whether  Lowenfeld's  recent  recommendation 
of  it  for  the  direct  treatment  of  the  spinal  cord,  especially  in 
functional  disorders,  is  warranted. 

For  most  of  the  effects  required  here,  especially  for  the 
katalytic  and  vasomotor,  but  not  less  for  the  stimulating  and 
modifying,  it  is  the  first  and  indispensable  condition  that  the 
current  should  be  allowed  to  act  on  the  diseased  part  with  a 
sufficient  strength,  density,  and  duration.  This  condition 
must,  therefore,  determine  in  the  first  instance  the  method  of 
the  application. 

It  is  still  doubtful  in  how  far  the  action  of  the  separate 
poles  influences  the  result  of  the  application ;  both  poles  ai-e 
very  much  of  equal  value  for  the  katalytic  actions,  varying 
perhaps  only  quantitatively,  and  the  same  may  be  said  of  the 
vasomotor  actions ;  for  stimulating  and  especially  for  modifying 
effects,  on  the  other  hand,  the  choice  of  the  pole  for  the 
diseased  part  is  certainly  not  indifferent;  it  must  be  determined 
according  to  the  general  rules,  but  must  be  tested  experiment- 
ally in  each  individual  case. 

We  know  still  less  certainly  whether  the  direction  of  the 
current  plays  any  part  in  the  treatment  of  the  spinal  cord  ;  it  is 
very  probably  quite  indifferent  for  the  katalytic  and  vasomotor 
actions,  although  the  experiments  of  Lowenfeld  imply  that 
ascending  and  descending  currents  in  the  cord  have  a  different 
effect  on  the  contents  of  the  vessels  ;  Lowenfeld  is  inclined 
to  ascribe  this  fact  to  the  varying  action  of  the  two  poles  on  the 
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vasomotor  centres  in  the  cervical  cord.  The  choice  of  the  indi- 
vidual pole  is  certainly  the  principal  thing  in  the  stimulating 
and  modifying  effects,  and  the  direction  of  the  current  a 
secondary  matter.  However,  it  is  perhaps  not  indifferent  what 
relative  position  the  two  poles  bear  to  each  other  on  the  cord 
— which  section  of  the  cord  is  influenced  by  the  kathode  and 
which  by  the  anode  at  the  particular  time — and  in  this  sense 
the  direction  of  the  current  may  be  of  some  importance. 
Therapeutical  experience  alone  can  decide  this  question  finally, 
and  although  a  conclusion  is  not  yet  nearly  arrived  at  still 
most  electricians  are  inclined  to  give  the  preference  to  one 
direction  or  another  in  the  treatment  of  certain  forms  of  disease. 
Thus  I  prefer  the  ascending  current  in  spinal  weakness,  chronic 
degenerative  processes,  &c.,  and  the  descending  only  in  more 
irritative  conditions ;  but  both  directions  may  be  employed 
alternately  in  order  to  influence  the  spinal  cord  as  intensely 
as  possible. 

Having  regard  to  these  rules,  the  method  of  application  in 
the  different  cases  becomes  evident :  the  chief  condition  is  a  per- 
meation of  the  spinal  cord  by  the  current,  as  complete  and  as 
intense  as  possible,  to  which  end  the  deep  position  of  the  organ 
demands  tolerably  strong  currents.  You  choose,  therefore, 
large  electrodes,  and  place  them  as  far  apart  as  possible,  so  that 
the  current  may  penetrate  properly  through  the  tissues  (cf.  the 
previous  explanation,  Lect.  IV.,  p.  60).  The  use  of  small 
electrodes  is  to  be  avoided,  and  it  is  also  wrong  to  place  them 
very  near  each  other  (e.g.  on  each  side  of  the  spinous  processes 
on  the  same  level,  as  many  physicians  do) ;  by  that  means  the 
dorsal  muscles  and  the  vertebral  processes  are  galvanised,  but 
not  the  spinal  cord.  I  generally  use  my  'large  electrodes  '  (60  to 
100  sq.  centimetres  in  diameter),  and  for  very  stout  patients  the 
'  very  large  '  size.'  The  application  must  be  made  as  much  as 
possible  with  the  whole  surface.  If  the  spinous  processes  of  the 
vertebrae  are  very  prominent  the  disks  must  be  directed  some- 
what to  the  side,  and  in  that  case  it  is  best  to  place  one  to  the 
left  and  the  other  to  the  right  of  the  spinous  processes.  Seelig- 

'  V.  Ziemssen  recommends  very  long,  slightly  curved  plates,  which  cover 
nearly  the  whole  back,  and  of  "course  admit  of  a  complete  penetration  of  the 
cord  by  the  current. 
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miiller  has  tried  to  get  over  this,  which  is  sometimes  a  great 
disadvantage  in  very  thin  patients,  by  constructing  a  special 
electrode  in  the  form  of  two  parallel  metal  bars,  rounded  and 
covered  with  sponge,  between  which  the  '  spinous  processes  lie 
when  it  is  applied.  You  will  always  manage  quite  well,  how- 
ever, even  without  this  electrode. 

It  is  important,  for  obvious  reasons,  to  expose  the  diseased 
part  as  directly  as  possible  to  the  action  of  the  pole — to  place 
it  under  the  electrode  in  its  whole  extent.  You  will  choose  the 
one  pole  or  the  other  according  to  the  conditions  of  things,  and 
in  most  cases,  especially  when  a  katalytic  action  is  desired,  you 
will  do  well  to  let  both  poles  act  successively  on  the  diseased 
part. 

The  more  particular  method  of  application  must,  of  course, 
be  determined  by  the  anatomical  relations  of  the  individual 
case ;  and  here  it  is  allowable  to  make  a  distinction  between 
the  longitudinal  diseases  of  the  cord  (systematic  degeneration 
and  the  like)  and  circumscribed  diseases  (foci  of  disease  with 
very  limited  longitudinal  extension,  transverse  myelitis,  spinal 
infantile  paralysis,  spinal  apoplexy,  &c.) 

For  circumscript  diseases  it  is  best  to  cover  the  diseased 
part  entirely  with  one  electrode,  and  to  apply  the  other  to  the 
anterior  surface  of  the  trunk  exactly  opposite,  so  that  the  dis- 
eased part  may  fall  in  the  course  of  the  line  connecting  the  two. 
In  this  way  the  passage  of  the  current  may  be  most  thoroughly 
secured.  As  these  diseased  spots  occur  generally  in  the 
enlargements  of  the  cord  you  must  consider  specially  the 
relative  position  of  the  enlargements  to  the  different  sections  of 
the  spinal  column  in  applying  the  electrodes  (vide  p.  30).  Ac- 
cording to  indication  or  inclination  you  will  choose  the  one  pole 
or  the  other  for  application  to  the  back,  or  you  may  let  both 
successively  act  in  this  manner. 

If  you  are  of  the  opinion  that  such  a  purely  transverse 
current  is  not  so  effectual  you  may  allow  the  one  pole  to  re- 
main over  the  diseased  part,  and  place  the  other  either  above  or 
below  on  the  spine,  as  far  away  as  possible ;  or  you  may,  in  certain 
circumstances,  include  the  diseased  spot  between  the  two  elec- 
trodes, placed  upon  the  back,  not  too  far  from  each  other.  I 
have  often  carried  out  the  latter  method  in  myeUtis  from  com- 
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pression,  with  very  prominent  kyphosis,  by  placing  the  one  pole 
above  and  the  other  below  the  kyphosis,  and  so  bringing  the 
disease  almost  directly  into  the  region  of  densest  current 
diffusion. 

In  Longitudinal  diseases  (tabes,  pyramidal  sclerosis,  multiple 
sclerosis,  secondary  degeneration,  &c.)  you  will  do  best  to  apply 
both  poles  to  the  back,  the  one  on  the  nape  of  the  neck  and  the 
other  in  the  lumbar  region.  A  stabile  action  is  generally 
desirable  ;  but  the  points  of  application  must  of  course  be  varied, 
in  order  to  bring,  if  possible,  the  whole  extent  of  the  diseased  parts 
under  the  influence  of  the  densest  current  diffusion.  Thus  you 
fix  the  lower  pole  for  example,  and  let  the  upper  one  come 
gradually  downwards  over  the  whole  length  of  the  cord  (3  or  4 
moves  are  usually  sufficient) ;  then  you  do  the  same  with  the 
lower  pole  upwards,  the  upper  one  being  fixed.  You  can  also 
get  the  same  effect  if  you  fix  the  one  pole  on  the  anterior  sur- 
face of  the  trunk  (sternum  or  epigastrium)  and  let  the  other 
act  stabile  upon  the  whole  length  of  the  spine  successively ;  and 
this  may  be  done  with  both  poles  consecutively. 

The  determination  of  which  pole  shall  be  allowed  to  act, 
chiefly  or  exclusively,  on  the  diseased  spot  in  these  different 
forms  of  spinal  disease  must  depend  on  the  pecuharities  of  the 
individual  case,  on  the  indications  to  be  fulfilled,  on  the  views 
of  the  practitioner,  and  especially  on  therapeutical  experience. 
Eather  uncertain  rules  are  all  that  can  yet  be  given  for  the 
choice  of  the  poles  :  thus  it  is  customary  to  prefer  the  anode 
in  cases  of  irritation,  in  recent  active  morbid  processes,  in  very 
irritable  and  sensitive  patients ;  and  the  kathode  where  sym- 
ptoms of  paralysis  or  weakness  predominate,  in  older  and  more 
torpid  morbid  processes  (grey  degeneration,  sclerosis,  &c.)  and 
in  less  irritable  patients.  At  the  same  time,  whenever 
katalytic  effects  are  principally  desired,  both  poles  should  be 
employed  successively. 

You  must  at  first  be  extremely  cautious  about  the  intensity 
and  the  duration  of  the  application.  Choose  weak  currents  at 
first,  and  work  only  with  a  galvanometer  in  the  circuit  (5  to  20 
ma.  or  20°  to  45°  N  defl.  with  150  ohms  are  generally  sufficient). 
The  duration  of  the  single  applications  must  not  at  first  exceed 
one  or  two  minutes,  so  that  the  whole  sitting  may  not  last 
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longer  than  from  4  to  8  minutes.  If  you  see  that  the  current 
is  well"  borne  you  may  increase  the  time  slowly.  But  it  often 
happens  that  too  prolonged  sittings  with  too  strong  currents 
act  unfavourably  rather  than  beneficially,  leaving  behind  them 
a  feeling  of  fatigue  and  heaviness,  increased  pain  and  paraes- 
thesise,  disturbed  sleep,  &c.;  you  must  seek  to  avoid  this  as 
much  as  possible.  The  cases  for  prolonged  applications  must 
always  be  chosen  with  the  greatest  care.  For  the  frequency  of 
the  sittings  and  the  duration  of  the  whole  course  of  treatment 
the  general  rules  are  applicable  (Lect.  XV.) 

For  the  indirect  treatment  of  the  spinal  cord  the  so  called 
indirect  katalysis  of  Eemak  comes  under  consideration ;  i.e.  the 
action  on  those  vasomotor  (and  trophic)  nerve  tracts  which  have 
a  special  influence  on  the  circulation  and  nutritive  processes 
in  the  cord.  To  this  end  the  cervical  sympathetic  has  always 
been  acted  upon,  although  Eemak  has  now  and  then  acted 
also  on  the  thoracic  and  abdominal  ganglia.  It  is  certainly 
difficult  to  say  what  justification  there  is  for  this,  as  we  recog- 
nise in  the  sympathetic  only  some  fibres  proceeding  from  the 
spinal  cord.  Still  the  plexuses  of  the  vertebral  and  spinal 
arteries,  coming  from  the  sympathetic,  may  be  of  some  influence 
here;  and  so  may  the  vasomotor  tracts  for  the  intercostal 
arteries.  Besides,  experience  seems  to  teach  that  treatment  of 
the  sympathetic  is  not  without  advantage  in  certain  spinal 
affections  (Flies)  ;  and  this  may  specially  be  the  case  in  those 
affections  which  extend  into  the  cervical  section  of  the  cord, 
implicating  the  pupils,  the  cerebral  nerves,  and  the  brain  itself 
(e.g.  tabes).  I  have,  therefore,  frequently  employed  a  method 
of  spinal  treatment  which  produces  a  simultaneous  effect  on 
the  cervical  sympathetic ;  the  kathode  ('  medium '  electrode)  is 
fixed  over  the  superior  ganglion  on  one  side,  and  the  '  large ' 
anode  on  the  opposite  side  of  the  spine,  close  to  the  spinous 
processes,  applied  first  stabile  to  the  lower  cervical  and  upper 
dorsal  vertebr£E,  then  gradually  proceeding  downwards  by 
steps  resting  a  little  time  on  each  place;  3  or  4  successive 
places  will  be  enough,  and  the  same  procedure  is  then  repeated 
on  the  other  side,  1  to  H  mi^^^e  being  enough  for  each 
side  I  then  generally  let  the  kathode  act  stabile  on  the 
Bpinal  column,   applied  successively  to  various  points,  the 
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anode  being  fixed  over  the  lower  lumbar  vertebrae  (also  for 
1  to  1^  minute).  It  is  possible  that  this  procedure  may  act 
beneficially  only  because  a  better  penetration  of  the  cord 
by  the  current  is  attained  by  the  placing  of  one  electrode 
on  the  anterior  surface  of  the  neck ;  in  any  case  I  believe  I 
have  often  employed  it  with  advantage.  Of  course  you  may 
also  employ  the  ordinary  galvanisation  of  the  sympathetic  as 
well  as  the  ordinary  galvanisation  of  the  cord. 

Another  manner  in  which  to  influence  the  cord  indirectly 
is  reflex  stimulation  from  the  sidn  by  means  of  irritation  of 
the  cutaneous  nerves ;  it  is  quite  beyond  a  doubt  that  we  can 
influence  the  spinal  cord  by  this  means,  either  by  inducing  a 
direct,  modifying  action  on  the  nerve  elements  themselves,  as 
in  functional  disturbances,  minute  nutritive  disorders,  &c.,  or 
by  an  action  on  the  vessels,  just  as  we  do  in  the  case  of  the  brain 
(Eumpf).  But  only  accumulated  experience  can  show  what 
the  truth  is  about  this  point. 

You  can  get  such  a  reflex  action  either  by  means  of  '  general 
faradisation'  (and  this  is  specially  recommended  by  Lowenfeld) 
or,  according  to  Eumpf,  by  means  of  the  application  of  the 
faradic  brush  to  the  greater  part  of  the  cutaneous  surface  of  the 
trunk  and  extremities,  as  follows  :  the  anode  being  fixed  on  the 
sternum,  the  back  and  the  different  extremities  are  to  be  stroked 
with  the  faradic  brush  until  considerable  redness  is  produced, 
this  to  be  repeated  twice,  and  the  whole  sitting  to  last  for  10 
minutes,  the  strength  of  the  current  being  such  as  to  be 
decidedly  felt,  about  midway  between  that  necessary  for  the 
minimum  of  sensation  and  farado-cutaneous  pain.  Here  also 
great  caution  and  a  gradual  increase  of  the  current  are 
demanded. 

We  cannot  for  the  present  decide  whether  the  so  called 
dijplegic  excitation,  carried  out  by  Eemak  and  much  vaunted  in 
certain  spinal  affections  (vide  Lect.  XL,  p.  222),  has  really  an 
important  therapeutical  value;  it  has  not  as  yet  been  of  any 
service  to  me  in  various  trials  which  I  have  made  of  it  any 
more  than  it  has  been  to  others,  and  it  has  lately  fallen  com- 
pletely into  oblivion. 

Finally,  a  method  which  is  applicable  here  must  not  be 
omitted,  VIZ.  thetreatment  of  certain  painful  and  tender  spots. 
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which  has  undoubtedly  excellent  results  in  many  cases  (Moritz 
Meyer,  Brenner,  Oniraus  and  Legros  ;  see  also  Obs.  27,  28, 
and  29,  given  above).  I  have  already  said  what  was  necessary 
about  this  method  in  the  General  Part  (see  Lect.  XIV.) 
Wherever  such  painful  spots  are  discovered,  either  by  pressure 
or  by  testing  with  the  kathode  (according  to  Brenner),  they 
must  be  made  the  subject  of  therapeutical  experiment  (the 
anode  stabile  over  these  points,  with  a  weak  current).  Unfor- 
tunately the  occurrence  of  such  tender  and  painful  points  is  by 
no  means  frequent ;  I  at  least  have  often  looked  in  vain  for 
them. 

Bat  the  electrotherapeutical  tasks  are  often  not  exhausted 
by  the  employment  of  all  these  methods ;  a  whole  series  of 
symptoms  may  be  the  subject  of  special  electrical  measures, 
such  as  the  parsesthesise  and  ansesthesise,  the  hyper^sthesiae, 
pains,  and  neuralgias  which  occur  in  so  many  spinal  diseases. 
More  frequently  pareses  and  paralyses  and  their  accompanying 
muscular  atrophy,  with  the  rarer  symptoms  of  motor  irritation, 
such  as  spasms,  muscular  rigidity  and  contractions  ;  or  weak- 
ness of  the  bladder  and  rectum,  pollutions,  spermatorrhoea 
and  impotence,  may  require  a  specially  directed  electrical 
treatment ;  indeed,  even  for  decubitus  the  application  of  the 
galvanic  current  (in  the  form  of  a  simple  galvanic  element)  has 
been  advised  (Hammond).  I  shall  give  you  more  details  about 
these  modes  of  procedure  in  the  course  of  subsequent  lectures, 
and  I  shall  also  mention  some  of  them  in  treating  of  the 
individual  spinal  diseases  themselves.  But  in  all  cases  the 
methods  to  be  employed  must  always  be  chosen  with  special 
reference  to  the  fundamental  spinal  affection,  and  the  sym- 
ptomatic treatment  must  always  be  merely  an  adjunct  to  the 
direct  treatment  of  the  cord  of  the  fundamental  disease,  which 
must  in  aU  circumstances  be  the  chief  consideration. 
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LECTUEE  XX. 

Treatment  of  the  Individual  Spinal  Diseases— Electro-diagnostic  Preliminary 
Eemarks:  1,  Spinal  Meningitis;  2,  Meningeal  Apoplexy ;  3,  Functional 
Spinal  Diseases,  Concussion,  Spinal   Irritation,  Spinal  Neurasthenia; 

4,  Hajmorrhages   into  the   Spinal   Cord,   Severe   Traumatic  Lesions  ; 

5,  Myelitis,  Multiple  Sclerosis ;  6,  Tabes  Dorsahs,  direct  Galvanic  Treat- 
ment, Treatment  of  the  Tender  Spots,  Farado-cutaneous  Brushing ; 
7,  Spastic  Spinal  Paralysis;  8,  Acute  Anterior  Poliomyelitis  (Spinal 
Infantile  Paralysis)  ;  Electrical  Diagnosis,  Electrical  Treatment ;  9,  Sab- 
acute  and  Clii-onic  Anterior  Poliomyelitis;  10,  Progi'essive  Muscular 
Atrophy,  Behaviour  of  the  Electrical  Irritability,  Juvenile  Form,  Methods 
of  Treatment,  Amyotrophic  Lateral  Sclerosis;  11,  Acute  Ascending 
Paralysis ;  12,  Secondary  Degenerations. 


Befoee  proceeding  to  give  you  a  short  account  of  the  treatment 
of  the  individual  forms  of  spinal  disease,  I  must  mention  that, 
with  reference  to  their  electro-diagnosis,  every  pobsible  alteration 
of  the  electrical  excitability  may  occur  in  them.    The  pheno- 
mena depend  almost  exclusively  on  the  implication  of  the  grey 
substance  in  the  lesion  ;  if  a  portion  of  it  is  affected,  and 
severely  injured,  ED,  either  partial  or  complete,  appears  in  the 
correspondmg  nem-o-muscular  region  ;  this  fact  is  of  great  im- 
portance for  the  prognosis  in  many  cases,  for  it  points  to  a 
rapidly  advancing  atrophy  of  the  muscles.    But  if  the  grey 
substance  (the  anterior  columns)  is  not  implicated,  there  is 
no  qualitative  change  in  the  excitability,  or,  at  all  events,  no 
degenerative  reaction.    Various  grades  of  simple  diminution, 
rarely  of  increase,  in  the  electrical  excitability  may,  however 
be  observed.    The  diminution  is  mainly  caused,  in  such  cases,' 
by  the  consequent  inactivity  of  the  motor  apparatus  ;  also,  no 
doubt  partly  by  the  influence  of  the  disease.    Thjs  diminution 
may  become  very  marked  indeed,  without  any  qualitative  altera- 
tion, and  it  18  then  associated  with  simple,  not  degenerative 
atrophy  (vide  p.  165).    In  solitary  cases,  qualitative  anomalies 
of  irritability  have  been  found  in  individual  motor  nerve-trunks 
(vide^p.  212).    r  shall  enter  more  minutely  into  these  topics 
which  are  of  so  much  practical  importance,  in  dealing  with  the 
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We.  pass  now  to  the  consideration  of  these  separate  forms. 
1.  Spinal  meningitis  will  become  the  subject  of  electrical 
treatment  only  in  its  chronic  or  subacute  form.  Its  symptoms 
may  be  very  various  ;  pain  and  stiffness  in  the  back,  parssthesise 
and  excentric  pains  in  the  extremities,  motor  irritability  and 
weakness,  seldom  actual  paralysis  and  atrophy,  more  or  less 
extensive  anaesthesia,  weakness  of  the  bladder,  &c.,  may  occur 
in  varied  combination,  often  characterised  by  a  certain  change- 
ableness  and  great  fluctuations.  The  electric  excitability  presents 
no  characteristic  condition  ;  only  if  the  anterior  roots  are  severely 
injured,  atrophied,  and  degenerated,  there  is  diminution  of  the 
reactions  and  RD,  but  it  is  very  seldom  that  any  sure  point 
for  the  main  diagnosis  can  be  drawn  from  this  fact. 

The  treatment  must  in  the  first  place  be  directed  to  the 
attainment  of  katalytic  actions:  stabile  currents,  therefore, 
through  the  cord,  as  much  as  possible  throughout  its  whole 
extent,  both  poles  on  the  spine,  passing  from  point  to  point  in 
succession  from  the  nape  of  the  neck  to  the  loins.  If  irritative 
symptoms  are  prominent,  you  must  give  the  anode  the  greatest 
influence,  and  must  employ  the  descending  current,  the  kathode 
being  placed  as  low  as  possible  on  the  sacrum.  This  unipolar 
action  will  be  still  more  certain  if  the  kathode  is  placed  on  the 
anterior  surface  of  the  body.  The  strength  of  the  current  must 
be  moderate,  especially  at  the  beginning,  but  the  duration  of 
the  sitting  may  be  considerable  (four  to  ten  minutes).  Indi- 
vidual symptoms  often  require  other  special  measures. 

2  In  meningeal  apoplexy  (sudden  apyretic  onset  of 
irritative  meningeal  symptoms  with  rapidly  developing  para- 
plegic paresis  or  paralysis,  which  generally  begins  quickly  to 
recede)  the  employment  of  the  galvanic  current  is  of  distinct 
service  in  the  stage  of  absorption  and  commencing  convalescence. 
The  avvlication  must  be  modified  according  to  the  seat  of  the 
haemorrhage,  and  its  probable  extent;  the  stabile  action  of  the 
current,  of  both  poles  successively,  is  advisable  here  m  order  to 
obtain  the  katalytic  action  for  absorption  and  nutrition,  lou 
must  also  resort  to  peripheral  treatment  of  the  possibly  paralysed, 
anaesthetic  or  atrophic  parts. 
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3.  The  functioned  spinal  diseases  seem,  a  priori,  to 
be  among  the  most  favourable  subjects  for  electrical  treatment. 
But  these  expectations  are  often  radically  deceptive,  and  every 
possible  method  of  electrisation  may  be  employed  in  vain  to 
cure  spinal  irritation  or  severe  neurasthenia.  This  may  often 
depend  upon  the  fact,  that  these  very  affections  develope  upon 
the  foundation  of  a  severe  neuropathic  disease,  which  can, 
naturally,  not  be  cured  so  easily;  but  very  favourable  and 
cheering  results  are  often  seen,  especially  in  neurasthenia,  in 
the  sequelai  of  a  simple  concussion,  &c.  Electrical  examination 
does  not  give  any  notable  result  in  the  majority  of  such  cases  ; 
sometimes,  when  the  consequences  of  the  concussion  have  been 
more  chronic  in  character,  I  have  seen  a  diminution,  and  some- 
times even  an  increase  in  the  electrical  excitability,  but  this 
could  only  be  discovered  after  a  very  thorough  investigation. 
In  one  case  I  saw  the  original  increase  gradually  pass  into 
diminution  of  the  electrical  excitability. 

In  concussion  of  the  spinal  cord  you  will,  as  a  rule,  have 
only  the  consequences  to  treat— slighter  forms  of  functional 
disturbance,  weakness,  &c.,  caused  by  minute  nutritive  disturb- 
ances—or more  severe,  more  permanent,  and  perhaps  progres- 
sive functional  disturbances,  caused  , by  insidious  myelomenin- 
gitis supervening  on  the  concussion  (railway  spine).    In  the 
latter  case,  the  treatment  is  the  same  as  in  cases  of  similar 
nature  arising  from  different  causes;  in  the  former  case,  we 
have  to  do  partly  with  a  direct  or  indirect  stimulation  of  the 
spinal  functions,  and  partly  with  a  direct  or  indirect  influencing 
of  the  nutritive  and  circulatory  relations  in  the  cord.  You 
may  employ,  therefore,  very  various  methods  of  treatment  : 
galvanisation  of  the  spinal  column  with  stabile  and  not  too 
strong  currents,  ascending  and  descending:  the  most  active 
pole  to  be  chosen  according  to  the  principal  symptoms,  to  be 
followed  by  the  symptomatic  treatment  of  the  most  prominent 
peripheral  disturbances.    Further,  faradisation  of  the  spinal 
column,  as  Lowenfeld  has  recently  recommended,  with  general 
faradisation  also,  or,  still  better,  electric  baths,  especially  in 
general  weakness,  want  of  tone,  impaired  nutrition  in  delicate 
women,  &c.;  and,  finally,  perhaps  also  cutaneous  faradisation, 

c  c  2 


388 


ELEC  Tit  0  THE  RAPE  UTICS. 


especially  in  cases  where  symptoms  of  sensory  irritation — 
neuralgias — are  present,  or  where  there  are  distinct  signs  of 
hypertemia  or  anaemia  of  the  cord. 

True  spinal  irritation,  the  form  of  spinal  nervous  debility 
accompanied  by  prominent  irritative  symptoms,  pain  in  the 
back,  tenderness  of  the  vertebrae,  neuralgias,  extreme  vasomotor 
irritabiUty,  motor  weakness  and  exhaustion,  symptoms  of  motor 
irritability,  sleeplessness,  as  well  as  all  manner  of  hysterical 
symptoms,  is  certainly  a  complaint  most  obstinate  to  electrical 
treatment,  but  sometimes  brilliant  results  may  be  obtained. 
The  treatment  employed  may  be  the  same  as  in  concussion, 
but  it  should  be  carried  out  with  great  caution  and  with  very 
feeble  currents,  as  every  attempt  at  more  energetic  action  is 
apt  to  injure  the  patients.     In  many  cases  an  ascending 
stabile  current,  through  the  spinal  column  from  the  sacrum 
to  the  nape  of  the  neck,  is  sufificient,  or  applied  in  such  a 
manner  that  the  specially  painful  parts  come  between  the  two 
poles  ;  weak  currents  and  short  sittings  are  imperative.    A  trial 
may  then  be  made  with  the  anode  stabile  on  the  specially 
painful  vertebrc^,  with  a  weak  current,  for  from  three  to  ten 
minutes  ;  bat  in  many  cases  the  kathode,  used  in  the  same  way, 
has  better  results.    Yon  may  also  try  direct,  moderately  strong 
faradisation  of  the  spinal  column,  according  to  Lowenfeld  ; 
with  prominent  symptoms  of  irritation  the  faraclo-cutaneous 
brushing  also,  followed  by  the  application  of  the  faradic  brush 
right  over  the  painful  spinous  processes  (as  a  counter-irrita- 
tion) ;  and  general  faradisation,  which  must,  of  course,  be 
tried  with  careful  graduation  of  the  current  and  of  the  duration 
of  the  sitting,  appears  to  have  an  excellent  effect  in  many 
cases    as  have  also  electric  baths.     Central  galvanisation 
may  'perhaps  be  tried  with  benefit  in  certain  cases,  especially 
if  cerebral  symptoms  are  present  at  the  same  time.    It  is  just 
in  such  cases,  often  very  obstinate  and  tedious,  that  a  number 
of  methods  must  be  successively  tried.  The  impression  is  never- 
theless often  made  by  these  forms  of  disease,  that,  if  they 
are  susceptible  to  electrical  treatment  at  all,  they  yield  o 
any  method  employed  in  a  rational  manner,  and  converse  y 
that  where  one  method  does  not  answer,  the  others  generally 
fail  also. 
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Very  different  methods  of  electrical  treatment  may  be  em- 
ployed in  the  most  frequent  functional  spinal  disease,  spinal 
neurasthenia,  with  its  prominent  symptoms  of  debility  and 
exhaustion  in  all  possible  regions  of  the  spinal  nervous  system 
(motor  weakness,  parsesthesise,  sexual  debility,  &c.)    There  are 
two  that  are  specially  deserving  of  a  trial :  galvanisation  of  the 
spinal  column  with  ascending  stabile   currents,  including, 
eventually,  the  cervical  sympathetic ;  and  general  faradisa- 
tion, to  which  great  results  in  this  very  department  have  been 
justly  attributed.    We  may  still  more  particularly  recommend 
electric  (especially  faradic)  baths,  which  prove  highly  useful 
in  those  forms  characterised  by  sexual  debility.    The  treat- 
ment must  be  conducted  cautiously,  the  action  of  the  current 
being  gradually  increased,  and  it  must  generally  be  con- 
tinued for  a  long  time.    If  you  do  not  attain  your  end  by 
these  means,  you  may  try  the  treatment  of  painful  points  in 
the  spine,  or  cutaneous  faradic  brushing,  perhaps  also  central 
galvanisation.    To  this  you  may  add,  in  suitable  cases,  the 
peripheral  treatment  of  the  legs,  the  genitals,  the  cervical 
sympathetic,  and  the  head  (in  sleeplessness,  depression,  &c.) 
In  the  presence  of  the  great  uncertainty  which  still  exists  with 
regard  to  the  diagnosis  of  hyperoimia  and  ancBmia  of  the 
cord,  more  exact  discussion  of  their  electrical  treatment  is 
unnecessary.    You  will  employ  the  same  methods,  mutatis 
mutandis,  as  in  the  treatment  of  cerebral  hyper£emia  and 
anaemia.    For  hyperemia  a  trial  may  be  made  with  Eurnpf's 
method  of  farado-cutaneous  brushing  ;  for  anasmia  I  would  first 
try  the  galvanic  current,  especially  the  stabile  action  of  the 
anode. 


4.  Hemorrhages  into  the  cord,  which  are  rare  on  the  whole, 
may  be  treated  according  to  the  very  same  rules  as  ha3morrhages 
into  the  brain.  In  these  cases  we  have  to  deal  chiefly  with 
severe  paraplegias  with  bad  prognosis,  in  which  we  can  resort 
to  electrical  treatment  only  after  the  threatening  symptoms 
have  disappeared,  if  life  is  still  preserved  and  if  a  chronic  stage 
has  been  entered  upon.  According  to  the  seat  of  the  hcTmor- 
rhage  we  shall  have  paraplegia  with  anaesthesia,  paralysis  of  the 
bladder,  with  or  without  muscular  atrophy  and  its  concomitant 


390 


ELECTROTIIERAPE  UTICS. 


ED ;  the  last-mentioned  symptom  occurs  regularly  if  the 
haemorrhage  is  in  the  cervical  or  lumbar  enlargement,  when 
a  more  or  less  extensive  atrophic  paralysis  is  the  inevitable 
consequence. 

There  is  not  much  to  be  expected  from  galvanic  treatment 
in  such  cases,  for  the  destructive  action  of  the  haemorrhage  is 
generally  so  great  in  such  a  narrow  space  that  the  most  part  of 
the  affected  nerve  tissue  is  irrevocably  lost.    Still  one  may 
always  hope  to  preserve  from  complete  destruction  and  to  restore 
to  a  moderate  functional  activity  parts  which  are  not  quite 
broken  down,  but  are  only  mechanically  affected,  or  injured 
by  the  subsequent  inflammation.    To  this  end  an  attempt  at 
least  may  be  made  with  electrical  treatment.    The  seat  of  the 
lesion  can  generally  be  determined  without  difficulty ;  a  large 
electrode  must  then  be  applied  exactly  over  it,  first  the  anode, 
then  the  kathode,  the  indifferent  pole  being  applied  above  or 
below  to  the  back  or  to  the  sternum ;  this  should  be  done  for 
several  minutes,  with  a  stabile  current.    Very  little  is  to  be 
expected  from  the  faradic  current.    The  peripheral  symptomatic 
treatment  of  any  anaesthesia,  paralysis  and  atrophy,  paralysis  of 
the  bladder,  atony  of  the  intestine,  &c.,  must  be  proceeded  with, 
along  with  that  of  the  lesion. 

You  must  proceed  in  exactly  the  same  way  in  severe  frau- 
matic  lesions  of  the  cord  (punctured,  incised,  or  gunshot  wounds, 
contusion  from  fracture  or  dislocation  of  the  vertebrae,  severe 
concussion,  &c.),  if  life  should  be  preserved  in  these  cases,  and 
if  they  should  pass  into  the  chronic  stage  of  permanent  para- 
plegia. You  must  not  expect  much  in  such  cases,  and  yet  one 
cannot  pronounce  upon  them  beforehand,  as  the  case  mentioned 
above  (Obs.  22)  of  gunshot  wound  of  the  spine  teaches  us. 
Even  in  more  severe  and  long-standing  cases  I  have  often  done 
the  patient  much  service  by  restoring  the  functions  of  indi- 
vidual muscles,  and  relieving  other  symptoms. 

5.  Myelitis  in  its  various  forms  offers  the  most  manifold 
indications  for  electrotherapeutics,  and  may  call  for  the  most 
diverse  methods  of  application.  We  shall  obviously  have  to  deal 
chiefly  with  the  subacute  and  chronic  varieties;  the  employment 
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of  the  current  ought  certainly  to  be  avoided  in  the  early  stages 
of  an  acute  myelitis,  and  ought  to  be  kept  for  the  last  traces 
of  the  disease  and  for  the  sequelas.' 

The  seat,  the  extent,  and  the  severity  of  the  chronic  myelitis, 
perhaps  also  its  cause  (concussion,  chill,  neuropathic  injury, 
syphilis,  &c.),  will  naturally  modify  considerably  the  thera- 
peutical result  to  be  expected. 

If  we  disregard  the  varieties  limited  to  the  grey  anterior 
columns  (poliomyelitis)  and  the  columnar  degenerations  (sys- 
tematic diseases,  tabes,  lateral  sclerosis),  the  ordinary  forms  of 
chronic  myelitis  (transverse  myelitis,  multiple  sclerosis,  central 
myelitis,  myelitis  by  compression,  universal  progressive  myelitis, 
chronic  myelo-meningitis,  &c.)  offer  for  the  most  part  very  few 
chances  to  electrical  treatment.  But  still  one  comes  now  and 
again  on  cases  in  which  the  electrical  treatment  is  of  obvious 
advantage,  in  which  great  improvement  and  even  complete  cure 
is  effected  by  its  persistent  and  repeated  employment,  or  where 
at  least  marked  and  long-continued  remissions  in  the  disease 
are  brought  about.  I  have  seen  this  repeatedly  in  transverse 
dorsal  myelitis ;  the  myelitis  by  compression  offers  also  com- 
paratively good  chances,  in  so  far  as  it  depends  upon  a  curable 
cause  (Pott's  disease),  and  even  in  multiple  sclerosis  I  feel 
obliged  sometimes  to  ascribe  the  intermissions  partly  to  the 
influence  of  the  electric  treatment.  From  this  we  see  that  it 
is  certainly  our  duty  to  make  at  least  a  systematic  and  thorough 
trial  with  electrisation  in  all  such  cases,  as  we  cannot  decide 
beforehand  whether  the  individual  prognosis  is  favourable  or 
unfavourable. 

The  persistence  of  the  electrical  excitability  varies  very 
much,  in  chronic  myelitis,  according  to  the  seat,  the  extent, 
and  the  severity  of  the  lesion  ;  in  some  cases  it  furnishes  a  very 
valuable  basis  for  more  exact  diagnosis,  though  in  others  no 
important  conclusion  can  be  drawn  from  it.  In  the  greater 
number  of  cases  the  electric  excitability  remains  normal  in 
quantity  and  quality  (as,  for  example,  in  transverse  dorsal 
myelitis)  ;  I  have  been  able  to  find  a  distinct  increase  in  the 

'  In  Lewin's  case  the  diagnosis  of  acute  myelitis  was  too  uncertain  to 
enable  it  to  serve  as  a  foundation  for  definite  indications. 
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faradic  and  galvanic  excitability  in  the  nerves  of  the  paraplegic 
limbs  only  in  isolated  cases,  while  a  small  degree  of  quantitative 
diminution  is  more  frequent,  especially  when  the  disease  has 
lasted  for  some  time.  It  is  said  that  in  some  cases  simple 
diminution  has  been  found  to  a  large  extent,  tvUhout  qualitative 
anomaly  ;  that  has  not  yet  come  under  my  observation  ;  on  the 
other  hand,  I  have  often  found  ED,  either  partial  or  complete,  to 
be  present  where  the  grey  anterior  cornua  of  the  cervical  or  the 
lumbar  enlargement  were  implicated  in  the  focus  of  disease ; 
well-marked  degenerative  atrophy  of  the  muscles  and  disappear- 
ance of  the  reflexes  are  always  associated  with  this  condition, 
and  they  may,  therefore,  often  be  taken  as  very  valuable  data 
for  the  exact  localisation  of  the  lesion, 

-The  electric  current  can  be  of  use  in  these  forms  of  disease 
only  on  account  of  its  katalytic  effects,  and  therefore  the  direct 
treatment  of  the  diseased  point  by  the  galvanic  current  is  the 
method  to  be  employed  before  any  other.  All  the  methods  of 
application  which  have  been  already  given  may  find  a  place 
here  ;  for  more  circumscript  diseases  the  successive  use  of  both 
poles,  stabile  with  a  moderate  current  and  not  too  long  duration 
of  the  sitting  (one  to  five  minutes)  ;  for  the  more  diffuse  or  the 
columnar  diseases,  longitudinal  passage  of  the  current,  with 
alteration  of  the  points  of  application  of  the  poles,  subsequently 
with  the  inclusion  of  the  cervical  sympathetic.  Tender  points 
must  be  looked  for,  and  when  they  are  found,  the  anode  must 
be  applied  stabile  to  them.  In  myelitis  by  compression  through 
k3rphosis,  apply  the  electrodes  immediately  above  and  below 
the  curvature.  To  this  may  then  be  added  the  peripheral 
symptomatic  treatment  of  the  most  important  functional  dis- 
turbances. Hardly  anything  is  to  be  expected  from  direct 
faradic  treatment ;  but,  on  the  other  hand,  it  appears  likely, 
from  various  observations,  that  the  reflex  action  by  means  of 
farad  o-cutaneous  brushing  or  general  faradisation  has  been 
sometimes  beneficial. 

In  multiple  sclerosis  the  treatment  of  the  brain  according 
to  the  methods  mentioned  above  (longitudinal  and  transverse  or 
diagonal  passage  of  the  current  through  the  head,  treatment  of 
the  cervical  sympathetic,  &c.)  must,  of  course,  be  added  to  the 
treatment  of  the  sx^ine. 


TABES  BORSALIS. 


393 


.  6.  Tahes  dorsalis,  certainly  the  most  important  and  the 
most  frequent  of  all  chronic  spinal  diseases,  has  long  been  the 
subject  of  electrotherapeutic  experiments,  and  has  been  speci- 
ally taken  in  hand,  with  greater  effect,  since  Eemak's  favourable 
results,  the  electric  current  being  to-day  one  of  the  most  import- 
ant remedies  for  tabes.   It  is  true  the  results  are  not  brilliant  in 
this  melancholy  disease,  and  I  must  here  warn  you  very  speci- 
ally against  delusions.     True  recovery,  or  an  improvement 
bordering  on  recovery,  occurs  only  in  a  very  small  percentage 
of  cases ;  in  the  greater  number  you  will  attain  a  more  or  less 
extensive  improvement,  but  in  the  remainder  your  efforts  will 
be  fruitless,  and  the  disease  will  advance  steadily.    The  theory 
which  is  gaining  increasing  probability  from  every  new  and  un- 
prejudiced observation,  that  tabes  may  be  referred  to  syphilis 
in  an  immense  majority  of  cases — a  cause  which  grows  daily  in 
certainty,  in  contradistinction  to  the  causes  repeatedly  and  with 
lamentable  results  brought  forward  by  its  opponents — this  theory 
certainly  makes  the  futility  of  such  efforts  appear  conceivable. 
-      But  even  here  we  cannot  pronounce  beforehand  on  the  cases 
whether  the  prognosis  is  favourable  or  unfavourable ;  only 
therapeutical  experiment  and  the  subsequent  course  of  the 
disease  can  decide.    Sometimes  the  disease  advances  with 
remarkable  rapidity  to  its  worst  stages,  in  spite  of  all  attempts 
at  cure,  at  another  time  the  progress  is  very  much  slower,  and 
it  may  remain  at  a  standstill  for  years  and  decades.    You  will, 
of  course,  expect  less  from  the  electrical  treatment  the  farther 
the  affection  has  already  advanced,  the  more  its  principal 
symptoms  (ataxy,  sensory  disturbances,  alterations  in  the  pupil, 
atrophy  of  the  optic  nerve,  weakness  of  the  bladder,  &c.)  have 
developed  ;  that  is,  the  more  reason  you  have  for  assuming 
advanced  grey  degeneration  of  the  posterior  columns  ;— the 
sooner  you  begin  the  electrical  treatment,  the  better.  The 
more  recent  advances  in  the  diagnosis  of  tabes  permit  a  certain 
recognition  of  the  affection,  even  in  its  very  earliest  stages, 
from  a  series  of  very  important  premonitory  symptoms  (lanci- 
nating pains,  partEsthesise,  weariness  in  the  legs,  absence  of  the 
tendon  reflexes,  Argyll  Eobertson  pupil,  analgesia,  and  retarda- 
tion of  the  conduction  of  pain,  swaying  or  closure  of  the  eyes, 
paralysis  of  the  ocular  muscles,  vesical  and  sexual  debility,  &c.)  • 
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SO  that  a  chance  of  the  earliest  possible  treatment  is  granted  to 
most  patients,  a  chance  which  is  of  value,  because  in  this 
stage  great  anatomical  changes  are  not  to  be  presupposed,  but 
only  commencing  nutritive  disturbances  in  the  region  of  the 
posterior  roots. 

In  spite  of  all  this,  even  in  such  cases,  with  the  earliest 
possible  commencement  of  treatment,  the  prognosis  must  be 
regarded  as  dubious  in  the  highest  degree,  and  only  therapeu- 
tical experiment  can  furnish  light  on  the  subject.  Those  cases 
with  very  severe  lancinating  pains,  and  those  characterised  by 
a  very  rapid  advance  to  a  great  degree  of  ataxia,  appear  to  me 
to  be  specially  unfavourable ;  and  those  with  predominating 
sensory  disturbances,  weakness  of  the  bladder,  and  motor 
debility,  comparatively  more  favourable ;  but  these  are  only 
indefinite  impressions. 

I  have  found  the  electric  excitability  in  tabes  quite  normal 
in  many  cases ;  there  were  at  least  none  of  the  grosser  changes, 
even  with  very  careful  examination.  But  in  a  number  of  tabetic 
patients  I  discovered  a  slight  increase  of  the  faradic  and  gal- 
vanic excitability  in  the  peroneal  nerves,  without  any  qualitative 
alteration  ;  this  appeared  to  be  the  case  chiefly  in  comparatively 
recent  cases.  Finally,  in  another  set  of  patients  I  found  some 
diminution  of  the  faradic  and  galvanic  reactions  in  the  pero- 
neals, but  without  qualitative  alteration;  these  were  mostly, 
but  not  all,  older  cases,  of  which  I  have  already  given  a  sufficient 
number  of  examples  (see  Lect.  IX.) ;  I  need  not  multiply  them 
here,  as  the  subject  is  of  no  diagnostic  importance.  Quanti- 
tative alterations  in  the  contractions  occur  in  the  nerves  only 
in  isolated  cases  (see  Lect.  XI.) ;  but  I  have  never  been  able 
to  see  the  reputed  greater  tendency  to  OC  in  tabes ;  ED  occurs 
only  in  the  very  rare  cases  of  complication  with  disease  of  the 
grey  anterior  columns. 

I  have  already  mentioned  and  proved  (see  Lect.  XI.)  that 
the  farado-cutaneous  sensory  test  is  an  excellent  means  of 
recognising  disturbances  of  the  cutaneous  sensibility  in  tabes, 
and  I  have  also  given  you,  in  the  same  place,  a  short  statement 
of  my  experiences  on  the  subject. 

For  treatment  the  direct  action  of  the  galvanic  current  on 
the  cord  must,  of  course,  be  first  selected.    The  methods  em- 
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ployed  by  the  dififerent  writers  for  this  purpose  differ  very 
little  from  each  other.  E.  Eemak  treated  the  portions  of  the 
cord,  diagnosed  by  him  to  be  specially  affected,  with  tolerably 
strong,  stabile  cun-ents  ;  v.  Krafft-Ebing  advised  simply  sending 
stabile  currents  through  the  spine,  no  matter  in  what  direction, 
and  Mendel  has  also  employed  stabile  and  labile  currents  to 
the  spine.  FHes  has  been  the  first  to  try  systematic  treatment 
of  the  cervical  sympathetic,  along  with  direct  galvanisation 
through  the  spinal  column.  I  myself  usually  employ  in  tabes 
the  method  described  above  (p.  382)  of  treatment  to  the  spinal 
cord,  including  the  cervical  sympathetic,  with  special  reference 
to  the  cephalic  symptoms,  which  are  usually  present  at  an  early 
stage  (ocular  paralysis,  alterations  of  the  pupil,  &c.)  and  which 
may  perhaps  be  influenced  favourably  by  the  action  on  the  base 
of  the  skull,  and  on  the  cervical  cord.  I  have  every  reason  to 
be  satisfied  with  this  method.  The  treatment  of  the  back 
occupies  from  three  to  five  minutes,  and  the  strength  of  the 
current  must  be  very  carefully  chosen  ;  strong  currents  and 
long  sittings  are  liable  not  to  be  so  well  borne.  The  sittings 
should  be  daily,  and  should  generally  extend  over  a  number  of 
months.  ^ 

You  may  very  profitably  combine  with  this  central  treat- 
ment peripheral  galvanisation  of  the  nerves  of  the  lower  ex- 
tremities (with  the  kathode  labile,  the  anode  being  on  the 
spinal  column).  Faradisation  of  those  nerves  is  also  found 
useful  by  many  patients. 

We  have  now  to  mention  the  symptomatic  peripheral 
treatment  of  the  various  tabetic  symptoms,  such  as  ocular 
paralysis,  atrophy  of  the  optic  nerve,  anaesthesia,  vesical  debility, 
&c.,  according  to  the  methods  to  be  described  later.  Sometimes 
good  results  may  be  obtained  with  regard  to  the  lancinating 
pains  with  the  most  varying  methods— stabile  action  of  the 
anode  to  the  spine  over  the  region  of  the  roots  of  the  painful 
nerves  ;  st  abile  action  of  the  kathode  on  the  painful  and  hyper- 
sesthetic  portions  of  skin  themselves  (sometimes  with  magical 
effect  for  the  moment),  the  anode  being  at  the  same  time  on 
the  corresponding  region  of  the  root  of  the  nerve ;  '  swelling  ' 
faradic  currents  to  the  same  points  ;  application  of  the  faradic 
brush  to  them  and  to  more  diffused  cutaneous  regions  on  the 
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"back  and  on  the  lower  extremities,  &c. :  you  may  choose  among 
these  in  suitable  cases,  but  often  all  these  methods  are  alike 
fruitless. 

Two  other  methods,  however,  deserve  mention  and  a  trial 
in  appropriate  cases.  The  one  is  the  treatment  of  the  spots 
tender  on  galvanism  or  on  pressure  with  the  stabile  action  of 
the  anode,  as  it  has  been  recommended  by  Moritz  Meyer, 
Brenner,  and  others,  and  practised  repeatedly  with  the  best 
results.  I  myself  have  recently  collected  some  observations  in 
support  of  this ;  the  only  pity  is  that  the  cases  in  which  such 
painful  spots  are  found  are  so  very  rare.  Under  this  treatment 
the  painful  spots,  with  their  accompanying  girdle-  pains,  are  first 
seen  to  disappear,  and  then  generally  an  improvement  in  all 
the  other  symptoms  to  follow. 

The  other  is  the  farado-cutaneous  brushing,  repeatedly 
recommended  by  Rumpf,  some  good  examples  of  which  I  have 
quoted  above  (Obs.  30  and  31);  the  method,  which  I  have 
already  described  (Lect.  XIII.  ad  fin.)  consists  in  powerful  faradic 
brushing  of  the  skin  of  the  back  and  of  the  extremities,  for 
about  10  minutes  daily  or  on  alternate  days.  The  surprising 
results,  which  Rumpf  has  recently  published  in  Strasburg,  of 
this  method  of  treatment  (sometimes  combined  with  anti- 
syphilitic  treatment),  in  a  series  of  twenty-four  cases  of  tabes, 
among  which  there  were  four  of  complete  cure,  ten  very  con- 
siderably improved,  and  only  one  where  no  permanent  benefit 
was  experienced,  invite  us  to  further  researches,  and  have  already 
received  confirmation  from  other  observers. 

7.  In  spastic  spinal  paralysis,  so  far  as  it  is  characterised 
bv  a  systematic  degeneration  of  the  pyramidal  tracts  (which  is 
probably  the  case  in  all  uncomplicated  cases),  the  same  galvanic 
treatment  as  for  tabes,  or  any  diffuse  myelitis,  is  suitable,  i.e. 
direct  treatment  of  spine,  generally  combined  with  galvanisation 
of  the  legs. 

The  electrical  excitability,  in  this  affection,  presents  either 
no  anomaly  whatever,  or,  as  I  have  seen  in  nearly  all  minutely 
investigated  cases,  a  small  degree  of  diminution  of  the  faradic 
and  galvanic  excitability.  (For  examples  see  the  observations 
recorded  in  Lect.  IX.) 
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When  not  quite  clear  with  regard  to  the  diagnosis,  paralysis 
being  present  and  a  slight  improvement  alone  attainable, 
you  suspect  a  commencing  myelitis  dorsalis  lurking  behind  the 
symptoms  of  spastic  spinal  paralysis,  a  first  beginning  of  multi- 
ple sclerosis,  or  even  what  seems  not  rare  in  children,  some 
affection  of  the  brain  (chronic  hydrocephalus),  you  must  adopt 
the  suitable  treatment  for  such  affections.  I  have  repeatedly 
had  good  results  in  cases  of  spastic  spinal  paralysis. 

8.  With  regard  to  the  oxute  anterior  poliomyelitis  (the  so 
called  infantile  paralysis,  acute  atrophic  spinal  paralysis)  all 
experienced  physicians  are  agreed  that  it  offers  a  thoroughly 
aijpropriate,  even  if  a  somewhat  toilsome,  field  for  electrical 
treatment. 

We  understand  under  this  name  those  forms  only  of  para- 
lysis which  come  on  very  acutely,  often  with  high  fever  and 
severe  cerebral  symptoms,  characterised  by  rapid  degenerative 
atrophy  and  ED,  without  disturbances  of  the  bladder  or  of 
sensibility,  in  which  the  paralysis  attains  its  greatest  degree  at 
the  beginning  and  shows  no  tendency  to  advance  or  may  even 
recede  a  little,  but  remains  for  the  most  part  permanent  and 
stationary— a  paralysis  which  depends  upon  acute  inflammatory 
processes  in  the  grey  substance  of  the  anterior  columns,  having 
its  favourite  seat  in  the  cervical  and  lumbar  enlargements.  It  is 
a  form  of  disease  which  occurs  by  far  the  most  frequently  in 
children,  although  now  and  then  in  adults  also,  and  which  often 
results,  especially  in  the  case  of  children,  in  very  grave  and 
permanent  paralyses  and  deformities. 

The  conditions  of  electrical  excitability  are  of  no  less  diag- 
nostic and  prognostic  importance  in  this  disease;  they  have 
been  established  by  Duchenne  with  an  accuracy  useful  for  all 
practical  purposes,  in  spite  of  his  one-sided,  exclusively  faradic 
method  of  investigation.  He  found  that  the  faradic  excitability 
remamed  intact  in  a  part  of  the  paralysed  muscles,  or  was  only 
diminished  to  a  small  extent,  and  that  these  muscles  recovered 
their  motility  very  rapidly,  atrophying  not  at  all  or  only  tem- 
porarily ;  but  that  in  another  part,  generally  the  greater  the 
faradic  excitability  was  extinguished  rapidly  and  completely 
and  that  these  muscles  then  atrophied  with  corresponding 
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rapidity  and  completeness,  and  generally  remained  permanently 
paralysed  after  years  of  exertion.  These  faradic  investigations 
furnished  very  important  data. 

We  know  now  that  this  loss  of  faradic  excitability  is 
nothing  else  than  a  constituent  part  of  the  ED  which  makes 
its  appearance  in  the  wasting  muscles;  since  Salomon  first 
pointed  out  this  fact,  it  has  been  regularly  found  after 
thorough  investigation,  and  we  may  now  say  that  RD  must 
be  looked  upon  as  a  constant  symptom  in  acute  anterior  polio- 
myelitis. 

But  this  '  thorough  '  investigation  is  usually  surrounded 
with  very  great  difficulties,  at  all  events  in  the  case  of  little 
children ;  there  are  certainly  no  less  satisfactory  objects  for 
electrical  investigations  than  these  little  screaming,  wriggling 
patients,  who,  with  the  unimpaired  sensibility  of  their  skin, 
dread  the  electrical  application  in  the  very  highest  degree,  and 
in  whom,  besides,  the  abundant  adipose  tissue  interferes  very 
considerably  with  the  localisation  of  the  current  and  the  demon- 
stration of  its  effects.  It  is  usual  also  for  patients  to  appear 
only  in  the  later  stages,  when  the  galvanic  excitability  is  very 
much  lessened,  a  fact  which  stands  in  the  way  of  the  diagnosis. 
Under  such  circumstances  we  must  limit  ourselves,  in  most 
cases,  to  a  superficial  recognition  of  the  RD,  which  may  be 
shown  by  a  few  closures  or  reversals  of  the  galvanic  current 
and  by  a  short  faradic  testing  of  the  nerve  trunks.  The  retar- 
dation of  the  contractions  and  the  preponderance  of  the  ACC 
are  specially  characteristic.  In  recent  cases,  however,  where 
increase  of  the  galvanic  excitability  is  still  present,  or  in  adults, 
the  full  demonstration  of  the  RD  does  not  offer  the  slightest 
difficulty. 

Complete  RD  is  then  found,  as  a  rule,  to  be  present  in  most 
of  the  affected  nerves  and  muscles,  and  partial  RD  may  occur 
along  with  it  here  and  there— as  Franz  Miiller,  in  particular, 
has  pointed  out — although  this  occurrence  is  by  no  means  fre- 
quent. It  appears  to  me  not  yet  settled  with  sufficient  accu- 
racy whether  in  certain  slight  cases— the  so  called  'tem- 
porary '  forms  of  infantile  paralysis— the  RD  may  be  wanting 
entirely  in  all  the  affected  groups  of  muscles,  but  it  is  quite 
possible. . 
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The  symptoms  of  ED  are  also  wanting  in  the  partially 
regenerated  muscles ;  but  after  very  long  continuance  of  the 
affection  there  is  generally  nothing  more  to  be  perceived  dis- 
tinctly in  the  highly  atrophic  muscles,  as  they  are  almost 
entirely  unexcitable. 

The  indications  and  the  methods  of  application  of  the  elec- 
tric current  may  here  be  laid  down  with  greater  simplicity  and 
precision  than  in  almost  any  other  spinal  disease  ;  we  have  to 
do  with  small,  sharply  localised  spots  of  inflammation,  with  their 
'  consequences,  and  with  secondary  degenerative  atrophy  of  the 
peripheral  motor  nerves  and  muscles,  just  as  in  every  severe 
traumatic  paralysis  ;  further  symptoms  are  not  present.  We 
should  be  inclined  to  think  that  electrotherapeutics  would  here 
have  a  particularly  favourable  field  of  action.    But  this  is 
unfortunately  not  the  case  :  experience  has  taught  that  this 
affection  has  an  almost  universally  bad  prognosis  in  respect  of 
complete  recovery — that  those  nerve  elements  which  have  been 
destroyed  by  the  unknown  inflammatory  process  cannot  possibly 
be  restored ;  in  other  words,  that  the  resulting  paralysis  and 
degenerative  atrophy  are  irreparable.    Be  very  moderate,  then, 
in  your  expectations  from  the  result  of  the  treatment,  and  very 
guarded  in  your  prognosis  to  the  patient  or  his  friends.  You 
will  have  rapid  and  complete  recovery  only  in  the  slight,  tem- 
porary forms  ;  in  the  usual  severe  forms,  on  the  other  hand, 
you  will,  at  the  most,  see  the  slightly  affected  muscles  resume 
their  functions  at  the  commencement  of  the  treatment,  while 
the  more  severely  affected  ones  improve  only  to  a  very  small 
extent.  ^  Still  it  is  possible,  in  not  a  few  cases,  to  strengthen 
and  revive  separate  muscles  and  portions  of  muscle  by  long-con- 
tmued  treatment,  and  thereby  to  procure  great  advantages  to 
the  patient— to  restore  certain  movements,  to  give  somewhat 
greater  firmness  to  the  joints,  &c. 

We  have  to  do  with  very  small  spots  of  inflammation, 
situated  in  the  enlargement  of  the  cord,  resulting  in  sclerosis, 
with  complete  destruction  of  the  nerve  elements ;  the  sooner 
treatment  is  begun,  the  more  chance  there  is  of  conquering  the 
disease,  of  saving  what  is  not  yet  quite  lost,  and  of  preserving 
the  only  half-degenerated  nerve  elements  from  complete  disin- 
tegration.   Begin  the  treatment,  therefore,  as  early  as  possible 
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as  soon  as  the  acute  inflammatory  stage  is  over — for  everything 
depends  upon  the  first  weeks  after  the  acute  attack  ;  after  this 
you  will  not  be  able  to  effect  much  alteration  in  the  diseased 
portion. 

The  direct  treatment  of  this  diseased  part  is,  therefore,  the 
principal  thing  ;  it  must,  of  course,  be  carried  out  with  the 
galvanic  current,  by  means  of  stabile  action  on  the  cervical  or 
the  lumbar  enlargement,  or  on  both.  You  cover  the  diseased 
spot  with  a  '  large  '  electrode,  while  you  apply  the  other  to  the 
anterior  surface  of  the  body,  or  to  some  other  suitable  indifferent 
point,  and  allow  first  the  anode,  then  the  kathode  to  act  for 
one  or  two  minutes,  each  with  a  moderately  strong  current  (15° 
-40°  N  defl.,  150  GE-3-10  ma.,  or  more  in  adults).  If  both 
enlargements  are  diseased,  you  may  place  one  pole  over  each  of 
them,  and  let  the  current  flow  through,  first  in  one  direction, 
then  in  the  other. 

To  this  you  will  add  peripheral  galvanisation  of  .the  para- 
lysed nerve-muscle  regions,  with  the  kathode  labile,  while  the 
anode  remains  fixed  over  the  diseased  point ;  in  the  later  stages 
you  must  employ  kathodic  closures,  and  reversals  of  the  current, 
which  must  be  tolerably  stx'ong.  Faint,  sluggish  muscular  con- 
tractions often  do  not  show  themselves  until  after  continued 
treatment.  This  treatment  is  for  the  purpose  of  acting  an- 
tagonistically to  the  degenerative  atrophy— of  preserving  the 
muscles  for  the  future,  until  spontaneous  contraction  shall  be 
again  possible.  This  indication  is  generally  fulfilled  very  imper- 
fectly, but  sometimes  we  succeed  in  a  very  surprising  manner ; 
you  must  therefore  not  grudge  the  time  and  trouble  which  you 
spend  on  this  peripheral  treatment. 

The  whole  treatment  must  be  continued  for  a  long  time  and 
with  great  perseverance ;  if  you  have  begun  early,  you  must 
go  on  for  six  months  or  a  year  continuously— this  is  the  time 
during  which  most  can  be  accomplished.  Afterwards  and  in 
all  long-standing  cases  it  will  be  sufficient  to  galvanise  twice 
a  week  for  two  or  three  months  at  a  time  (about  forty  to  sixty 
sittings),  and  to  fill  up  the  intervening  periods  with  other  reme- 
dies -baths,  massage,  gymnastics,  &c.  It  is  not  rare  to  see  the 
improvement  making  more  rapid  progress  when  treatment  is 
resumed  after  a  long  pause.    It  is  at  all  events  advisable  to 
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continue  the  treatment  as  long  as  even  a  small  amount  of  pro- 
gress is  being  made  under  it. 

The  faradic  current  also  has  produced  some  results  in  this 
afifection ;  its  direct  application  to  the  diseased  part  can  cer- 
tainly be  of  little  service,  but,  on  the  other  hand,  we  know  from 
Duchenne's  large  experience  that  the  peripheral  faradisation  of 
the  paralysed  muscles,  in  so  far  as  they  have  retained  their 
faradic  irritability,  has  generally  a  beneficial  effect.  Good 
results  have  been  credibly  reported  even  in  muscles  which  had 
completely  degenerated  into  ED :  this  is  difficult  to  explain, 
if  the  fact  is  correct.  A  peripheral  irritation  of  the  trophic  tracts 
can  hardly  be  assumed  ;  it  is  more  likely  that  a  reflex  action  is 
exerted  on  the  diseased  spot  through  the  perfect  integrity  of 
the  centripetal,  sensory  tracts.  We  shall  afterwards  see  besides 
with  regard  to  the  paralyses,  that  the  setting  up  of  an  ener- 
getic excitation  centrally  to  the  seat  of  lesion  contributes  very 
much  to  the  removal  of  the  paralysis.    As  here  the  sensory 
conductivity  is  quite  intact,  similar  stimulating  influences  may 
be  exerted  on  the  motor  tracts  in  the  cord  from  a  point  situated 
centrally  to  them,  by  means  of  reflex  irritation,  and,  therefore 
the  peripheral  irritation  of  the  mixed  nerve  trunks,  and  even 
the  farado-cutaneous  brushing  (which  is  certainly  very  difficult 
with  children),  may  not  be  so  absurd  as  perhaps  they  appear  to 
many  at  first  sight.  J  >:f 

Under  all  circumstances  this  disease  calls  for  care  and 
trouble  from  the  physician  no  less  than  for  patience  and  perse- 
verance on  the  part  of  the  patient. 

9.  The  various  forms  of  subacute  and  chronic  anterior 

mer'Th  ^  T""  '^'^  ^^-^"cal  treat- 

ment    This  form  of  disease  is  characterised  by  a  more  or  less 
rapidly  developing  and  slowly  progressive  atrophic  paraW 
generally  paraplegic  in  form,  now  and  then  decidedly  ascending 
m  character,  without  any  disturbance  of  the  sensLlity  h! 
sphincters,  or  the  cerebral  nerves-an  atonic  paralysis  w  h 

rophic  degeneration  of  the  muscles,  with  partial  or  comple  e 
KD._  Its  course  is  generally  favo^irable,  the  paralysis  soon 
ceasing  to  advance,  improving,  and  sometimes  even  ^00^ 
completely  cured.    Its  anatomical  ground  is  doubtlesTt:  "3! 
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found  in  a  nutritive  disturbance  of  the  grey  anterior  columns 
(inflammatory?),  but  one  which  has  evidently  not  the  same 
deleterious  character  as  in  acute  poliomyelitis. 

The  electrical  examination  shows  one  of  the  most  essential 
characteristics  of  the  disease — ED  in  every  possible  stage  of 
its  development  and  without  any  other  peculiarity.  The 
complete  form  is  usually  found,  but,  there  are  also  cases  with 
only  partial  EI),  whose  prognosis  is  more  favourable;  partial 
ED  in  some  nerve-muscle  regions  may  be  seen  to  exist  along- 
side of  complete  ED  in  others,  or  even  in  one  and  the  same 
nerve-muscle  region  the  ED  which  was  only  partial  at  first 
may  gradually  merge  into  the  complete  form.  Many  kinds  of 
rarer  anomalies  too,  partial  ED  with  every  variety  of  delayed 
contraction,  are  found  with  comparative  frequency  in  this 
disease.  The  electrical  sensibility  returns  gradually  to  normal 
with  the  cure  of  the  disease. 

The  electrical  treatment  consists  in  the  employment  of  the 
galvanic  current  to  the  spine,  according  to  the  methods  which 
are  already  sufficiently  well  known  to  you,  which  will  be  deter- 
mined at  the  time  by  the  localisation  and  extent  of  the  process. 
As  the  enlargements  of  the  cord  are  most  likely  to  be  the  seat 
of  the  affection,  you  will  bring  them  specially  under  the  in- 
fluence of  the  poles,  and  of  both  poles  successively,  with  stabile 
currents  of  sufficient  strength.  To  this  you  will  add  the  peri- 
pheral treatment  of  the  paralysed  and  atrophic  nerve-muscle 
reo-ious,  with  the  kathode  labile,  reversals  of  the  current,  &c., 
according  to  necessity.  You  may  generally  dispense  with  the 
faradic  current  in  this  disease,  although  it  may  be  employed  in 
partial  ED  for  peripheral  irritation  of  the  nerves  and  muscles. 

The  result  is  generally  very  satisfactory.  I  have  repeatedly 
seen  the  use  of  the  galvanic  current  followed  by  immediate  im- 
provement in  such  cases,  and  after  a  short  period  of  treatment 
the  improvement  is  generally  very  decided  (vide  Obs.  33  and 
34^  The  affection  may,  however,  be  sometimes  very  weari- 
some and  require  long-continued  treatment  Th.e  number  of 
the  cases  hitherto  treated  is  too  small  to  determme  when  th 
treatment  had  best  be  begun  a  prior,  ;  I  would  say  as  soon  as 
pos^iWe,  but  in  pyretic  cases  it  is  certainly  best  to  awa.t  the 
abatement  of  the  fever. 
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10.  Progressive  muscular  atrophy,  in  its  tyjiical  form 
undoubtedly  a  spinal  disease,  and  best  to  be  understood  as  a 
disseminated,  progressive  degeneration  of  the  grey  anterior 
columns,  is  characterised  principally  by  a  steadily  progressive 
degenerative  atrophy,  beginning  in  certain  groups  of  muscles 
and  extending  slowly  over  a  great  part  of  the  voluntary  muscu- 
lar system,  with  fibrillary  contractions,  and  by  subsequent 
paralysis  and  complete  disappearance  of  the  muscles,  without 
disturbance  of  the  sensibility,  the  sphincters,  the  cutaneous 
nutrition,  the  brain,  or  the  cerebral  nerves  ;  to  this  the  combi- 
nation with  progressive  bulbar  paralysis  may  be  finally  added. 
The  disease  may  easily  be  distinguished,  according  to  this  defi- 
nition, from  similar  and  allied  forms ;  and  yet  a  great  deal 
which  does  not  belong  here  is  often  included  under  this  name. 

The  electrical  examination  furnishes  important  data  in 
my  opinion,  for  differential  diagnosis.    In  the  first  beginning 
of  the  disease  certainly  there  is  no  decided  anomaly  to  be 
proved,  and  even  after  it  has  lasted  longer  there  is  only  a 
simple  diminution  of  the  faradic  and  galvanic  irritability  in 
many  of  the  nerves  and  muscles,  corresponding  to  the  degree 
of  the  atrophy.    Later,  however,  with  the  advance  of  the 
degeneration,  indications  of  ED  show  themselves,  becomin^r 
gradually  more  and  more  distinct.    The  anatomical  chan  J 
would  lead  us,  a  priori,  to  expect  this  with  certainty,  bein^  as 
they  are,  identical  with  those  in  traumatic  paralysis  or  signal 
infantile  paralysis,  except  that  here  the  muscles  are  not  affected 
'"^  ^  "^^"^  disseminated  manner,  fibre  by  fibre 
The  ED  is  at  first  only  partial-that  is  to  say,  the  faradic 
irri  ability  IS  diminished,  not  abolished-but  the  galvanic  in -ta- 
b.lity  _of  the  muscles  is  altered  in  a  characteristic  manner- 
sluggishness  of  contraction,  preponderance  of  ACC,  generally 
with  lowered  irritability.  ,  In  a  later  stage,  especially  if  the 
atrophy  has  proceeded  far,  complete  ED  is   found  Thi! 
change  occurs  most  frequently  and  is  most  easily  demonstrated 
m  the  small  muscles  of  the  hand,  thenar,  hypothenar  Id 
interosseous,  but  I  have  been  able  to  fiud'it  occa^S/ 
other  muscles  also,  m  the  flexors  of  the  forearm,  the  biceps 
he  deltoid,  &c.,  and  I  am  obliged  to  regard  this  ED  as  a 
regular  occurrence  m  typical  progressive  muscular  atrophy 
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spite  of  the  contrary  views  which  are  continually  being  uttered ; 
at  least  I  have  never  found  it  wanting  in  the  tolerably  numer- 
ous cases  which  have  come  before  me  since  my  first  publication. 
It  is  certainly  not  easy  to  demonstrate  in  many  cases,  and 
requires  very  careful  investigation  and  much  practice  in  the 
recognition  of  RD ;  the  matter  is  also  much  complicated  by 
the  anatomical  peculiarity  of  the  disease,  the  process  develop- 
ing slowly  and  in  a  disseminated  manner  in  the  muscles,  so 
that  a  number  of  sound  fibres  always  remain  side  by  side  with 
those  which  are  degenerated  ;  the  irritability  of  the  motor 
nerves  remains  intact,  and  the  neuromuscular  contractions  pro- 
ceeding from  them  may  mask  the  qualitative  changes.  It 
depends,  no  doubt,  chiefly  upon  the  relative  proportion  of  the 
degenerated  and  the  non-degenerated  fibres  whether  the  RD 
is  easy  or  difficult  of  demonstration:  if  many  fibres  are  dege- 
nerated it  is  easy ;  if  only  a  few,  then  it  is  difficult  or  impossible. 
And  even  if  many  are  degenerated,  but  if  the  process  has  ad- 
vanced very  slowly,  so  that  the  fibres  are  already  very  much 
diminished  in  irritability,  tlje  increase  in  the  strength  of  the 
current  which  is  thereby  rendered  necessary  may  influence  the 
few  normal  fibres  so  strongly  that  their  contractions  will  pre- 
ponderate. You  will  have  to  employ  here  all  the  conditions  of 
investigation  which  I  have  already  mentioned  (p.  202),  and 
especially  to  notice  the  double  contractions,  in  order  to  detect 
the  traces  of  RD  in  jjrogressive  muscular  atrophy.  This  will 
be  very  easy  only  in  muscles  which  atrophy  quickly  and  in  a 
more  diffused  manner ;  in  such  you  may  even  be  able  to  demon- 
strate the  stage  of  increased  irritability ;  in  slowly  advancing 
and  disseminated  atrophy,  on  the  other  hand,  this  is  very  diffi- 
cult, and  there  the  RD  can  only  be  recognised  in  its  latest 
stages,  in  the  much  atrophied  muscles,  with  greatly  diminished 
irritability.  As  the  course  of  the  atrophy  may  be  very  difi^ereut 
in  different  cases  of  the  disease,  and,  again,  in  each  case  in  the 
different  muscles,  it  is  plain  that  the  resuhs  of  the  electrical 
investigation  must  be  very  various,  and  from  this  it  follows 
that  RD  can  be  found  only  in  separate  muscles  m  this  disease. 

'  There  is  one  form  of  so  called  progressive  muscular  atrophy, 
which  I  formerly  described  under  the  name  of  'juvenile  muscu- 
lar atrophy,' connected  with  pseudo-hypertrophy  of  the  muscles 
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ami  with  the  called  hereditary  muscular  atrophy,  and  which 
I  pointed  out  as  one  to  be  sharply  divided  from  the  typical 
spinal  form,  and  as,  perhaps,  primarily  myopathic  (dystrophia 
muscularis  progressiva).  I  see  with  satisfaction  that  this  view 
is  now  pretty  generally  accepted  by  Landouzy  and  Dejerine 
and  by  Charcot,  in  connection  with  Duchenne's  infantile  pro- 
gressive muscular  atrophy.'  In  this  form  I  have  never  found  RD, 
but  only  a  simple  diminution  of  the  faradic  and  galvanic  irrita- 
bility, corresponding  to  the  degree  of  atrophy.  This  has  been 
almost  universally  confirmed,  and  it  still  remains  doubtful 
whether  or  not  some  exceptions  may  occasionally  be  found 
(vide  Lect.  IX.  par.  2). 

Ever  since  progressive  muscular  atrophy  was  known  elec- 
tricity has  been  recommended  as  the  most  important,  almost 
the  only  remedy  for  it.    But  critical  experience  unfortunately 
teaches  us  that  even  the  electrical  current  is  no  real  cure  for 
this  sad  disease.    The  typical  form  of  the  affection  is  very  little 
accessible  to  therapeutical  influences,  and  may  be  regarded  as 
incurable.    The  numerous  and  sometimes  even  brilliant  cura- 
tive results  said  to  have  been  attained  in  this  disease  are  gene- 
rally the  consequence  of  errors  of  diagnosis,  as  the  clinical 
histories  have  shown,  and  especially  of  the  cases  having  been 
confounded  with  acute  anterior  poliomyelitis,  chronic  neuritis, 
multiple  progressive  neuritis,  atrophy  after  joint  affections' 
&c.,  a  confusion  which  occurs,  unfortunately,  only  too  often 
even  nowadays.    I,  for  my  part,  have  never  seen  recovery  in 
the  true,  typical  form  of  the  disease,  but  I  have  seen  improve- 
ment, relief,  retardation  of  progress,  and  sometimes  an  arrest  of 
the  affection  in  individual  cases,  especially  those  which  have 
early  come  under  treatment,  and  once  even  where  the  disease 
was  considerably  advanced  ;  nevertheless  I  will  not  deny  the 
possibility  of  a  cure,  or  at  least  of  an  arrest,  of  the  morbid  pro- 
cess.   The  above-mentioned  dystroj^hia  muscularis  progressiva 
especially  the  variety  known  as  'juvenile  muscular  atrophy') 
has  a  much  better  prognosis,  at  least  in  regard  to  the  arrest  of 
the  disease ;  I  have  seen  very  considerable  improvement  take 
place  even  in  very  long-standing  cases  of  this  kind.' 

■  The  observations  13  and  14  of  C.  W.  Miiller,  published  as  a  cure  of 
progressive  muscular  atrophy'  and  'pseudo-hyperfrophy,'  leave  room  fo 
Buch  important  diagnostic  doubts  that  they  cannot  prove  much 
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According  to  our  views  of  the  nature  of  the  disease,  the 
galvanisation  of  the  spinal  cord  must  of  course  play  the  chief 
part  in  its  electrical  treatment.  Only  a  secondary  influence 
can  be  ascribed  to  the  sympathetic,  according  to  the  most 
recent  experience ;  still  you  might  include  these  nerves  in  the 
treatment  for  various  reasons,  especially  when  you  have  to  do, 
as  is  most  common,  with  the  localisation  of  the  disease  in  the 
cervical  cord.  The  position  of  the  atrophy  in  the  several 
groups  of  muscles  gives  an  exact  intimation  of  the  position 
of  the  disease  in  the  cord  ;  the  cervical  enlargement  is  most 
often  the  chief  seat  of  the  lesion,  then  comes  the  lumbar  enlarge- 
ment and  the  dorsal  cord,  and  finally  the  medulla  oblongata  is 
sometimes  involved.  Following  those  indications,  it  is  very 
easy  to  select  the  method  of  treatment.  I  generally  begin 
with  galvanisation  of  the  cervical  cord  and  the  sympathetic, 
the  anode  being  placed  on  the  cervical  enlargement;  then  the 
stabile  action  of  the  kathode  on  the  same  point,  the  anode 
being  placed  on  the  sternum,  and  subsequently  on  the  lumbar 
enlargement  or  the  peripheral  nerves,  the  important  point 
being  that  the  stabile  action  of  both  poles  successively  should 
be  brought  to  bear  on  all  the  diseased  portions  of  the  cord 
with  a  moderately  strong  current. 

Then  follows  regularly  a  moderately  strong  galvanisation  or 
faradisation  of  the  specially  affected  nerve-muscle  regions,  with 
the  kathode  labile,  the  anode  being  placed  on  the  seat  of 
disease  in  the  nape  or  in  the  lumbar  region.  You  must 
avoid  too  strong  currents  in  this  peripheral  application ;  they 
may  easily  do  harm,  and  an  excessive  irritation  would  be  very 
likely  to  hasten  the  degenerative  process  in  the  muscles.  The 
condition  of  the  patient  immediately  after  each  sitting  will 
keep  you  informed  on  this  point.  The  treatment  must  be  con- 
tinued as  long  as  any  improvement  results  from  it,  or  until  its 
uselessness  has  been  clearly  demonstrated. 

I  employ  practically  the  same  method  in  the  treatment  of 
dystrophia  muse,  progress.,  as,  in  spite  of  the  constantly  nega- 
tive condition  of  the  cord,  I  consider  it  to  be  by  no  means  dis- 
proved that  we  may  have  to  do  with  a  central  tropho-neurosis, 
and  as  the  possibility,  at  least,  of  influencing  favourably  the 
peripheral  nutritive  disturbance  in  the  muscles  by  electrical 
irritation  of  the  central  trophic  apparatus  cannot  be  denied. 
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An  exclusively  faradic  treatment  of  the  disease  (either 
according  to  Dachenne's  method  with  local  faradisation  of  all 
alfected  muscles,  or  more  effectually  with  geileral  faradisation) 
will  only  be  resorted  to  when  no  galvanic  current  is  attainable. 
The  employment  of  the  '  diplegic  irritation '  (p.  222  et  seq.)  has 
not  proved  a  curative  method  in  progressive  muscular  atrophy. 

The  galvanic  treatment  of  amyotrophic  lateral  sclerosis, 
which  has  an  undeniable  relationship  to  progressive  muscular 
atrophy,  and  is  characterised  by  a  contemporaneous  sclerosis  of 
the  pyramidal  tracts  (symptoms  of  spastic  spinal  paralysis),  is 
to  be  carried  out  essentially  after  the  same  principles,  with 
special  regard  to  the  funicular  degeneration,  which  demands  the 
influencing  of  the  whole  spinal  cord.  In  this  disease  partial 
ED  is  found  more  or  less  distinctly  in  the  upper  atrophic  ex- 
tremities, but  no  noteworthy  alteration  in  the  lower,  which  are 
paretic  and  not  atrophic.  The  prognosis  of  this  affection 
appears  to  be  as  unfavourable  as  that  of  progressive  muscular 
atrophy. 

1 1 .  In  acute  ascending  paralysis,  a  form  which  is  not  yet 
differentiated  with  complete  certainty  either  cHnically  or  ana- 
tomically, very  good  effects  have  been  seen  from  the  employ- 
ment of  the  electric  current  in  the  period  of  convalescence. 
Complete  integrity  of  the  electrical  irritability  in  all  directions 
is  characteristic  of  this  form  of  disease,  at  least  in  its  typical 
cases;  but  its  relations  to  the  ascending  form  of  subacute 
anterior  poHomyelitis  have  yet  to  be  firmly  established. 

It  is  to  be  considered  whether  the  use  of  the  electric 
current  should  not  be  tried  in  the  early  stages  of  the  disease, 
so  long  as  it  is  progressive.  A  priori  this  appears  to  me 
justifiable,  for  we  have  to  do  only  with  impalj)able  nutritive 
disturbances,  and  for  such  the  katalytic  action  of  the  current 
may  be  of  value.  I  would,  therefore,  try  the  application  of 
moderately  strong  stabile  currents  along  the  whole  spinal 
column  daily  or  even  twice  a  day  for  three  or  five  minutes. 

12.  The  secondary  degenerations  of  the  spinal  cord  have 
seldom  been  the  subject  of  electrical  treatment.  Much  cannot, 
indeed,  be- expected  from  it  so  long  as  the  fundamental  disease 
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continues.  Such  a  treatment  will  scarcely  be  thought  of  for 
ascending  secondary  degenerations,  as  we  cannot,  as  a  rule, 
diagnose  them,  but  at  the  most  conjecture  their  existence^ 
because  they  give  rise  to  symptoms  which  are  not  in  any  way 
known  to  us. 

But  it  is  otherwise  with  the  descending  secondary  dege- 
nerations of  the  pyramidal  tracts,  especially  in  brain  diseases 
(h;.emorrhage,  softening,  &c.)  It  is  pretty  generally  assumed 
that  this  degeneration  has  a  certain  influence  on  the  cha- 
racter of  the  disease,  that  it  causes  the  increase  in  the  tendon 
reactions  and  the  subsequent  paralytic  contractions  ;  and  this 
latter  is  certainly  often  a  hindrance  to  the  improvement  or  the 
re-establishment  of  the  motility.  In  many  cases,  therefore, 
especially  where  the  primary  affection  has  begun  to  improve 
and  to  pass  away,  the  removal  of  the  secondary  degenerations 
of  the  disease  may  well  be  of  service.  And  for  such  cases 
treatment  with  the  galvanic  current  is  chiefly  to  be  com- 
mended. The  method  is  the  same  as  for  all  funicular  dege- 
nerations of  the  spinal  cord :  I  am  in  the  habit  of  trying  first 
a  stabile,  long-continued  action  of  the  anode  on  the  whole 
extent  of  the  cord,  the  kathode  being  on  the  cervical  sympa- 
thetic meanwhile ;  then,  in  older  cases,  the  additional  action  of 
the  kathode  (exactly  as  in  tabes).  Besides  this  the  treatment 
of  the  primary  disease  must  not  of  coiirse  be  neglected. 
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III.  DISEASES  OF  THE  PERIPHERAL 
NERVES 

Lia?BEAT0RE. — W.  Erb:  'Haudbuch  d.  Krankh.  d.  peripher.  Nerven,'  v. 
Ziemssen's  Handh.  d.  spec.  Pathol.,  xii.  1, 1874  ;  2nd  edit.  1876. — E,.  Remak : 
'  Med.  Centralzeitung,'  1860,  No.  21.—'  Oesterr.  Zeitschr.  f.  prakt.  Heilk.,' 
1860,  Nos.  45  and  48. — 'Applications  du  Oourant Constant, etc.,' p.  16, 1865. 
— Biirwinlcel :  '  Zur  elektrotherap.  Oasuistik,'  Arch.  d.  Heilk.,  ix.  pp.  338, 468, 
1868. — '  Neuropathol.  Beitrage,'  Dmtsch.  Arch.  f.  Tdin.  Med.,  xvi.  p.  186, 
1875. — Althaus  :  '  Neuritis  des  Plexus  bracbialis,'  Deutsch.  Arch.  f.  klin. 
Med.,  X.  p.  189,  1872.— Franz  Fischer :  '  Zwei  Ftille  von  Nem-itis,'  Berl.  klin. 
Woch.,  1875,  No.  33. — '  Ziu-  Lehre  von  den  Lahmungeu  des  N.  radialis,' 
Dmtsch.  Arch.  f.  Idin.  Med.,  xvii.  p.  392,  1876.— A.  East:  'Beitr.  z.  Lehi-e 
von  d.  Neuritis,'  VI.'  Wandervers.  siidvsrestdeutsch.  Neurologen  u.  Irrenarzte,' 
Arch.  f.  Psych,  u.  New.,  xii.  1881.— E.  Eemak :  '  Zur  Pathol,  u.  Elektrother. 
d.  Drucklahniungen  d.  N.  radialis,'  Deutsch.  Zeitschr.  f.prdkt.  Med.,  1878, 
No.  27. — Leber:  'Ueber  bereditfire  und  congenital  angelegte  Sehnerven- 
leiden,'  Arch.  f.  Ophthalmol.,  xvii.  2,  p.  267,  1873.— Donald  Eraser :  '  Con- 
tribut.  to  Electrotherap.'— '  Case  of  Amblyopia,'  Glas(/.  Med.  Jou7  •n.,  Eeb. 
1872. 

See  also  the  literaturp  referred  to  in  the  following  lectures  in  connection 
with  paralyses,  neuralgias,  anaesthesia,  diseases  of  the  organs  of  special  sense, 
&c.,  and  the  different  manuals  and  text  books  of  nervous  diseases. 


LECTURE  XXI. 

Introduction— Important  Effects  of  the  Current  in  Diseases  of  the  Peripheral 
Nerves— Practical  Experiences— Cases— Technique  and  Method  of  the 
Electrical  Treatment— Individual  Forms  of  Disease— Neuritis— Hemor- 
rhage and  Disturbances  of  Circulation— Slight  Mechanical  and  Traumatic 
Lesions— Severe  Traumatic  Lesions— Degenerative  Atrophy  of  the  Nerves 

—Functional  Disturbances— Symptomatic  Treatment— Electrodiagnostic 
Kemarks. 

Diseases  and  functional  disorders  of  the  peripheral  nerves  and 
nerve-muscle  regions  have  been  so  frequently  the  subject  of 
electrotherapeutical  experiment  that  one  would  not  be  wrong 
m  saying  that  electrotherapy  has  been  in  great  part  developed 
by  these  forms  of  disease,  more  so  when  it  is  remembered  that 
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many  affections  whose  sensory  and  motor  symptoms  have  ap- 
peared local  and  peripheral  have  been  considered  as  peripheral 
lesions,  or  at  least  have  been  treated  exclusively  as  such.  This 
holds  good  for  a  considerable  number  of  paralyses,  cramps, 
atrophies,  neuralgias,  and  other  affections  of  a  similar  nature. 

It  is  precisely  with  regard  to  those  functional  disorders,  of 
whose  delicate  pathological  processes,  essential  cause  and  origin, 
and  even  precise  site,  nothing  is  known,  and  which  have  fre- 
quently been  wrongly  attributed  to  lesions  of  the  peripheral 
nerves,  that  electrotherapy  was  early  and  especially  developed 
in  almost  all  former  books  on  the  subject.  The  consideration 
of  paralyses,  cramps,  neuralgias,  atrophies,  &c.,  occupies  by  far 
the  largest  space.  These  matters  will  not  occupy  us  at  present, 
but  will  be  the  subject  of  a  special  detailed  discussion  in  the 
later  lectures. 

I  shall  at  present  treat  only  of  the  grosser  anatomical 
lesions  and  affections  of  the  peripheral  nerves,  which  are  un- 
doubtedly of  a  local  nature,  quite  independently  of  their  indi- 
vidual symptoms  (such  as  cramp  or  paralysis,  neuralgia  or 
anaesthesia,  &c.),  which  symptoms  depend  only  on  the  acci- 
dental seat  of  these  lesions  in  the  sensory,  motor,  vasomotor, 
or  mixed  nerves.  We  can  only  at  present  refer  in  passing  to 
the  finer  molecular  nutritive  alterations,  the  nature  of  which 
has  not  yet  been  sufficiently  defined,  but  which  are  frequently 
the  cause  of  functional  disorders,  and  which  give  rise  more 
especially  to  neuralgias,  cramps,  and  sometimes  paralysis. 

There  are  only  a  few  forms  of  disease  with  which  we  shall 
at  present  have  to  deal.  In  the  first  place,  there  is  inflamma- 
tion of  the  peripheral  nerves,  or  neuritis,  in  its  subacute  or 
chronic  forms ;  next  the  rare  and  obscure  changes  in  the 
amount  of  blood  in  the  nerves,  anaemia  and  hypertemia ;  and  the 
still  more  uncommon  htemorrhage  into  the  nerves.  The  most 
important  of  all  are  the  mechanical  and  traumatic  nerve  lesions, 
from  the  slightest  to  the  most  severe  forms,  from  simple  pressure 
to  the  most  severe  contusion,  from  slow  continued  compression 
(such  as  are  caused  by  cicatrices,  exudations,  tumours,  &c.)  to  the 
most  pronounced  traumatic  rupture,  tearing,  or  division  of  the 
nerves,  and  finally,  last  but  not  least,  degenerative  atrophy  of  the 
nerves,  which  is  in  most  cases  secondary  to  peripheral  or  spinal 
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lesions,  but  which  is  occasionally  primary,  appearing  under  the 
form  of  what  has  recently  been  repeatedly  described  as  chronic 
parenchymatous  neuritis.  We  must  not  now  consider  hyper- 
trophy and  new  formations  in  the  peripheral  nerves ;  in  such 
cases — with  the  exception  of  surgical  electrolysis — electricity 
can  hardly  be  employed  except  for  the  relief  of  symptoms. 

If,  gentlemen,  you  have  kept  all  our  former  discussions  in 
mind  you  will  not  have  far  to  seek  for  the  experimental  and 
clinical  grounds  which  render  it  probable  that  electricity  should 
exercise  a  favourable  influence  on  diseases  of  the  peripheral 
nerves.  The  katalytic  effects  of  the  current  are  the  most  import- 
ant, and  have  perhaps  the  most  comprehensive  sphere  of  action, 
due  to  their  influence  on  the  circulation  and  nutrition  and  on 
inflammation  and  its  sequelae,  which  can  be  detected  with  facility 
and  certainty,  because  you  have  generally  to  do  with  superficial 
and  easily  reached  foci  of  disease.  To  the  same  category  belong 
the  effects  on  cicatricial  tissue,  cirrhosis,  and  degenerations  of  the 
nerves ;  the  actions  on  absorption  of  extravasations  and  exuda- 
tions into  the  nerves  and  nerve  sheaths ;  and  the  influence  on 
those  molecular  or  nutritive  disorders  which  can  be  produced  as 
a  result  of  slight  pressure  or  of  moderate  compression.  In  all 
these  conditions  the  katalytic  action  of  the  current  may  be 
useful. 

Furthermore  those  effects  on  the  vasomotor  system  which 
can  undoubtedly  be  produced  may  be  invoked  in  hypersemia 
and  anaemia,  when  it  is  necessary  that  the  circulation  should 
be  improved,  the  nutrition  stimulated,  or  degenerative  atrophy 
of  the  nerves  contended  with.  Perhaps  also  the  irritating  and 
modifying  influences  of  the  current  may  here  find  a  place,  inas- 
much as,  when  they  are  applied  to  the  trophic  paths  and  centres, 
local  nutrition  disturbances  are  benefited.  At  all  events  this 
method  may  be  utilised  in  many  functional  disorders  (molecular, 
nutritive)  which  in  this  section  need  only  be  referred  to  in 
passing. 

Practical  experience  to  prove  all  these  results  is  not  want- 
ing, but,  owing  to  their  nature,  complete  demonstration  of  the 
effects  in  the  above-named  diseases  cannot  be  always  offered. 
When  we  have  to  do  with  serious  organic  lesions,  cicatrices 
degenerative  atrophies,  &c.,  rapid  effects  are  not  to  be  expected] 
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but,  on  the  other  band,  one  frequently  sees  them  in  neuritis, 
and  still  more  often,  perhaps,  in  those  less  serious  disorders 
-which  lay  the  foundation  of  so  many  peripheral  neuralgias. 
Permit  me  in  the  first  place  to  cite  some  examples. 

36.  Personal  Observation.  Chronic  Neuritis  of  the  Median  Nerve. 
— A  woman,  aged  40  years,  has  suffered  for  more  than  a  year  and  a 
quarter  from  neuritis  of  the  median  nerve  above  the  right  wrist,  which 
supervened  during  childbirth.  It  began  with  numbness  in  the  first 
four  fingers,  then  pains  in  the  same  region,  which  gradually  so 
increased  in  severity  that  the  patient  was  deprived  of  sleep.  The 
median  nerve  above  the  wrist  is  felt  as  a  thickened,  swollen, 
spindle-shaped  cord,  and  is  tender  on  pressure.  There  is  also  pain 
and  formication  in  the  entire  distribution  of  the  nerve  and  trophic 
disturbances  of  the  skin  in  the  same  region.  The  pain  is  localised,  of 
a  stinging  and  burning  character,  and,  although  continuous,  accom- 
panied with  occasional  exacerbations,  radiating,  when  the  paroxysms 
are  severe,  to  the  elbow  and  shoulder.  There  is  no  antesthesia.  The 
motility  of  the  thumb  is  not  impaired  to  any  extent,  but  the  hand 
becomes  readily  fatigued  on  exertion.  Faradic  and  galvanic  excita- 
bility of  the  nerve  somewhat  augmented.  Galvanic  treatment : 
Stabile  application  of  the  anode  to  the  nerve  above  the  wrist  and 
in  front  of  the  elbow  joint.  Result  :  After  the  first  sitting  several 
hours'  relief,  and  after  the  second  considerable  improvement.  Each 
subsequent  application  was  followed  by  great  amelioration,  which 
lasted  till  night-time.  Sleep  was  much  sounder,  so  that  after 
the  tenth  sitting  the  patient  slept  through  the  entire  night.  The 
feeling  in  the  hand  was  now  more  natural,  its  utility  improved,  and 
the  pain  much  diminished  in  intensity  and  Hmited  in  extent.  Sub- 
sequently the  swelling  of  the  nerve  continued  to  diminish.  After  the 
seventieth  sitting  there  was  complete  recovery.  The  pain  had  wholly 
ceased ;  no  difference  could  be  detected  in  the  size  of  the  median 
nerves,  there  was  no  longer  any  increase  of  the  electric  excitability, 
and  the  vasomotor  and  trophic  disturbances  of  the  skin  and  nails  had 
disappeared. 

37.  Personal  Observation.  Chronic  Neuritis  Nodosa  {Neuroma  ?) 
of  the  Ulnar  Nerve. — An  engineer,  aged  25  years,  had  20  years  ago 
received  a  dislocation  of  the  right  elbow  joint,  which  had  recovered, 
leaving  slight  deformity  but  complete  usefulness  of  the  limb.  For 
the  last  eight  years  he  has  suffered  from  formication  in  the  little 
finger  of  the  right  hand  after  prolonged  writing  or  drawing  (the 
result  of  mechanical  irritation  of  the  ulnar  nerve  by  the  dislocated 
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internal  condyle).    For  two  years  there  has  been  weakness  and 
wasting  of  some  of  the  small  muscles  of  the  hand.    For  the  past 
twelve  months  has  complained  of  a  furry  and  numb  sensation  in  the 
little  and  a  deep-seated  boring  pain  in  the  third  finger.  Forcible 
bending  of  the  forearm  causes  pain  in  the  ulnar  nerve.    Present  con- 
dition :  The  entire  hypothenar  region  of  the  right  hand,  the  adductor 
pollicis  brevis,  and  most  of  the  interossei  muscles  are  completely 
paralysed  and  atrophied ;  on  the  other  hand  the  flexor  carpi  ulnaris, 
the  flexors  of  the  fingers,  and  the  other  muscles  are  normal.  Com- 
plete ED  in  the  paralysed  muscles.    Sensibility  in  the  distribution 
of  the  ulnar  nerve  somewhat  diminished,  but  not  wholly  abolished. 
There  is  slight  deformity  of  the  elbow  joint,  and  at  the  internal 
condyle  of  the  humerus  the  ulnar  nerve  is  felt  very  distinctly  and 
there  presents  a  marked  spindle-shaped  thickening  about  the  size  of  a 
bean.    Above  and  below  this  the  nerve  is  freely  movable.  Galvanic 
treatment :    The  stabile  anode  on  this  sweUiug,  and  the  kathode  is 
placed  alternately  above  and  below  it  with  a  few  voltaic  alternatives, 
then  a  labile  application  of  the  kathode  to  the  distribution  of  tlie 
ulnar  nerve  (the  anode  remaining  on  the  swelling).    After  five 
sittings  the  sensibility  of  the  little  finger  was  improved  ;  the  patient 
can   now   voluntarily  contract  the   flexor  minimi   digiti  brevis, 
which  he  could  not  do  before.    After  15  sittings,  constant  and 
progressive  amelioration.   The  movements  of  the  hypothenar  muscles 
the  adductor  brevis  pollicis,  and  most  of  the  interossei  ('with  the 
exception  of  that  of  the  third  finger)  have  returned  and  can  be  per- 
formed with  ordinary  facility.    The  faradic  excitability  has  returned 
to  the  ulnar  nerve  above  the  wrist,  but  not  to  the  muscles.  The 
feeling  of  numbness  is  markedly  diminished.    The  swelling  on  the 
uhiar  nerve  remains  unchanged.    The  patient  was  discharged  and 
improvement  continued  afterwards  to  increase. 

38.  Personal  Observation.  Neuritis  of  the  Brachial  Plexus? 
Combined  Shoulder- Arm  Parahjsis  (Erb).— A  man,  52  years  of  age, 
was  seized  5  weeks  ago  with  pain  and  stiffness  in  the  left  side  of  the 
fleck ;  afterwards  the  pain  extended  to  the  shoulder  and  arm,  accom- 
panied with  paresthesia  in  the  thumb  and  index  finger  and  pro- 
gressive weakness  and  debility  of  the  arm.  The  pain,  at  first  severe, 
afterwards  gradually  diminished,  leaving  the  paralysis  unchanged.' 
Examination  demonstrates  complete  paralysis  and  extreme  wastin'^of 
the  deltoid,  biceps,  brachialia  internus,  and  supinator  longus  muscles. 
The  supinator  brevis  also  appears  weak;  all  the  other  muscles 
of  the  left  upper  extremity  are  normal.  Tactile  sensation  is  somewhat 
blunted  in  the  thumb  and  forefinger ;  otherwise  the  sensibility  is, 
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normal.  In  the  left  supraclavicular  fossa  there  are  some  tender 
spots  on  pressure ;  the  muscles  also  are  painful  to  the  touch.  The 
electric  excitability  appears  slightly  diminished.  Galvanic  treatment : 
Stabile  anode  to  the  brachial  plexus,  galvanisation  of  the  sympathetic, 
and  a  descending  labile  current  through  the  paralysed  nerves  and 
muscles.  After  5  sittings  there  was  some  contraction  of  the  biceps. 
After  7  sittings  the  patient  could  bend  the  forearm.  After  10 
sittings,  traces  of  contraction  in  the  deltoid  and  supinator  longus. 
After  15  sittings  the  patient  can  again  touch  his  head.  After  35 
sittings,  complete  recovery,  the  electrical  excitability  being  again 
normal. 

39.  Observation  hy  R.  Remak.  Paralysis  of  the  Deltoid. 
Neuritis  of  the  Brachial  Plexus. — A  man,  31  years  old,  has  suffered 
from  rheumatism  of  the  three  large  joints  of  the  right  arm  for  three 
months.  Two  months  ago  there  appeared  complete  paralysis  of  the 
right  deltoid,  which  resisted  all  therapeutic  measures  for  its  relief 
(faradism,  blisters).  The  shoulder  joint  is  still  somewhat  tender 
and  the  paralysis  of  the  deltoid  nearly  complete.  On  pressure  over 
the  brachial  plexus  there  is  a  distinct  painful  swelling,  especially  at 
that  part  from  which  the  circumflex  nerve  takes  its  origin.  The 
labile  application  of  the  kathode  to  the  muscle  has  no  immediate 
effect,  but  the  stabile  influence  of  the  anode  on  the  painful  point  of 
the  plexus  (for  2  or  3  minutes)  enables  the  patient  immediately  to 
raise  his  arm  to  a  vertical  position.  Afterwards  the  swelling  of  the 
brachial  plexus  appeared  less  painful.  Two  further  applications  of  the 
current  completed  the  recovery, 

40.  Personal  Observatioti.  Traumatic  Paralysis  of  the  Left  Arm 
[from  Dislocation  of  the  Shoulder). — ^A  man,  aged  63  years,  on  October 
23,  1869,  dislocated  his  left  shoulder.  Paralysis  of  the  arm  im- 
mediately ensued.  The  reduction  of  the  injury  was  effected  with- 
out difiiculty.  At  first  there  was  intense  anaesthesia,  which  is  now 
somewhat  improved.  On  February  23,  1870,  complete  paralysis  of 
the  entire  left  forearm  and  hand  {flexors,  extensors,  supinators,  ifec), 
and  in  the  upper  arm  the  triceps  is  also  nearly  completely  paralysed. 
Complete  RD  in  the  paralysed  and  atrophied  muscles.  SensibiUty 
in  the  hand  and  radial  side  of  the  forearm  diminished.  Galvanic 
treatment :  Stabile  current  through  the  shoulder  joint,  the  anode 
being  placed  in  the  axilla ;  then  a  kathodal  labile  current  through 
the  nerves  and  muscles.  In  3  days  only,  distinct  relief,  the 
motility  of  the  biceps  being  improved.  On  March  3  during  the 
application  of  the  current  there  occurred  slight  waving  movements  in 
the   muscles  of  the  forearms  (flexor  carpi  radialis  and  flexor 
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communis  digitorum).  At  the  reversal  of  the  current  these  muscles 
contract  with  the  application  of  kathode,  and  also  when  the  nerve  is 
stimulated  with  it  (rapid  contraction).  "While  the  kathode  is  in  the 
axilla  there  occur  slight  voluntary  contractions  of  the  above-men- 
tioned muscles.  March  5.  Distinct  improvement  in  the  motility 
of  the  flexors  of  the  forearm.  March  29.  When  the  stabile  anode 
is  in  the  axilla  there  occur  slight  wavy  movements  in  the  extensor 
muscles  of  the  forearm,  as  well  as  traces  of  contraction  when  an 
attempt  is  made  voluntarily  to  contract  them.  This  improved  motility 
visibly  increased  during  the  following  days.  The  appearance  of  the 
arm  and  hand,  which  was  before  swollen,  cyanotic,  and  cold,  has 
become  much  improved.  April  6.  The  patient  discontinued  treat- 
ment ;  markedly  improved.  June.  The  amelioration  has  still  further 
advanced. 

41.  Personal  Observation.  Paralysis  of  the  Right  Radial  Nerve 
{Traumatic  Neuritis?). — A  man,  45  years  old,  was  on  December  26, 
1874,  seized  with  sudden  paralysis  of  the  right  radial  nerve,  accom- 
panied with  a  giddy  sensation.  For  this  no  cause  could  be  deter- 
mined. In  addition  there  was  a  sensation  of  foi'mication  in  the  radial 
side  of  the  hand.  Faradisation  of  the  forearm  proved  useless.  Con- 
dition on  February  15,  1875  :  There  was  paralysis  of  the  entii-e  radial 
distribution  of  the  forearm.  No  pathological  change  was  found  in 
the  radial  nerve  itself  in  the  forearm,  and  the  sensibility  was  undis- 
turbed. Electrical  investigation  shows  the  site  of  the  lesion  to 
be  in  that  region  where  the  nerve  bends  round  the  elbow  joint 
{interruption  of  conduction).  Below  this  partial  ED  exists  in  the 
nerve-muscle  distribution ;  above,  absolutely  no  contraction  can  be 
obtained  through  the  nerve.  Galvanic  treatment :  Anode  on  the 
neck,  and  stabile  kathode  over  the  seat  of  lesion  (with  a  few  changes 
in  polarity),  then  labile  through  the  nerves  and  muscles.  On  the 
following  day  there  was  distinct  improvement,  and  the  hand  can  be 
raised  almost  to  a  horizontal  position.  After  the  fourth  application 
marked  amelioration,  especially  in  the  supinator  longus  and  in  the 
exlensores  radiales  and  digitorum.  Now  stimulation  at  the  seat  of 
lesion  causes  feeble  contractions  of  the  muscles,  and  after  each  appli- 
cation the  condition  is  improved.  After  22  sittings  the  patient  is 
discharged,  cured,  the  electrical  excitability  being  almost  normal. 

42.  Observation  by  Moritz  Meyer.  Neitralcjia  {Neuritis  ?)  of  the 
Brachial  Plexus — A  girl,  14  years  old,  has  suffered  for  9  months 
from  pain  in  the  fourth  interosseous  space  of  the  right  hand,  which 
gradually  extended  in  the  course  of  the  radial  nerve  throughout  the 
upper  and  fore  arm  as  far  as  the  posterior  edge  of  the  deltoid  muscle. 
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At  tlie  outer  part  of  the  brachial  plexus  there  is  a  small  thickened 
spot,  painful  on  pressure.  The  application  of  the  stabile  anode  to 
this  spot  brings  immediate  relief.    Recovery  after  17  sittings. 

43.  Observation  by  Moritz  Meyer.  Neuralgia  [Neuritis  fj  of  the 
Ulnar  Nerve. — A  girl,  19  years  old,  has,  in  consequence  of  tight 
bandaging,  suffered  from  pain  in  the  fourth  metacarpal  space  and 
along  the  course  of  the  cutaneous  branch  of  the  ulnar  nerve  to  the 
elbow  and  right  side  of  the  neck.  On  this  account  she  has  been 
unable  to  use  the  arm.  Great  tenderness  on  pressure  at  the  lower  part 
of  the  brachial  plexus  (neuritis  ascendens  %)  Application  of  the  anode 
(10  elements  )  to  this  region  effects  much  improvement  in  4  sittings. 
After  20  sittings  the  patient  can  play  the  piano  for  from  half  an  hour 
to  an  hour,  but  the  last  traces  of  pain  did  not  disappear  until  after 
54  sittings. 

44.  Personal  Observation.  Neuralgia  of  the  Right  Occipital  and 
Trigeminal  Nerves  {Neuritis  ?). — A  compositor,  24  years  old,  suffered 
in  April  1872  from  violent  right  supra-  and  infra-orbital  neuralgia. 
This  was  cured  by  4  sittings  of  application  of  the  stabile  anode.  June 
1872.  Neuralgia  in  both  trigeminal  (third  branches)  and  in  the  occipital 
nerves,  which  was  cured  in  a  few  days  by  the  stabile  application  of  the 
anode.  August  1883.  For  14  days  has  suffered  pain  in  the  right  ear, 
in  the  right  side  of  the  face  (in  all  three  branches  of  the  trigeminus), 
and  in  the  right  half  of  the  occiput  and  scalp.  Acute  tearing  pains, 
especially  in  the  afternoon  for  a  couple  of  hours.  At  the  same  time  a 
feeling  of  numbness  at  the  back  of  the  head  and  in  the  right  side  of 
the  face,  and  during  the  paroxysms  of  pain  there  was  great  salivation. 
No  painful  spot  in  the  face,  but  one  could  certainly  be  detected  in  the 
course  of  the  great  occipital  nerve.  Throughout  the  entire  painful 
}'eo-ion  there  is  a  moderate  amount  of  ansesthesia.  Galvanic  treatment : 
The  stabile  anode,  gradually  increased  and  diminished  in  front  of  the 
ear  and  occiput,  caused  little  improvement  in  5  sittings.  (Ordered 
quinine  and  morphia.)    After  10  sittings  the  patient  was  discharged, 

cured.  .   .  ^     •  •  \ 

45.  Personal  Observation.  Left  Sciatica ;  Ancesthesia  {Neuritis  ?). 
—A  railway  porter,  aged  43  years,  suffered  four  weeks  ago,  after  a  cold, 
from  severe  pain  in  the  back,  which  disappeared  after  a  few  vapour 
baths.  After  this  he  was  attacked  with  violent  pain  in  the  left  leg 
and  foot,  which  lasted  for  two  weeks.  For  the  last  8  days  the  patient 
has  been  tolerably  free  from  pain,  but  has  experienced  a  numb  and 
furry  sensation  in  the  entire  left  leg,  from  the  gluteal  region  down 
the  entire  course  of  the  sciatic  nerve.  The  limb  was  very  feeble,  so 
that  the  patient  could  only  walk  with  the  aid  of  a  stick.  Present 
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condition:  Limping  gait;  limb  very  feeble,  but  all  individual  move- 
ments possible.    Sensibility  to  touch  and  pain  in  the  posterior  and 
lateral  surface  of  the  thigh  and  in  the  whole  leg  diminished,  but  not 
wholly  abolished.  Considerable  sensation  of  cold  in  the  left  leg,  which 
is  of  a  lower  temperature  than  the  other.  No  other  objective  symptoms. 
Galvanic  treatment :  20  to  24  cells,  descending  stabile,  with  a  few  in- 
terruptions.   After  2  sittings  improvement;  sensibility  in  the  leg 
returned,  and  only  in  the  foot  and  thigh  still  lowered.    After  8 
sittings  considerable  amelioration ;  the  patient  walking  much  more 
easily,  although  the  sensibility  is  not  yet  quite  normal.    During  the 
following  days  a  pain  reappeared  in  the  sciatic  nerve,  especially  at 
night.    After  15  sittings  the  pain  and  numbness  had  totally  dis- 
appeared, and  the  sensibility  to  objective  examination  was  normal. 
The  patient  was  discharged  curbed,  and  has  continued  well  since. 

46.  Personal  Observation.  Neuralgia  of  the  Right  Sttpra-orhital 
Nerve.~K  glove  maker,  26  years  old,  has  suffered  for  the  last  five  days 
from  severe  neuralgic  pain  in  the  right  supra-orbital  nerve,  lastin- 
during  the  day,  but  permitting  rest  during  the  night.  A  very 
pronounced  painful  point  at  the  supra-orbital  foramen.  The  nerve 
throughout  its  entire  extent  tender  on  pressure.  No  sensory  dis- 
turbance. Galvanic  treatment :  A  gradually  increasing  and  diminish- 
ing current  with  8  cells,  the  stabile  anode  being  on  the  nerve  trunk 
and  the  kathode  on  the  left  hand.  The  pain  ceased  immediately 
afterwards.  Cured  after  two  fm^ther  sittings.  After  the  first  appli- 
cation the  pamful  point  had  disappeared. 

,7   f -/"^^  Observation.  Neuralgia  of  the  Superficial  Branch  of 
the  Left  Radxal  Nerve.-K  maid  servant,  aged  33  years,  has  for  8  days 
suffered  from  violent  pains,  limited  to  the  region  of  distribution  of 
and  along  the  left  superficial  radial  nerve,  beginning  at  4  o'clock  in 
the  afternoon  and  lasting  throughout  the  entire  night.    The  move 
ments  of  the  hand  and  fingers  are  performed  with  difiiculty  during 
he  paroxysms     For  the  last  6  days  numbness  in  the  hand  at  th^ 
region  of  distribution  of  the  nerve,  on  which  there  was  a  painful 
point.    Galvanic  treatment :  Descending  stabile  current  throih  the 
nerves  (3  to  4  minutesV    The  pain  did  not  return  after  the  first  appli! 

48.  Pen-soru^l  Observation.    Neuralgia  of  the  Trigeminal  Nerve 
jyes  M^ah^A  maid  servant,  24  years  old,  has  been  ill  for  the 

has  suffered  from  pam,  limited  to  the  left  side  of  the  face,  which  L 
very  severe,  especially  in  the  cheek,  forehead,  and  radiating  thi'In: 
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both  dental  aixhes.  It  occurs  five  or  six  times  daily  in  paroxysms  of 
from  30  to  60  minutes'  duration.  There  is  a  painful  point  at  the 
Bupra-  and  infra-orbital  foramina,  and  herpes  on  the  left  lower  lip. 
March  21.  Galvanic  treatment:  A  stabile  current  applied,  with  a  few 
interruptions,  from  the  mastoid  fossa  to  the  supra-  and  infra-orbital 
and  mental  foramina.  Immediately  afterwards  great  relief.  March 
22.  Since  yesterday  there  have  been  two  moderate  paroxysms  of 
pain ;  the  painful  point  is  less  tender.  March  23.  Yesterday  there 
was  no  attack  whatever,  but  to-day  two  slight  ones,  especially  in  the 
frontal  nerve,  which  was  more  particularly  treated.  March  24.  This 
morning  there  was  one  sligbt  attack.  The  herpes  is  drying  up  and 
the  painful  point  cannot  now  be  detected.  March  26.  Discharged 
cured. 

49.  Observation  by  Leber.  Retrobulbar  Optic  Neuritis. — A 
young  man  19  years  old  has  for  the  last  8  months  suffered  from 
a  persistent  attack  of  this  disease,  which  has  resisted  all  treatment. 
During  galvanisation  of  the  sympathetic  there  was  striking  and  very 
rapid  improvement  and  almost  complete  restoration  of  sight  in  one 
eye  (A  on  the  superior  ganglion).  The  application  of  the  current 
transversely  through  the  temples  proved  ineffectual.  After' each 
sitting  an  improvement  in  sight  could  be  demonstrated. 

50,  Observation  hj  Donald  Fraser.    White  Atrophy  of  the  Optic 

JSJ'erve.  A  man  59  years  old  has  suffered  from  diminution  in  acuteness 

of  vision  for  the  last  5  years,  more  marked  during  the  past  9 
months.  September  1871.  R.  eye,  SneUen  20  at  4  inches  ;  1.  eye,  at 
8  inches.  Ophthalmoscopic  appearances  :  The  external  two-thirds 
of  the  optic  nerve  are  white  and  shining,  the  inner  third  hypera;mic ; 
the  veins  tortuous  and  dilated  ;  the  arteries  diminished  in  number 
and  calibre ;  white  streaks  along  some  of  the  vessels.  No  other 
form  of  illness.  Diagnosis:  Primary  degeneration  of  the  optic 
nerve,  treated  without  result  for  4  weeks  with  mercury  and  iodme. 
October  1871.  Snellen  20  with  both  eyes  at  1\  inches.  Galvanisation 
with  6  cells  for  20  seconds  through  the  temples.  Immediately  after- 
wards Snellen  20  could  be  had  at  10  inches.  Treatment:  AppUca- 
tion  of  the  current  transversely  and  longitudinally  through  the  head. 
Progressive  improvement  took  place,  and  at  the  end  of  3  mouths 
Sn(3nen  5^  could  be  had  with  the  same  ease  as  formerly  was  Snellen 
20  '  The  beneficial  results  are  daily  perceptible  after  each  appUcation 
oi  'the  galvanism.  January  1872.  Distinct  improvement  also  m  the 
ophthalmoscopic  appearances ;  the  arteries  are  wider  and  the  veins 
narrower  and  less  tortuous.    The  amelioration  still  contmues. 
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Just  as  in  diseases  of  the  brain  and  of  the  spinal  cord 
so  here  we  must  infer  from  therapeutical  experience,  and 
from  our  general  electrotherapeutical  views,  that  the  galvanic 
current  must  be  employed  principally  and  almost  exclusively 
in  diseases  of  the  peripheral  nerves,  so  far  as  we  have  to  aim  at 
producing  katalytic  and  vasomotor  effects;  although  in  order  to 
obtain  stimulating  and  modifying  results,  and  to  compensate 
the  more  minute  molecular  nutritive  disturbances,  the  faradic 
current  may  be  employed  in  the  same  way  as  the  galvanic. 

In  most  cases  the  treatment  of  the  diseased  part  should,  of 
course,  be  as  direct  as  possible,  but  still  an  indirect  treatment 
need  not  be  omitted,  as  it  is  quite  possible  to  set  vasomotor 
and  trophic  mfluences  in  action  from  the  upper  portion  of  the 
peripheral  nerves,  from  the  s:>mipathetic  tract  (cervical  sympa- 
thetic m  optic  neuritis),  or  even  from  the  spinal  cord  and  its 
centres.    Finally,  in  many  cases  a  reflex  action  from  the  skin 
(faradic  brush,  &c.)  may  not  be  entirely  useless,  especially 
m  the  more  functional  and  speciaUy  molecular  disturbances 
(e.g.  neuralgias).    In  all  cases  in  which  a  direct  action  on 
the  diseased  nerve  cannot  be  easily  carried  out- as,  for  example 
m  the  nerves  at  the  base  of  the  skuU,  the  optic  nerve  &c' 
-you  must  avail  yourselves  chiefly  of  this  indirect  katalytic 
action.  *^ 

You  may  adopt  the  following  methods  of  application  for  the 
special  forms  of  peripheral  nervous  diseases. 

In  neuritis  the  stabile  action  of  the  anode  has  been  held 
to  be  the  best,  at  least  in  all  recent  cases,  the  kathode  bein^ 
placed  either  exactly  opposite  or  on  some  indifferent  point,  such 
as  the  sternum.    It  appears  to  me  more  advisable,  however,  to 
apply  the  kathode,  where  it  is  possible,  to  a  more  central  part 
of  the  diseased  nerve,  or  to  the  corresponding  region  of  the 
cord  the  cervical  or  lumbar  enlargement,  in  order  to  influence 
simultaneously  the   vasomotor   (and   trophic?)   nerves  and 
centres.   The  currents  must  be  of  moderate  strength  (25°  to  40° 
N  defl  with  150  GE,  about  4  to  10  ma.),  and  mfst   e  al  owed 
to  act  from  2  to  5  or  10  minutes;  the  result  each  time  1  11 
generally  indicate  the  proper  length  of  the  sitting 

In  older,  very  chronic  cases  (e.g.  Obs.  37),  where  connective 
tissue  mduration,  cirrhosis,  and  dryness  of  the  tissue  m"y  be 
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surmised,  or  where  advanced  degenerative  atrophy  can  be 
demonstrated,  you  may  employ  the  anode  alternately  with 
the  kathode,  and  the  latter  perhaps  even  more  often  and  with 
greater  intensity. 

You  must  employ  the  same  mode  of  procedure  in  hcemor- 
rhage  into  the  nerve  sheaths,  which  occurs  as  seldom  as  it  is 
difficult  to  recognise.  When  anemia  or  hypersemia  of  the 
peripheral  nerves  is  suspected — you  will  seldom  be  able  to 
diagnose  it  with  certainty — the  methods  of  treatment  are 
obvious :  action  on  the  vasomotor  nerves ;  in  antemia  the 
energetic  stabile  action  of  both  poles  above  the  affected  spot, 
or  on  the  cord  or  the  sympathetic ;  in  hypersemia  a  shorter, 
more  fugitive  action  of  the  kathode  on  the  same  place. 

In  slight  mechanical  and  traumatic  lesions,  causing  only 
molecular  change  in  the  nerve  fibres,  capable  of  rapid  removal, 
displacement  of  the  sheath,  and  perhaps  also  a  little  disturbance 
of  cu-culation,  there  is  evidence  to  prove  that  a  direct  action  of 
the  galvanic  current  on  the  seat  of  lesion  is  of  service,  and 
that  sometimes  by  means  of  this  agent  a  distinct  improvement 
even  of  the  paralytic  symptoms  present  may  immediately 
ensue.    E.  and  E.  Eemak  have  found  this  to  be  particularly 
the  case  in  the  frequent  paralysis  from  pressure  of  the  musculo- 
spiral  nerve  in  the  upper  arm,  and  I  can  thoroughly  confirm 
the  fact,  at  least  at  certain  stages  in  some  slight  cases  of  this 
paralysis.    We  find  that  this  good  effect  is  specially  attained 
by  the  stabile  action  of  the  kathode  of  a  weak  galvanic 
current;  if  it  is  attainable  at  once  the  patients  can  move 
the  muscles  voluntarily  with  much  gi-eater  ease  during  the 
action  of  the  current.    At  all  events  this  method,  combined,  in 
suitable  cases,  with  the  action  of  the  anode,  should  be  tried 
first  in  these  and  in  allied  cases,  though  a  further  antiparalytic 
action  of  the  current  is  thereby  by  no  means  excluded.  An 
indirect  vasomotor,  katalytic  action,  by  means  of  .galvanisation 
of  the  nerves  above  the  lesion,  may  also  be  tried.  Moderate 
faradic  currents  may  be  applied  for  the  same  purpose  ;  the 
reflex  influence  of  dry  faradisation  with  the  brush  may  likewise 

be  resorted  to.  ,        •       r  ji 

In  severe  traumatic  lesions  the  favonrable  action  of  tlio 
electric  current  can,  of  course,  only  begin  when  the  cause  is 
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removed.  The  latter  indication  may  be  fulfilled  in  the  case  of 
cicatrices  and  the  like,  by  the  current  itself,  owing  to  its 
absorbing  or  katalytic  power  (vide  p.  256);  but  the  treatment 
of  the  nerve  injury  itself,  the  promotion  of  reunion  between 
the  ends  of  the  divided  nerve,  is  imperative.  The  seat  of 
lesion  must  be  treated  energetically  and  for  a  long  period  with 
stabile  currents,  the  anode  and  the  kathode  successively,  though 
in  more  cirrhotic  conditions  you  should  employ  the  kathode 
principally,  stabile  and  labile,  even  on  the  central  end  of  the 
nerve. 

In  addition  to  the  injury  itself,  the  degenerative  atrophy 
of  the  nerves,  always  present  in  such  cases,  must  be  treated. 
Experience  teaches  that  good  results  are  to  be  expected  only 
when  the  central  trophic  influences  are  not  entirely  suspended, 
or  at  least  when  they  have  been  restored  in  part,  for  you  will 
not  succeed  in  preventing  or  even  in  retarding  degenerative 
atrophy  in  its  development  even  by  very  early  and  regular 
galvanisations  or  faradisations.    Still  it  is  not  impossible  by 
these  procedures,  even  before  the  re-establishment  of  trophic 
conduction,  to  facihtate  and  hasten  the  subsequent  restora- 
tion.   But  you  ought  not  to  expect  any  substantial  result 
in  such  cases  until  the  original  lesion  in  the  nerve  is  so 
far  cured  that  some  continuity,  however  slight,  exists  between 
the  peripheral  and  the  central  portions.    In  all  such  cases 
of  secondary  degenerative  atrophy  (recognised  by  ED)  the 
treatment  of  the  seat  of  lesion  itself  is  the  most  important, 
that  of  the  degenerative  atrophy  being  only  secondary,  and' 
specially  indicated  when  the  improvement  begins  to  be  dis- 
tinct.    Where  we  have  to  do,  on  the  other  hand,  with  a 
XJr%inary  degenerative  atrophy,  as  in  cases  of  so  called  paren- 
chymatous chronic  neuritis,  the  treatment  of  this  morbid  change 
must  be  directly  undertaken  and  may  have  immediate  results. 

In  both  cases  it  is  our  aim  to  combat  the  further  degenera- 
tion of  the  nerve  fibres  and  to  hasten  their  regeneration,  and 
this  can  be  done  by  means  of  energetic  nutritive  influences,  and 
also  by  means  of  the  regulation  and  increase  of  the  blood 
supply.  The  most  serviceable  method  for  this  end  is  the 
energetic  galvanisation  of  the  nerve  trunk  in  its  whole  extent, 
ihe  faradic  current  has  much  less  effect  in  such  cases,  if  it 
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of  any  use  at  all.  I  generally  let  the  anode  act  steadily,  to 
begin  with;  afterwards  I  apply  the  kathode  principally,  passing 
it  slowly  up  and  down  along  the  nerve  trunk,  the  currents 
being  pretty  strong  (30°  to  50°  N  defl.,  6  to  15  ma.)  The 
tinie  is  from  one  to  four  minutes  daily  for  each  nerve,  and  the 
same  application  may  be  made  to  the  muscles  which  are  under 
the  influence  of  the  diseased  nerve. 

The  proper  time  to  begin  in  primary  forms  is  at  once,  and 
in  secondary  forms  as  soon  as  we  can  surmise  that  trophic  con- 
duction has  been  re-established,  sometimes  even  sooner.  It  is 
advisable  to  begin  work  as  soon  as  possible  upon  the  central 
portion  of  the  nerve  and  the  corresponding  centre  in  the  cord, 
in  order  to  promote  cure  more  rapidly  in  the  peripheral  portion 
by  stimulation  of  the  vasomotor  and  trophic  nerves  and 
centres. 

What  in  our  present  knowledge  we  regard  as  purely  func- 
tional disturbances  of  the  peripheral  nerves  (neuralgias,  anaes- 
thesise,  spasms,  paralyses,  &c.)  is  to  be  treated  by  either  current 
according  to  the  indications  present ;  and  according  to  whether 
the  stimulating  or  modifying,  perhaps  also  the  katalytic  and 
nutritive  action  of  the  current  is  required,  you  will  choose 
between  the  faradic  and  the  galvanic  current,  and  the  various 
methods  and  sites  of  application.  These  topics  will  occupy  us 
more  particularly  in  the  following  lectures.  They  stand  at  the 
base  of  what  is  understood  by  the  symptomatic  treatment  of 
disease,  which  is  just  as  necessary  in  lesions  of  peripheral  nerves 
as  in  those  of  the  brain  and  spinal  cord  to  supplement  the  treat- 
ment of  the  diseased  part  itself.  Aneesthesia  and  paralysis,  neu- 
ralgias and  spasms,  peripheral  vasomotor  and  trophic  distm-bances, 
&c.,  are  the  subjects  that  come  within  this  domain. 

Only  a  few  remarks  are  necessary  with  regard  to  the  elec- 
trical excitability  in  peripheral  nerve  lesions.  The  results  of 
the  electrical  examination  have  not  the  gi-eat  diagnostic  value 
which  was  formerly  ascribed  to  them,  at  least  in  respect  of  the 
seat  of  the  lesion  and  especially  of  the  distinction  between  peri- 
pheral and  central  paralysis.  You  have  seen  that  exactly  the 
same  alterations  of  excitability  may  occur  in  spinal  diseases  as 
in  peripheral ;  but  a  distinction  between  peripheral  lesions 
of  the  cerebral  motor  nerves  and  special  cerebral  functional 
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disturbances  may  be  possible  by  means  of  electrical  testing. 
Electrical  examination  is  often  of  decided  value  in  determining 
more  particularly  the  seat  of  the  lesion,  if  the  situation  of  the 
arrest  of  conduction  can  be  accurately  localised  by  it :  if,  in 
motor  nerves,  the  excitability  is  intact  below  the  seat  of 
lesion,  but  above  it  apparently  lost,  then  the  diseased  part  may 
be  easily  determined  ;  and  in  the  same  way  if,  in  sensory  nerves, 
no  excentric  sensations  can  be  obtained  below  a  certain  point, 
whilst  they  are  well  preserved  above  it.  But  this  is  only 
possible  in  a  very  few  cases,  most  often  in  the  nerve  trunks  of  the 
upper  extremities. 

As  for  the  rest,  every  possible  alteration  of  the  electrical 
excitability  may  occur,  as  you  will  remember  in  the  general 
electrodiagnosis — increase,  diminution,  partial  and  complete 
ED,  the  two  last-named  being  especially  valuable  for  deter- 
mining the  severity  of  the  lesion  and  discovering  the  degree, 
extent,  and  stage  of  the  degenerative  atrophy  in  nerve  and 
muscle. 

In  neuritis  there  is  a  little  rise  in  the  excitability  in  slight 
cases,  generally  followed,  later,  by  a  slight  fall;  but  if  the 
disease  has  caused  a  more  severe  lesion  of  the  nerve  the  various 
degrees  of  intensity  of  ED  will  be  observed,  from  the  slightest 
partial  to  the  complete  form. 

In  traumatic  nerve  lesions,  as  in  neuritis,  all  depends  upon 
the  severity  of  the  injury,  upon  whether  the  nerve  tracts  are 
slightly  and  temporarily  affected,  whether  their  conduction  is 
entirely  or  imperfectly  interrupted,  perhaps  also  upon  whether 
the  motor  tracts  alone  or  also  the  trophic  at  the  same  time  are 
injured  in  their  powers  of  conduction.  In  part  of  the  cases, 
therefore,  the  electrical  excitability  may  remain  normal,  in  part 
it  may  be  simply  diminished,  and  in  all  severer  lesions  either 
partial  or  complete  ED  may  come  on.  The  latter  is,  under 
all  circumstances,  a  sufficient  indication  of  the  presence  of 
degenerative  atrophy.  The  most  important  thing  about  these 
results  is  their  prognostic  signification,  for  here,  in  the  peri- 
pheral nerve  lesions,  the  rule  given  before  (p.  204)  specially 
holds  good :  that  under  the  same  circumstances — i.e.  with  the 
same  form  and  cause  of  disease— the  lesion  is  more  severe  and 
obstinate  the  greater  the  alterations  of  the  electrical  excitability 
are  and  the  more  complete  the  occurrence  of  ED. 
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IV.  PARALYSIS  AND  ATROPHY. 

LiTEEATTTEE.— W.  Erb. :  '  Handb.  d.  Krankh.  d.  periplieren  Nerv.,'  Ist 
edit.  1874,  2nd  edit.  1876,  and  the  literature  refeiTed  to  there.— Seelig- 
miiller:  '  Lehrb.  d.  Krankh.  d.  periph.  Nerv.  u.  d.  SjTnpath.'  1882.— 
Bernhardt :  '  Beitr.  z.  Pathol,  d.  peripheren  u.  spmalen  Lahmungen,'  Virch. 
Arch.,  vol.  bcxviii.  p.  267,  1879.—'  Neuropathol.  Beob.,'  Deutsch.  Arch.  f. 
Uin.  Med.,  xxii.  p.  362, 1878.— Barwinkel :  '  Zur  elektrotherapeut.  Casuistik/ 
Arch.  d.  Heilk.,  ix.  pp.  338,  458,  1868.— Erb:  '  Galvanotherap.  Mitthei- 
lungen :  Paralysen,  Ati-ophien,'  Deutsch.  Arch.f.  Min.  Med.,  iii.  p.  351, 1867. 
— '  Zur  Fathol.  u.  pathol.  Anat.  peripher.  Paralysen,'  ibid.  iv.  and  v.  1868. — 
'  Ueber  rbeuniat.  Facialislahmung,'  ibid.  xv.  p.  5.  1875. — '  Zur  galvan. 
Behandl.  von  Augen-  und  OhreJileiden,'  Arch.  f.  Auc/en-  u.  Ohrenheilk.,  by 
Knapp  and  Moos,  ii.  1,  1871. — '  Zur  Casuistik  der  bulbaren  Lahmungen,' 
Arch.  f.  Psych,  u.  Ne7-v.,  ix.  p.  325,  1879. — Driver:  '  Behandlung  einiger 
Augenleiden  mit  dem  galvan,  Strom,'  Arch.  f.  Augen-  u.  Ohrmiheilk,.,  ii.  2, 
1873. — Schulz  :  '  Ueber  Anwend.  d.  Elektr.  bei  Paralyse  d.  Augenmuskeln,' 
Wien.  med.  Woch.,  1862,  No.  16.— M.  Benedikt :  '  Elektrother.  u.  physiol. 
Studieu  iib.  Augenmuskellahmung,'  Arch.  f.  Ophthalmol.,  x.  l,p.  97, 1864. — 
Gozzini :  '  L'Elettroterapia  nella  Paralisi  degli  Oculomotorii,'  Gazz.  Med. 
Ital.  Lomh.,  1868,  Nos.  4, 13,  30. — Buzzard :  '  Details  of  Electrical  Examina- 
tion and  Treatment  in  a  Case  of  Peripheral  Paralysis  of  Facial  and  Oculo- 
motor Nerves,'  Lancet,  Oct.  2,  1875. — A.  Grafe :  '  Motilitatsstorungen  d. 
Auges,'  Handb.  d.  ge,i.  Aiigenheilk.,  vi.  1,  1875. — H.  Macher:  '  Elektrother. 
Erfahrungen  bei  Augenaffectionen.'  Diss.  Erlaugen,  1880. — Rieger  and  v. 
Forster :  'Auge  u.  Riickenmark,'  Ai-ch.  f.  Ophthalmol.,  1881. — L.  Landois 
and  Mnsler :  '  Heilung  einer  veralteten  Facialislahmung  durch  gleichzeit. 
Andwendimg  des  galv.-farad.  Stroms,'  Eerl.  Jclin.  Woch.,  1868,  No.  34. — 
v.  Kralft-Ebing :  'Fall  von  Facialislahmung  mit  different.  Verbal  ten  u.s.w.,' 
Deutsch.  Arch.f.  Min.  Med.,  v.  p.  527, 1869.— Mor.  Meyer :  '  Ueb.  d.  Tlierap. 
d.  rheumat.  Facialislabmungen,'  Bei-l.  Min.  Woch.,  1884,  No.  5.— W.  Erb : 
'  Seltener  Fall  von  atrophischer  Liihmung  des  N.  hypoglossus,'  Deutsch. 
Arch.  f.  Uin.  Med.,  vol.  xxxvii.  p.  265,  1885.— A.  Euleuburg :  '  Beitr.  z. 
Galvanopathol.  u.  Therapie  d.  Lahmungen, '  Berl.  Min.  Woch.,  1868,  Nos. 
1 ,  2,-0.  Berger  :  '  Lahmung  d.  N.  thoracieus  longus.'  Breslau,  1873. — 
Ten  Gate  Iloedemaker :  'Ueb.  die  von  Erb  zuer.st  besclirieb.  combin. 
liiihmungsform  an  d.  oberen  Extremitiit,'  Arch.  f.  Pmjch.  u.  Nen:,  ix.  p.  738, 
1879.— Vierordt:  'Ueber  atroph.  Lahmungen  d.  ob.  Extremit.'  (Diss. 
Leipzig),  Deut.'>ch.  Arch.f.  Idin.  Mod.,  xxxi.  1882.— Fr.  Fischer:  'Zur  Lehre 
von  d.  Liihmungen  d.  N.  I'adialis,"  ibid.  xvii.  p.  392, 1876.— E.  Remak  :  'Zur 
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Tatliol.  u.  Elektrother.  d.  Urucklahmiing  des  N.  radialis,'  Deutsch.  Zeitschr. 
f.  prakt.  Med.,  1878,  No.  27.— V.  Ziemssen :    '  Stimmbandlahmuiigen : 
Laryngoskopisclies  u.  Laryngotlierapeutisches,'  Deutsch.  Arch.  f.  Idin.  Med., 
iv.  p.  376,  1868.— '  Elektricitat  in  d.  Medicin,'  3rd  edit.  p.  197,  1866;  4tli 
edit.  1872. — '  Motilitatsneurosen  d.  Kehlkopfs,'  in  V.  Ziemssen! s  Handb.  d. 
spec.  Pathol,  vol.  iv.  1st  and  2nd  edits.  1879. — M.  Mackenzie:  'On  the 
Treatment  of  Hoarseness  and  Loss  of  Voice  by  the  Direct  Application  of 
Galvanism  to  the  Vocal  Chords.'    London,  1863. — Gerhardt :  '  Stud.  u. 
Beobacht.  iiber  Stimmbandlahmungen,'  Virch.  Arch.,  vol.  xxvii.  pp.  68,  296, 
1863. — M.  J.  Rossbach  :  '  Kann  man  von  der  Haut  des  lebenden  Menschen 
aus  die  Kehlkopfnerven  u.  Muskeln  elektrisch  reizen?  '  Monatschr.  f.  Ohren- 
heilk.,  1881,  No.  10. — H.  Kaplan  :  '  Experim.  Beitr.  z.  el.  Erregbarkeit  der 
Glottismusculatur.'   Diss.  Berlin,  1884. — Jurasz  :  '  Ueber  d.  SensibUitats- 
nem-oaen  d.  Eachens  u.  Kehlkopfs/  Saniml.  klin.  Vortrdye,  No.  195,  1881. — 
V.  Ziemssen:  '  Kiinstl.  Respir.  bei  Asphyktischen  u.s.w.,'  Elektricitat  in 
d.Med.,  1857;  3rd  edit.  p.  174,  1866.— Rumpf:  'Ataxie  u.  Diphtheritis,' 
Deutsch.  Arch.  f.  klin.  Med.,  xx.  p.  120, 1877. — Rich.  Schiilz  :  '  Ataxie  nach 
Diphther.,'  ibid,  xxiii.  p.  360,  1879. — V.  Ziemssen :  '  Ueber  d.  mechan.  u. 
elektr.  Erregbarkeit  des  Herzens  u.  des  N.  phrenicus,'  ibid.  xxx.  1881. — 
Erb  :  '  Bleilahmung,'  ibid.  iv.  p.  242,  1868.—'  Arch.  f.  Psych,  u.  Nerv.,'  v, 
p.  445,  1875. — E.  Eemak:  '  Zur  Pathogenese  d.  Bleilahmung,'  Arch.  f. 
Psych,  u.  Nerv.,  vi.  p.  1,  1875. — '  Ueber  d.  Localisat.  atroph.  Spinallah- 
mungen,'  ibid.  ix.  p.  510,  1879. — Eulenburg :  '  Eall  von  Bleilahmung,' 
Deutsch.  Arch.  f.  klin.  Med.,  iii.  p.  506,  1867.— Kast :  '  Notizen  z.  Bleilah- 
mung,' Centrnlbl.  f.  Nervenheilkunde,  1880,  p.  137. — Bernhardt :  '  Ueber 
Bleilahmung  u.  subacute  atr.  Spinallahm.  u.s.w.,'  Perl.  klin.  Woch.,  1878, 
Nos.  18,  19. — Seeligmiiller  :  '  Ueber  Arseniklahmimg,'  Deutsch.  med.  Woch., 
1881,  No.  14. — Le  Fort :  '  De  la  Substitution  des  Courants  Continus  Faibles 
mais  Permanents  aux  Cour.  Cont.  Energiques,  etc.,'  Gaz.  des  Hop.,  1872, 
Nos.  60-63.— E.  Valtat :  '  De  I'Atrophie  Muscul.  cons^cut.  aux  Malad.  des 
Articulations.'  Paris,  1877. — Charcot :  '  Sur  I'Atrophie  Muscul.,  qui  succede 
a  certaines  Lesions  Articul.,'P?  o^rt',s  Med.,  1882,  Nos.  20,  21,  25. — Friedreich  : 
'  Ueb.  progress.  Muskelatrophie,  iiber  wahre  und  falsche  Muskelhypertrophie.' 
Berlin,  1873.-0.  Berger  :  '  Zur  Aetiol.  u.  Pathogen,  d.  sog.  Muskelhypertr.,' 
Deutsch.  Arch.  f.  klin.  Med.,  ix.  p.  363,  1872.— A.  Eulenburg :  '  Pseudo- 
hypertr.  d.  Musk.  u.  wahre  Muskelhypertrophie,'  in  V.  Ziemssen' s  Ilandb.  d. 
spec.  Pathol.,  vol.  xii.  2,  2nd  edit.  1877.— W.  Erb :  '  Ueb.  d.  juven.  Form 
der  progress.  Muskelatrophie  u.s.w.,'  Deutsch.  Arch.  f.  klin.  Med.,  vol. 
xxxiv.  1884. 
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LECTUEE  XXII. 

Introduction-Definition  and  Pathogenesis  of  Paralysis-Aim  and  Objects  of 
Electrotherapeutics  in  Paralysis,  and  the  Methods  of  their  Fulfilment— 
(«)  Eemoval  of  the  Paralysing  Cause— (J)  Eemoval  of  the  Hindrances  to 
Motor  Conduction- Direct  and  Indirect  Methods— Importance  of  the 
Reflex  Tracts— Methods  of  Employing  the  Galvanic  and  the  Paradic 
Current  for  this  puii^ose— (c)  Removal  of  more  Minute  or  Grosser  Nutri- 
tive Disturbances  in  the  Motor  Tract-(rZ)  Restoration  of  the  Normal 
Condition  of  the  Paralysed  Muscles— Treatment  of  Muscular  Atrophy- 
Results  of  Electrotherapeutics  in  Paralysis— Electrodiagnosis  of  Paralysis 
— Practical  Technical  Remarks. 

Paralyses  of  various  kinds  and  in  every  situation  belong  to  the 
most  frequent  forms  of  disease;  the  loss  of  the  accustomed 
mastery  over  se^Darate  parts  and  movements  of  the  body  makes 
a  deep  mental  impression  on  those  affected,  and  such  an  affection 
more  or  less  interferes  with  the  calling  and  livelihood  of  the 
patient.  Paralysis  of  the  arms  and  hands  makes  a  vast  number 
of  industrial  and  artistic  occupations  impossible,  and  may  even 
interfere  with  mental  employment  through  its  disturbing 
influence  on  writing.  Paralysis  of  the  legs  limits  the  power  of 
locomotion  and  makes  a  whole  series  of  callings  impracticable ; 
paralysis  of  the  ocular  muscles  embarrasses  or  destroys  another 
great  number  of  important  functions  ;  paralysis  of  the  muscles 
of  mastication  and  of  deglutition  obviously  is  fraught  with  the 
greatest  dangers,  and  even  simple  facial  paralysis  is  in  the  highest 
degree  unwelcome,  on  account  of  its  disfiguring  consequences. 
The  interposition  of  the  physician  is,  therefore,  desired  oftener 
and  more  urgently  in  these  forms  of  disease  than  in  many 
others,  sometimes  much  more  dangerous  to  life. 

Ever  since  electrotherapeutics  has  existed,  paralysis  of  every 
kind  has  been  one  of  its  chief  objects,  and  it  is  in  connection 
with  this  symptom  that  results  have  been  obtained  which  have 
been  remarkably  evident  and  tangible.  What,  indeed,  is  more 
important  than  to  exercise  upon  a  paralysed  or  weakened  part  an 
influence  which  determines  muscular  contractions,  that  have 
remained  in  abeyance  in  spite  of  tlie  utmost  exertion  of  the  will, 
and  conjures  back  again  the  lost  movements  of  the  parts  before 


ELECTRICITY  IN  PARALYSIS. 


427 


the  astonished  eyes  of  the  despairing  patients  ?  The  inspiring 
thought  of  directly  stirring  up  the  destroyed  functions,  of 
calling  them  into  action  by  suitable  stimulation,  of  exercising 
them,  and  thereby  recovering  them  for  the  organism,  must 
lead  to  the  employment  of  that  agent  which  stands  far  before 
any  other  in  its  action  on  the  motor  nerves  and  the  muscles 
— that  is,  the  electric  current.  And  this  has  been  done  over 
and  over  again :  I  should  be  simply  going  over  the  whole 
history  of  electrotherapeutics  if  I  were  to  go  further  into  the 
history  of  the  electrotherapeutics  of  paralysis. 

Practical  results  have  shown  that  the  idea  of  employing 
electricity  for  paralysis  was  right  at  least  in  the  main  ;  count- 
less paralyses  have  been  healed  by  it,  and  will  be  healed  daily  by 
it,  often  with  surprising  rapidity,  often  only  after  long-continued 
exertions ;  and  no  other  remedy  has  won  for  itself  so  secure 
and  permanent  a  place  in  the  therapeutics  of  paralysis  as  the 
electric  current. 

But  in  spite  of  immense  experience,  in  presence  of  the 
numerous  experiments  which  have  been  undertaken  to  explain 
it,  and  although  the  scientific  investigation  of  electrotherapeu- 
tics has  concentrated  itself  on  paralysis,  we  are  still  not  quite 
clear  as  to  the  real  nature  of  the  antiparalytic  action  of  electric 
currents.  At  all  events  we  can  refer  only  a  part  of  the  cures 
which  are  being  daily  effected  to  simple  physical  forces  which 
we  can  understand.  It  is  unnecessary  to  do  more  than  to  hint 
here  that  this  is  in  great  part  the  result  of  our  ignorance  even 
of  the  more  minute  pathological  processes  in  paralysis. 

It  seems  to  me  called  for,  therefore,  to  go  somewhat  into  the 
nature  and  definition  of  paralysis,  into  the  pathological  occur- 
rences which  are  present  or  supposed  to  exist,  in  order  to 
establish  from  them  what  the  therapeutical  rationale  really  is, 
and  to  which  of  the  current  actions  with  which  we  are  familiar 
we  may  appeal  in  our  endeavours. 

We  may  define  paralysis  as  a  '  diminution  or  suspension  of 
the  power  of  exciting  the  motor  nerves  and  the  muscles  to  their 
normal  function,'  or,  in  other  words,  'deficient  or  abolished 
muscular  contraction  with  intact  power  of  will.' 

This  condition  may  be  brought  about,  first,  by  disease  of 
the  muscles  themselves  (atrophy,  degeneration,  suspended  ir- 
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ritability  from  certain  poisons,  &c.) :  this  is  the  so  called  myo- 
pathic paralysis.  But  paralysis  may,  further,  be  caused  by 
disease  of  the  motor  tracts  at  any  part  of  their  com'se  from  the 
muscles  to  the  motor  centTres  of  the  cerebral  cortex,  and  by 
disease  of  these  centres  themselves  ;  this  is  neuropathic  para- 
lysis. (If  the  seat  of  the  will  is  to  be  found  in  still  higher 
centres,  the  lesions  of  the  motor  cortical  centres  also  may  then 
be  regarded  as  paralyses  in  the  motor  tracts,  whilst  otherwise 
they  would  be  contrasted,  as  central  paralyses,  in  the  more 
exact  sense  of  the  word,  with  paralyses  of  conduction  ;  these 
latter  would  then  be  divided,  according  to  their  seat,  into  peri- 
pheral, spinal,  and  cerebral.  This  would  make  no  difference  in 
electrotherapeutics ;  the  distinction  between  myopathic  and 
neuropathic  paralysis,  and  the  division  of  the  latter  into  peri- 
pheral, spinal,  and  cerebral,  is  quite  sufficient  for  us.  The 
abolition  of  the  will  itself — abulia — does  not  belong  to  the 
category  of  paralysis,  but  comes  into  the  domain  of  the 
psychoses,  and  is  to  be  treated  accordingly  in  a  suitable 
manner,  if  necessary  also  with  the  electric  current.) 

Such  neuropathic  paralyses  (and  they  form  by  far  the 
greatest  part  of  all  paralyses)  are  occasioned  by  many  different 
causes,  which  affect  the  power  of  generating  and  of  conducting 
impulses  in  the  cells  and  nerve  fibres — viz.  by  inflammation, 
degeneration  and  atrophy,  haemorrhage,  anaemia  and  hyperfemia, 
but  perhaps  most  often  by  simple  mechanical  influences,  such 
as  compression,  contusion,  rupture,  incision,  and  the  like. 
They  may  likewise  be  caused  by  less  palpable  changes,  not 
very  obvious  anatomically,  by  the  action  of  certain  poisonous 
substances,  by  over-exertion  and  exhaustion,  by  cold,  hysteria, 
and  so  forth — in  short,  by  the  so  called  '  functional '  disturb- 
ances, the  nature  of  which  we  do  not  yet  know;  we  are  not  even 
always  able  to  localise  their  exact  seat,  for  while  some  of  the 
affections  are  circumscribed  there  are  others  which  are  more 
diffuse  and  spread  over  a  great  part  of  the  nerve  tract. 

But  we  have  not  yet  exhausted  all  the  symptoms  in  paraly- 
sis which  must  become  the  object  of  our  therapeutical  en- 
deavours ;  in  the  paralysed  parts — the  nerves  and  muscles — 
certain  changes  may  develope  themselves  in  time.  These  are 
frequently  only  of  a  simple  nutritive  or  molecular  nature, 


INDICATIONS  IN  VAEALYSIS. 


and  may  assume  the  form  of  diminished  conductivity  and 
excitabiUty,  or,  at  most,  of  simple  wasting,  and  are  caused 
partly  by  the  inactivity,  partly  no  doubt  by  the  interference 
with  certain  trophic  stimuli;  but  sometimes  they  are  of  a 
much  more  serious  character — that  of  degenerative  atrophy  oi 
the  nerves  and  muscles,  going  on  to  excessive  connective-tissue 
cirrhosis — important  changes  which  are  quite  inevitable  in 
many  forms  of  paralysis. 

The  object  of  electrical  treatment,  then,  in  all  these  patho- 
logical processes,  is  this :  the  restoration  of  the  normal  in- 
fluence of  the  will  on  the  muscles ;  in  other  words,  this  usually 
consists  in  the  restoration  of  conductivity  in  the  motor  nerve 
tracts,  whether  it  be  in  any  one  part  or  in  their  whole  length. 
In  a  smaller  number  of  cases  we  have  to  deal  with  the  restora- 
tion of  the  irritability,  the  contractile  power,  and  the  nutrition 
of  the  muscles ;  and  as  a  more  general  indication,  we  must 
never  fail  to  attempt  the  removal  of  the  changes  set  up  in 
nerves  and  muscles  by  the  paralysis. 

Let  us  see  what  special  tasks  are  thus  set  before  us,  and 
with  what  means  and  methods  of  electrotherapeutics  we  can 
accomplish  them. 

(a)  The  iirst  and  the  most  important  duty  that  meets  us  is 
the  removal  of  the  paralysing  cause,  i.e.  the  essential  local 
lesion  at  the  diseased  part  of  the  motor  tract.  Only  a  part  of 
these  forms  of  disease  is  accessible  to  electrotherapeutics,  such 
as  the  various  diseases  of  the  brain,  the  spinal  cord,  and  the 
peripheral  nerves,  which  I  have  described  in  Lectures  XVI.  to 
XX. ;  if  these  have  caused  the  paralysis  they  must  be  treated 
directly  and  at  once,  in  the  manner  you  already  know,  and  you 
will  remember  that  the  galvanic  current,  with  its  katalytic 
action,  is  to  be  preferred  for  this  purpose. 

Some  of  these  paralysing  causes  cannot  be  reached  by 
electricity,  but  must  be  treated  in  other  ways — such  as  internal 
remedies,  surgical  or  hydropathic  measures,  &c. 

Finally,  there  remains  a  set  of  cases  in  which  we  do  not  yet 
know  accurately  the  nature  and  the  seat  of  the  paralysing 
affection,  as,  for  example,  hysteria,  various  toxic  affections, 
many  paralyses  after  acute  diseases,  &c.  In  such  cases  this 
causal  treatment  must  either  be  given  up  or  must  be  aiiplied 


430 


ELECTR  0  THERAPE  UTICS. 


experimentally  to  all  the  organs  which  might  be  affected, 
according  to  a  systematic  plan;  your  pathological  views  and 
your  diagnosis  must  govern  you  in  treating  whether  only  the 
peripheral  nerves  or  also  the  spinal  cord  and  the  brain,  or  in 
acting  at  all  three  localities  successively. 

(6)  But  along  with  the  correct  fulfilment  of  this  causal 
indication  there  is  often  a  second  duty  to  be  discharged,  viz. 
the  removal  of  the  hindrances  which  arrest  the  transmission  of 
impulses  at  the  seat  of  lesion.    This  indication  is  not  always 
fulfilled  by  the  accomplishment  of  the  former  task ;  and  in  all 
cases  where  the  causal  lesion  cannot  be  found  and  accurately 
localised,  where  the  causal  treatment  does  not  have  the  desired 
effect  quickly  and  completely,  or,  as  is  frequently  the  case, 
requires  to  be  further  supported,  this  second  indication  must 
be  fulfilled,  and  with  this  the  direct  antiparalytic  action 
of  the  electric  current  begins.    With  reference  to  this  point 
we  must  in  the  first  place  dwell  upon  the  exciting  action  of 
our  remedy.    A  hindrance  in  the  motor  conduction,  which 
cannot  be  overcome  by  the  will,  may  perhaps  be  conquered  by 
a  stronger,  artificial  stimulation,  and  the  way  thus  made  clear 
for  voluntary  excitation.    Hence,  if  we  allow  the  electric  ir- 
ritation to  act  energetically  above  the  seat  of  lesion  the 
hindrance  may  perhaps  be  in  this  way  removed.    A  very  fair 
comparison  would  be  that  of  a  water  pipe  in  which  the  current 
is  stopped  by  some  hindrance  (a  mass  of  mud,  a  solid  body, 
or  the  like),  which  weakens  or  completely  prevents  the  flow. 
The  simplest  remedy  for  this  is  to  wash  away  the  hindrance  by 
a  stronger  current  of  water,  under  higher  pressure,  and  so  to 
make  the  course  free  again ;  and  this  may  be  done  with  one 
strong  impulse  (of  which  we  sometimes  have  an  analogous  ex- 
perience in  the  electrotherapeutics  of  paralysis),  or  by  repeated 
currents  of  such  a  strength  as  shall  be  sufficient  to  wash  away  the 
obstruction  gradually  (as  in  prolonged  treatment  of  paralysis). 
I  would  refer,  further,  to  the  well-known  fact  that  the  obstruc- 
tion in  a  motor  tract  is  diminished  by  its  more  frequent  use 
(influence  of  exercise),  and  we  may  bring  this  about  artificially 
by  repeated  electric  excitation.    It  is  sometimes  possible  in 
this  way  to  induce  a  continuance  of  the  exciting  process ;  and  if 
this  has  once  been  accomplished  the  stimulation  of  the  will 
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may  gradually  begin  to  act  and  the  paralysis  gradually  to 
disappear. 

It  is  evident  that  for  this  purpose  the  application  of  the 
stimulus  centrally  to  the  seat  of  lesion  is  absolutely  necessary 
(fig.  35).  In  order  to  remove  an  obstruction  a  in.  the  course 
of  a  motor  nerve  n,  so  that  the  centrifugal  voluntary  stimula- 
tion may  again  reach  undisturbed  to  the  muscle  m,  the 
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FlS.  35. — ^Diagram  re- 
presenting a  motor  pamly- 
si.i.  n,  motor  patli ;  ?«.,  tbe 
muscle  ;  n,  seat  of  lesion  in 
the  course  of  the  motor 
Impulse  ;  e,  electrical  exci- 
tation (tentrally  to  the 
lesion). 


JPlG.  30.— -Diagram representing  a  pen^/ie/'oi^/frciai pnra- 
lysis,  and  showing  tlie  method  of  reflex  electrical  treatment 
from  the  trigeminus,  vii,  facial  nerve  ;  v,  trigeminus  ;  m, 
the  muscle  ;  h,  the  skin  and  peripheral  termination  of  trige- 
minus ;  c,  central  organ  (medulhi  oblongata)  ;  a,  seat  of 
lesion  in  the  facial  nerve :  e,  excitation  of  the  skin.  The 
arrows  indicate  the  direction  of  the  current. 


electric  excitation  e  must  start  from  above  the  lesion  a.  The 
rationale  is  clear,  and  the  plan  may  well  be  carried  out  in 
many  peripheral  paralyses,  especially  in  the  extremities,  the  arm 
and  leg ;  still  it  is  not  always  practicable  even  in  jaeripheral 
paralyses — as,  for  example,  in  paralysis  of  the  facial  nerve  inside 
the  Fallopian  canal^  of  the  cerebral  nerves  at  the  base  of  the 
skull,  or  in  lesions  of  the  cauda  equina,  &c.  In  such  cases  our 
purpose  could  not  be  realised  at  all  if  we  were  not  fortunately 
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m  a  position  to  apply  tlie  electrical  stimulus  to  the  desired 
spot-central  to  the  lesion-in  an  indirect,  reflex  manner  In 
many  cases  this  is  very  simple,  but  in  many,  again,  not  so  easy  ; 
still  we  can  generally  manage  to  accomplish  our  purpose,  as 
the  lollowmg  diagrams  will  make  clear  to  you. 

The  matter  is  very  simple  if  the  shortest  and  most  frequently 
traversed  reflex  circuit  is  intact,  as,  for  example,  in  peripheral 
facial  paralysis,  if  the  trigeminus  remains  uninjured  (fig.  36). 
If  in  the  facial  nerve  vii  an  obstruction  a  is  present,  say 
at  its  entrance  into  the  Fallopian  canal,  we  cannot  apply  the 
electric  current  with  the  necessary  strength  above  the  lesion ; 
but  if  we  excite  with  the  electric  current  e  the  portion  of  the 
skin  of  the  face  h  supplied  by  the  trigeminus  v,  or  the  trunk 
or  individual  branches  of  the  nerve,  a  centripetal  excitation 
will  be  set  up,  which  will  be  transferred  in  the  central  organ 

c,  by  the  shortest  reflex  circuit,  on  to 
the  trunk  of  the  facial,  and  act  as  a 
centrifugal  stimulation  on  the  obstruc- 
tion, with  the  same  result  as  if  we  had 
applied  the  electrical  stimulus  centrally 
to  the  point  a. 

Similar  conditions  obtain  in  in- 
fantile paralysis,  for  example,  where 
the  obstruction  lies  in  the  reflex  circuit 
itself,  but  where  the  sensibility  of  the 
skin  is  perfectly  intact.  A  central 
stimulation  of  the  motor  tract  is  like-  . 
wise  impossible,  but  reflex  excitation 
can  seize  upon  a  more  favourable  spot, 
in  order  to  overcome  the  obstruction, 
as  the  annexed  diagram  (fig.  37)  will 
show  you  without  further  explanation. 

But  the  case  becomes  more  difficult 
if  we  have  to  do  with  paralysis  of 
peripheral  mixed  nerves,  where  the 
sensory  tract  is  also  interrupted,  as  at  a 
in  fig.  38.  An  excitation  from  the  skin 
at  h  will  have  no  effect  on  the  motor  paralysis ;  it  is  interrupted 
at  the  obstruction  a,  and  will  be  unable  to  set  up  any  reflex 
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Fig.  37. — Diagram  representing 
a  cenlral  pamlysis,  e.g.  an  infantile 
spinal  paralysis,  c,  nerve  centre  ; 
7«,  the  muscle ;  h,  the  skin ;  e,  point 
of  electrical  excitation  ;  /li,  patli 
of  sensory  impulses  and  i)ORterior 
nerve  roots ;  vo,  motor  paths  and 
anterior  roots ;  «,  seat  of  lesion, 
situated  within  the  reflex  circuit, 
licm. 
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excitation  in  the  motor  tract;  in  order  to  do  that  we  must 
employ  tracts  situated  farther  forwards  or  backwards  for  the 
reflex  excitation  (or  even 
those  on  the  other  side  of 
the  body  at  the  same  level)  ; 
in  our  diagram  (fig.  38),  for 
example,  the  tract  h',  which 
is  in  indirect,  reflex  connec- 
tion with  m,  indicated  by  the 
arrows.    According  to  well- 
known  physiological  laws, 
however,  this  reflex  irrita- 
tion will  be  considerably 
weaker  than  if  the  natural 
and  shortest  reflex  circuit 
had  been  employed.  But 
something  else  may  be  ac- 
complished by  the  electrical 
irritation  of  h  ;  the  obstruc- 
tion of  the  sensory  tract  may 
be.  overcome,  and  the  way 
made    clear,   and   so  the 
shortest  reflex   circuit  for 
the  centrifugal  stimulation 
of  the  tract  Em  be  opened. 
A  direct  action  upon  the 
paralysis  is  thus  made  pos- 
sible.    Exactly  the  same 
thing  comes  to  pass  if — a? 
so  often  happens — the  con- 
duction of  sensory  impres- 
sions is  restored  sooner  than 
that  of  motor;  the  sensory 
tract  is  then  immediately 
made  use  of  for  reflex  ex- 
citation.    I  have  no  doubt 
that  a  part  of  the  cures 
which  are  effected  by  faradic 

and  galvanic  treatment  helow  the  seat  of  lesion  depends 
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Fig.  38. — Diagram  to  slaowthe  various  cbnnuels 
of  reflex  aotioii  available  for  the  treatment  of 
central  and  peripheral  paralyses,  r,  spinal  cord ; 
hr,  cerebral  cortex ;  m,  to',  m",  m'",  motor  paths 
and  muscles  ;  A,  h",  h'",  sensory  paths  and  skin  ; 
a,  lesion  of  a  mixed  peripheral  nerve  ;  o',  lesion  in 
the  path  of  spinal  motor  impulses;  a",  lesion  in 
the  path  of  cerebral  motor  impulses.  For  further 
piu-tioulars  see  text. 
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upon  a  procedure  very  much  like  that  indicated  by  tlii.s 
diagram. 

But  the  matter  becomes  still  more  complicated  and  difficult 
in  central  paralyses ;  if  the  nearest  and  shortest  reflex  circuit 
lies  below  the  seat  of  lesion  (as  in  fig,  38  the  circuit  h'B.m', 
if  the  lesion  is  at  a'\  then  its  excitation  has  of  course  no  direct 
influence  at  all  on  the  diseased  spot,  and  consequently  none  on 
the  paralysis,  especially  if  the  sensory  conduction  is  obstructed 
at  the  same  time  at  the  level  of  a'.  From  this  it  follows  that 
spinal  and  cerebral  paralyses,  in  which  the  reflexes  are  normal 
or  increased,  cannot  be  affected  at  ail,  or  only  with  difficulty,  in 
this  reflex  manner  ;  it  can  only  be  brought  about  by  the  reflex 
stimulation — the  sensory  conduction  being  normal — acting 
centrifugally  upon  a  in  a  roundabout  way,  or  from  a  distant 
sensory  tract ;  and  for  this  purpose  the  reflex  tracts  lying  more 
forward  are  always  to  be  employed.  As  there  are  certainly 
reflexes  given  off  from  the  cerebral  cortex,  which  originate 
perhaps  in  the  motor  cortical  centres,  or  even  beyond  (there 
is  indeed  little  known  about  them,  and  they  are  not  easily 
accessible  for  physiological  study,  as  the  reflex  circuits  situated 
below  cannot  easily  be  excluded),  it  is  possible  to  make  use  of 
reflex  irritation,  proceeding  from  the  centre,  for  paralysis  in 
any  situation  (as,  for  example,  for  a  lesion  a"  in  our  diagram, 
which  might  involve  the  region  of  the  internal  capsule),  and  to 
do  so  by  means  of  electric  irritation  of  any  part  of  the  skin  on 
the  paralysed  side.  From  this  it  comes  to  pass  that  the  sensory 
conduction  to  the  cortex  of  the  brain  is  perfectly  intact  in 
many  of  the  paralyses  which  we  are  considering  here  (from 
cerebral  hemorrhage,  &c.)  Also,  this  may  doubtless  serve  to 
explain  a  part  of  the  beneficial  results  of  faradisation  and 
galvanisation  in  central,  and  especially  in  cprebral,  paralyses ; 
and  the  assertions  of  Vulpian  and  Rumpf  that  the  motor 
paralysis,  the  speech,  &c.,  may  be  improved,  in  hemiplegia  with 
anesthesia,  by  circumscribed  faradic  brushing  of  the  skin  of 
the  forearm,  agree  with  this  very  satisfactorily. 

In  order  to  attain  these  stimulating  effects  you  may  employ 
the  various  methods,  with  both  kinds  of  cm-rent,  which  have 
already  been  described  in  the  General  Part  (p.  251).  With  the 
galvanic  mrrent  the  use  of  the  kathode  is  to  be  preferred,  on 
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account  of  its  stimulating  action  and  its  power  of  increasing 
the  irritability ;  it  may  be  employed  stabile  to  begin  with,  but 
afterwards  more  profitably  labile,  drawn  energetically,  with  a 
sufficiently  strong  current,  over  the  portions  of  nerve  and 
muscle,  or  of  the  skin,  which  are  to  be  stimulated.  The  con- 
tractions which  are  produced  serve  as  a  criterion  for  the  strength 
of  the  crni-ent ;  and  for  central  stimulation,  where  there  is  of 
course  no  contraction,  or  in  non-excitabili^'y  of  the  peripheral 
portion  of  the  nerve,  you  may  select  the  strength  of  the 
current  according  to  its  effect  on  the  same  or  similtir  healthy 
nerves.  For  stronger  and  repeated  stimulations  (especially 
central  to  the  seat  of  lesion)  KG  on  the  proper  situations 
may  very  profitably  be  employed.  If  you  need  a  still  stronger 
irritation,  repeated  changes  of  polarity  will  be  the  suitable 
means  of  obtaining  it.  During  all  these  proceedings  the 
anode  may  be  placed  on  the  seat  of  lesion  or  anywhere  central 
to  it  (on  the  plexus,  the  spinal  cord,  &c.),  or  even  on  some  in- 
different spot.  You  will  hardly  ever  employ  the  anode  itself  for 
the  purposes  which  we  are  now  considering.  For  the  irritation 
of  the  skin  you  may  use  the  metallic  brush,  attached  to  the 
kathode  ;  it  is,  however,  very  painful,  easily  produces  sores,  and 
has  no  advantage  over  the  much  more  convenient  faradic  brush. 

It  is  generally  sufficient  to  apply  the  faradic  current  by 
means  of  moist  electrodes  to  the  affected  nerve  trunks,  in  the 
manner  determined  by  the  special  case,  according  to  the  rules 
for  localised  faradisation,  in  such  a  way  that  the  application 
shall  be  made  central  to  the  lesion  on  the  motor  tracts  and 
peripheral  to  it  on  the  sensory.  To  this  may  be  added  faradisa- 
tion of  the  skin,  either  '  general  faradisation '  with  a  large, 
moist,  sponge  electrode  (for  this  purpose  preferably  the 
kathode),  or  under  certain  circumstances  the  faradic  brush, 
partly  powerful  local  faradisation  of  certain  small  portions  of 
skin  (Vulpian),  partly  more  diffuse  farado-cutaneous  brushing, 
in  vigorous  strokes,  with  a  moderately  strong  current  (Eumpf). 
In  all  cases  you  must  be  cautious  in  selecting  the  strength  of 
the  current,  which  must  not  be  too  great,  in  order  to  avoid 
exhaustion  of  the  motor  tracts  and  over-stimulation  of  the 
sensory. 

It  is  generally  stated  that  the  modifying,  and  here  in 
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particular  the  excitability-increasing,  action  of  the  current  may 
be  employed  for  antiparalytic  purposes ;  this  is  not  quite 
intelligible  to  me,  because  we  have  to  do  here  chiefly  or 
entirely  with  the  restoration  of  the  conduction,  and  not  with 
that  of  the  irritability,  and  we  can  only  find  a  theoretical  basis 
for  this  action  in  so  far  as  that,  after  all,  the  conduction  in  the 
motor  nerve  is  nothing  but  the  successive  irritability  of  its 
several  sections  for  a  stimulation  proceeding  from  the  nearest 
central  section.  Here  also  we  must  apply  the  kathode  stabile, 
with  increasing  strength  and  duration  of  the  current.  This 
has  to  spread  itself  over  the  whole  course  of  the  affected  nerve 
as  much  as  possible.  I  will  leave  it  an  open  question  whether 
it  is  advisable  to  apply  the  anode  peripherally  from  the  kathode 
— say,  on  the  muscles — in  order  to  get  the  so  called  '  refreshing ' 
action  ;  it  is  probably  comparatively  immaterial. 

(c)  A  further  task  is  the  removal  of  the  secondary  nutritive 
disturbances,  grosser  or  more  minute,  which  may  be  present  in 
the  motor  tract,  and  which  interfere  with  the  normal  function, 
in  this  case  chiefly  with  the  conduction. 

There  are  two  things  here  with  which  we  may  have  to  do  : 
in  the  first  place,  with  finer  molecular  disturbances,  ijroduced 
in  the  nerves  by  poisons,  for  example,  or  resulting  from  prolonged 
disease,  perhaps  also  from  the  loss  of  certain  central  trophic 
influences,  and  constituting  an  obstruction  to  the  passage  of 
voluntary  stimulation,  as  in  cerebral  hemiplegia,  according  to 
Brenner's  showing.  One  or  more  moderate  excitations,  the 
repeated  traversing  of  the  motor  tract  by  electrical  stimuli,  is 
often  sufficient  to  restore  the  conduction,  and  stimulation  of  the 
trophic  tracts  and  centres  may  perhaps  play  a  certain  part  in 
the  result.  However  it  may  be,  sudden  and  great  strides 
towards  improvement  are  often  seen  under  favourable  circum- 
stances, and  a  part  of  what  we  have  described  in  cerebral 
disea'^es  as  '  the  reduction  of  the  functional  disturbances  to  the 
dimensions  corresponding  to  the  anatomical  changes  '  certainly 
belongs  to  this  category  (p.  333).  (May  not  reflex  action  also 
play  a  greater  part  in  it?; 

But  we  may  have  to  do,  in  the  second  place,  with  the  well- 
known  degenerative  atrophy  of  the  nerves,  which  results  from 
the  entire  cutting  off  of  central  trophic  influences,  and  which 
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may  be  recognised  by  the  presence  of  ED.  Experience  cer- 
tainly teaches  that  a  complete  arrest  of  this  degenerative 
atrophy  is  impossible,  however  early  and  diligent  the  electrisa- 
tion may  be  ;  for  where  the  trophic  centres  are  completely  cut 
off  it  comes  on  inevitably,  and  any  imi^rovement  can  only  be 
expected  if  the  conduction  begins  to  be  restored.  But, 
although  it  has  not  been  directly  proved,  it  is  still  very  probable 
that,  by  means  of  regular  faradic  and  galvanic  stimulation, 
extensive  atrophy  of  muscles  at  least  may  be  prevented,  and 
the  subsequent  regeneration  of  the  nerves  and  muscular  fibres 
accelerated.  We  must  aim  at  katalytic  and  trophic  actions, 
increase  of  the  blood  supply,  and  the  earliest  possible  return  of 
the  excitability,  in  order  to  promote  the  regeneration  and  to 
check  the  degeneration.  The  faradic  current  will  have  very 
little  effect  here,  even  if  it  will  not  be  altogether  useless.  In 
any  case  the  galvanic  current  is  to  be  preferred— the  stabile 
action  of  both  poles  on  the  diseased  section  of  nerve,  then  the 
energetic  labile  action  of  the  same,  and  afterwards  also  the 
treatment  of  the  muscles  themselves,  to  be  described  presently. 

(d)  Finally,  there  remains  still  in  many  cases  the  problem 
of  restoring  the  normal  irritability,  contractility,  and  poioer, 
perhaps  also  the  normal  size  of  the  paralysed  muscles,  and 
this  is  very  essential  to  the  cure  of  the  paralysis.  Here  also, 
as  in  the  nerves,  we  have  partly  molecular  and  more  minute 
nutritive  disturbances,  partly  simple  atrophy,  wasting  from 
disuse,  external  pressure,  &c.,  partly  true  degenerative  atrophy, 
as  I  have  described  it  to  you  in  its  own  place  (Lect.  X.,  p.  1 90). 

This  brings  me  at  once  to  speak  of  the  treatment  of 
muscular  atrophy  as  such,  for  it  is  essentially  the  same  whether 
the  atrophy  proceeds  from  a  nerve  lesion  and  is  associated  with 
paralysis,  or  has  resulted  idiopathically,  fi-om  primary  muscular 
disease  or  disuse,  from  long-continued  surgical  bandaging, 
joint  affections  (reflex  ?),  or  in  any  other  way.  The  surest 
means  of  increasing  the  nutrition  and  contractility  of  the 
muscles  is  the  inducing  of  muscular  contraction  itself,  as 
muscles  which  are  frequently  thrown  into  contraction  hyper- 
trophy and  become  stronger.  But  more  careful  consideration, 
combined  with  physiological  experience,  shows  that  we  have  to 
do  here  with  a  veiy  complex  procedure.    At  the  same  time  as 
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the  motor  stimulation  a  stimulation  of  the  vasodilators 
certainly  takes  place,  the  consequence  of  which  is  an  increased 
amount  of  blood  and  a  rise  in  the  temperature  of  the  muscles. 
A  simultaneous  stimulation  of  the  trophic  tracts,  causing 
acceleration  of  the  processes  of  tissue  metamorphosis,  and 
thereby  an  increased  growth^  of  the  muscular  fibres  (which 
cannot  be  accounted  for  by 'the  increased  determination  of 
blood  alone),  seems  to  me  to  be  probable. 

For  the  accomplishment  of  our  purpose — the  removal  of  the 
atrophy  and  degeneration  of  the  muscles — we  have,  therefore, 
to  produce  an  increase  of  the  irritability  of  the  contractile 
substance,  so  that  it  may  be  more  easily  stimulated ;  frequently 
repeated  excitation  of  it,  to  induce  muscular  contraction ; 
vasomotor  influences,  increasing  the  determination  of  blood  to 
the  muscles  •  and,  finally,  trophic  action  from  the  nerve  upon 
them,  either  directly  or  indirectly. 

These  are,  as  you  see,  gentlemen,  a  number  of  problems 
which  seem  as  if  they  were  created  for  electrotherapeutics, 
especially  for  the  galvanic  current.  By  its  means  we  may 
first  act  stabile  with  the  kathode,  alternating  with  the  anode 
(on  account  of  the  remaining  positive  modification)  on  the 
muscle  itself,  whereby  we  attain  increase  of  the  irritability  and 
probably  also  katalytic  trophic  actions ;  then  we  may  make  an 
energetic  stabile  action  wich  both  poles  (alternately  or  simul- 
taneously) on  the  corresponding  motor  nerves,  on  account  of 
the  vasomotor  effect ;  and,  finally,  labile  galvanisation  of  the 
motor  nerves  and  the  muscles  in  order  to  set  up  muscular 
contractions,  and  indirectly  to  stimulate  the  trophic  influences. 
For  this  you  will  generally  employ  the  kathode ;  but  if  ED 
is  joresent,  the  labile  stimulation  of  the  muscles  themselves 
may  very  well  be  undertaken  with  the  anode.  If  you  need 
still  stronger  irritation,  KC  and  changes  of  polarity,  or  galvano- 
faradisation,  may  be  resorted  to.  If  the  irritabiHty  of  the 
muscles  is  very  much  lowered  you  must  often  begin  the  course 
of  treatment  with  frequently  repeated  reversals,  until  it  is  to 
some  extent  improved.  You  act  in  exactly  the  same  manner 
with  the  faradic  current :  you  stimulate  the  muscles,  or,  still 
better,  their  motor  nerves,  by  means  of  moist  electrodes, 
according  to  the  rules  of  local  faradisation  ;  that  is  the  simplest 
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and  best  procedure,  especially  in  all  cases  where  the  faradic 
irritability  has  not  been  lost. 

Of  course  it  is  only  very  gradually,  by  means  of  increased 
nutrition,  that  an  improvement  in  the  volume  of  the  muscle, 
an  increase  in  the  transverse  section  of  the  muscular  fibres,  and 
thereby  in  the  power  and  activity  of  the  muscle,  can  be  attained. 
This  may  occur  with  greater  or  less  rapidity.    In  favourable 
cases  it  is  often  surprisingly  rapid,  in  unfavourable  very  slow, 
and  it  may  even  fail  altogether  if  the  possibility  of  central 
trophic  influences  is  permanently  annulled.    But  that  such  a 
result  can  take  place  in  a  few  minutes  no  one  will  believe  ; 
the  'distension'  of  the  muscles  under  the  influence  of  a 
galvanic  current  of  a  few  minutes'  duration,  so  often  described 
by  E.  Eemak,  can  only  be  explained  by  vasomotor  influences, 
dilatation  of  the  vessels,  increased  blood  supply  and  absorption 
of  fluid,  and  you  cannot  fancy  that  the  muscular  fibres  them- 
selves take  any  noteworthy  part  in  it. 

I  must  mention  yet  another  method  of  treatment  of  mus- 
cular atrophy,  of  which  some  observers  have  reported  very  fa- 
vourably— that  is,  the  employment  of  weak  continuous  currents 
(from  1  to  4  cells).  Le  Fort  and  Valtat  have  employed  it  (this 
method)  in  the  muscular  atrophy  which  is  so  common  after 
articular  inflammation,  and  have  repeatedly  seen  very  good  results 
from  it.  It  appears  to  be  particularly  indicated  in  the  peculiar 
forms  of  muscular  atrophy  without  degenerative  processes  and 
without  ED,  which  may  be  referred  to  reflex  influences  (especially 
from  the  joints),  disuse,  long-continued  surgical  bandaging,  and 
the  like.  Charcot  has  recently  made  this  atrophy  the  subject  of 
an  exhaustive  consideration.  He  has  found  that  the  muscles 
present  simple  diminution  of  faradic  and  galvanic  irritability 
(as  was  pointed  out  long  ago  by  myself  and  by  Eumpf),  but 
that  they  still  react  readily  to  static  electricity,  to  which  he 
ascribes  very  good  therapeutical  effects.  I  have  already  (p.  285) 
described  the  methods  of  Le  Fort  and  Valtat  in  the  treatment 
of  this  atrophy,  and  I  would  refer  you  to  that. 

A  retrospective  glance  over  the  tasks  set  us  in  paralysis  and 
atrophy,  and  the  methods  of  fulfilling  them,  shows  that  we 
have  to  do  principally  with  the  stimulating  action  of  electric 
currents,  that  the  vasomotor  and  trophic- — that  is,  the  katiilytic — 
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actions  may  also  come  into  operation  (the  latter  playing  the 
principal  part  in  the  fulfilment  of  causal  indications),  but  that 
the  modifying,  exciting  actions  are  only  of  subordinate  im- 
portance. 

As  essentially  the  same  methods  of  application  are  required 
for  all  the  indications  before  us,  the  electrotherapeutics  of 
paralysis  is  simplified  more  than  you  would,  perhaps,  have  ex- 
pected after  the  long  explanations  which  we  have  been  giving 
until  now.     Apart  from  the  procedures  demanded  by  the 
causal  indication  (treatment  of  the  brain,  the  sympathetic,  the 
spinal  cord,  or  the  peripheral  nerve  lesion)  the  direct  antipara- 
lytic  effects  of  the  current  may  be  induced,  as  a  rule,  by  simple 
faradisation  of  the  nerve  trunk  concerned  at  certain  points,  or 
by  chiefly  labile,  afterwards  also  stabile  galvanisation  of  it, 
which  may,  of  course,  be  modified  and  graduated  in  the  most 
manifold  ways,  according  to  the  situation,  the  nature,  and  the 
extent  of  the  lesion.    To  this  may  then  be  added  peripheral 
cutaneous  excitation  or  the  irritation  of  sensory  nerve  trunks, 
which  is  in  many  cases  desirable,  if  it  has  not  already  been 
included  in  the  rest  of  the  procedure. 

After  these  applications  the  results  will  be  seen  to  come  on 
more  or  less  rapidly  and  completely ;  in  particularly  fortunate 
cases  they  may  be  rapid,  even  after  one  single  sitting  or  after 
very  few,  if  the  anatomical  changes  are  of  such  a  nature  that  a 
rapid  restoration  of  conduction  is  possible,  or  if  such  has  been 
prepared  for  in  the  course  of  the  affection  by  the  curative  power 
of  nature.    In  such  cases  we  see  movements  which  have  been 
impossible  for  weeks  and  months  suddenly  return,  as,  for 
example,  in  paralysis  of  the  vocal  cords,  hysterical  pai-alysis, 
certain  cerebral  paralyses,  slight  rheumatic  paralysis  after  it  has 
existed  for  some  time,  even  in  paralysis  with  ED,  if  electris- 
ation is  begun  at  the  j)roper  time,  when  regeneration  has 
already  advanced  a  certain  length,  &c. ;  but  such  cases  must 
always  be  looked  upon  as  exceptions,  and  most  paralyses  re- 
quire a  more  or  less  prolonged  treatment,  the  end  being 
attained  only  by  patience  and  perseverance.    In  any  case, 
you  must  not  let  failure  at  the  beginning  deter  you  from 
the  continuation  or  the  repeated  resumption  of  the  treatment 
so  long  as  there  is  any  well-grounded  evidence  of  improvementj 
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for  every  now  and  then  we  see  improvement  after  a  surprisingly 
long  duration  of  the  disease.  All  paralyses  with  complete  ED 
require  a  very  long  course  of  treatment,  and  in  such  the  im- 
provement depends  entirely  on  the  removal  of  the  cause  of  the 
paralysis,  which  often  takes  a  very  long  time.  In  paralysis 
with  an  absolutely  incurable  cause  you  must  not,  of  course, 
prolong  the  electric  treatment  unduly. 

It  appears  to  me  superfluous  to  cite  a  number  of  therapeu- 
tical facts  in  proof  of  what  has  just  been  said  ;  for  if  anything  is 
certain  and  undisputed  it  is  the  therapeutical  effects  of 
electricity  in  paralysis,  of  which  we  have  more  than  sufiBcient 
experience.  T  have  already  quoted  a  number  of  examples  in 
previous  lectures  (vide  Obs.  5  to  12,  15  to  17,  18,  20,  21,  22, 
32  to  34,  37  to  41),  to  which  I  would  refer  you,  and  I  shall 
give  a  few  more  under  the  special  forms  of  paralysis. 

I  need  not  say  much  in  this  place  either  about  the 
elect?  odiagnosis  of  paralysis.  Electrodiagnosis  as  a  whole  has 
been  principally  studied  and  established  in  connection  with 
paralysis,  and  is,  without  doubt,  of  the  greatest  importance  in 
relation  to  it.  Eeferring  you  to  the  General  Part  (Lectures 
VII] .  to  XI.)  for  what  I  have  said  there  on  the  subject,  I  shall 
here  give  only  a  short  resume,  which  will  be  further  filled  up  in 
treating  of  separate  forms  of  paralysis. 

The  first  thing  that  we  expect  from  electrical  examination 
is  information  as  to  the  exact  situation  of  the  paralysis.  In 
this  respect  I  must  beg  you  to  moderate  your  expectations  very 
much,  for  electric  testing  very  seldom  gives  us  certain  informa- 
tion as  to  the  exact  seat  of  the  lesion.  That  is  sometimes  to  be 
had  in  peripheral  paralysis,  in  which  the  central  portion  of  the 
nerve  is  accessible  to  electrical  stimulation ;  if  the  central 
portion  is  non-excitable  while  a  more  peripheral  part  still  is,  then 
the  lesion  mustlie  between  the  two  stimulated  points  (but  even 
this  is  valuable  only  in  cases  where  there  is  no  complete  ED). 
Further,  we  may  conclude  with  certainty,  from  the  presence 
of  more  severe  disturbances  of  the  electrical  irritability  (great 
lowering,  ED),  that  no  essentially  cerebral  pai'alysis  is  present, 
for  such  a  condition  occurs  only  in  spinal  (including  bulbar)  and 
pei'ipheral  paralysis.  If  you  find,  for  example,  such  serious 
changes  in  a  cerebral  nerve  (facial,  spinal  accessory,  &c.)  you 
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kuow  that  it  must  be  injured  in  its  peripheral  tract,  or  at  least 
m  Its  bulbar  nuclear  region.  On  the  other  hand,  a  distinction 
between  peripheral  and  spinal  paralysis  is  not  possible  on  the 
ground  of  electrical  examination  alone  ;  but  if  you  have  an  un- 
doubtedly spinal  cause  for  a  paralysis  you  may  very  well  decide, 
with  a  fair  amount  of  certainty,  from  the  presence  or  absence 
of  RD,  on  the  implication  or  immunity  of  certain  sections  of 
the  anterior  grey  columns. 

The  information  which  electrical  examination  gives  us  as 
to  the  presence  or  absence  of  severe  degenerative  processes  in 
the  paralysed  nerves  and  muscles  is  much  more  important, 
and  here  especially  the  different  forms  and  stages  of  ED  are  of 
the  greatest  possible  significance,  because  they  give  us  a  fairly 
accurate  impression  of  the  histological  condition  of  the  nerves 
and  muscles,  and  thereby  allow  us  to  form  a  correct  conclusion 
as  to  the  severity  of  the  paralysing  lesion  and  the  degree  in 
which  conduction  is  affected.  By  this  means  also  very  im- 
portant prognostic  data  are  in  many  cases  furnished,  and  in  any 
case  very  special  attention  must  be  paid  to  these  circumstances 
in  all  forms  of  paralysis.  For  all  details  I  refer  you  to  the 
Greneral  Part. 

Finally,  still  slighter  changes — simple  increase  and  simj)le 
diminution  of  the  electrical  irritability — occur,  from  which 
certain  conclusions  as  to  the  degree  of  irritability  generally,  the 
finer  molecular  and  nutritive  disturbances,  &c.,  may  be  drawn, 
which  are  certainly  not  of  much  diagnostic  value,  but  which 
now  and  then  justify  important  conclusions.  Thus  a  slight 
increase  in  the  electrical  irritability,  which  shows  itself  in  many 
cases  of  paralysis  within  a  few  days,  in  others  after  a  longer  time, 
admits  of  the  certain  conclusion  that  slight  irritative  conditions 
exist  in  some  part  of  the  motor  tracts  (as  in  hemiplegia  with 
contraction,  neuritic  paralysis,  at  the  commencement  of  certain 
rheumatic  paralyses,  &c.)  A  diminution  of  the  electrical  irrita- 
bility indicates,  in  many  cases,  finer  nutritive  disturbances  (fi-om 
disuse,  or  the  lack  of  certain  trophic  influences  in  many  spinal 
and  cerebral  diseases,  which  do  owt  lead  to  RD);  in  other  cases, 
again,  the  loss  and  atrophy  of  the  greater  part  of  the  nervous 
and  muscular  fibres,  as  we  see  in  bulbar  paralysis  and  in  some 
of  the  muscles  in  progressive  muscular  atrophy;  or,  finally. 
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grosser  changes  in  the  muscles  themselves,  which  cause  atrophy 
or  some  other  disturbance  of  the  muscles,  and  thereby  lead  to  a 
diminution  of  the  irritability  (as,  for  example,  in  muscular 
atrophy  in  the  neighbourhood  of  diseased  joints,  in  primary 
muscular  diseases,  in  lipoma  and  pseudohypertrophy  of  the 
muscles,  in  true  muscular  hypertrophy,  &c.)  From  all  that  we 
know,  the  presence  of  ED  indicates  that  the  paralysis  or  atrophy 
in  question  is  of  neurotic  orgin,  and  must  be  caused  by  a  lesion 
of  the  peripheral  or  central  trophic  nervous  apparatus  ;  in  all 
cases,  therefore,  where  you  find  marked  atrophy  with  corre- 
sponding paralysis  and  without  any  ED  you  may  exclude  with 
certainty  a  neurotic  origin,  and  think  of  a  primary  muscular 
disease.  At  all  events  all  severe  lesions  of  the  grey  anterior 
columns,  or  of  the  peripheral  tracts,  may  certainly  be  excluded, 
even  if  we  cannot  entirely  exclude  the  possibility  of  some  other 
kind  of  central  disturbance  of  nutrition  (cf.  pp. 173-1 76) ;  but 
there  are  no  very  decided  proofs  of  this.  The  facts  already  de- 
duced from  spinal  pathology  are  not  sufficient  to  determine  this, 
and  the  views  lately  advanced  by  Charcot — that  the  atrophy 
following  articular  inflammation  is  also  of  neurotic,  spinal 
origin — is  at  present  only  a  hypothesis,  albeit  a  very  plausible 
one. 

Before  proceeding  to  the  special  consideration  of  the  indi- 
vidual forms  of  paralysis  I  shall  preface  it  by  a  few  short  prac- 
tical and  general  remarks. 

In  the  treatment  of  cerebral  paralysis  the  central 
treatment  is,  of  course,  the  principal  thing  ;  for  its  commence- 
ment and  method  I  would  refer  you  to  I^ectm-es  XVI.  and 
XVII.  In  the  peripheral  treatment  of  the  paralysis,  an  excep- 
tion must  be  made  to  the  above-mentioned  rule  of  applying  the 
anode  to  the  seat  of  lesion,  on  account  of  the  danger  of  applying 
too  strong  a  current  to  the  brain ;  in  such  cases  I  generally 
place  the  anode  on  the  nape  of  the  neck,  whilst  I  treat  the  arm 
and  leg  peripherally.  Sometimes  I  have  passed  stabile,  but 
very  weak,  curi-ents  from  the  side  of  the  cerebral  lesion  to  the 
opposite  brachial  plexus,  as  an  introduction  to  the  peripheral 
treatment.  Caution  in  the  selection  of  the  strength  of  the 
current  is  specially  enjoined  in  cerebral  paralysis,  more  particu- 
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larly  if  reflex  irritation  (farado-cutaneous  brushing)  is  resorted 
to. 

In  spinal  paralysis  also  the  central  treatment  is  the  prin- 
cipal thing ;  and  the  peripheral  treatment  may  sometimes  be 
dispensed  with,  especially  if  the  nutrition  of  the  nerves  and 
muscles  is  normal  and  their  electrical  irritability  intact  (vide 
Lectures  XIX.  and  XX.)  Here  vre  may  adhere  to  the  rule  to 
apply  the  anode  over  the  seat  of  lesion  in  peripheral  treatment. 

In  peripheral  paralysis  the  seat  of  lesion  deserves  the  first 
consideration ;  afterwards  an  accurate  balancing  of  the  special 
relations  is  required,  in  order  to  settle  the  situation  and  the 
manner  of  further  applications.  The  difference  of  the  effect  on 
the  motor  and  sensory  tracts,  the  consideration  of  the  direct  or 
reflex  stimulation,  ought  not  to  be  neglected  ;  and,  in  particular, 
the  reflex  stimulation  ought,  perhaps,  to  be  cultivated  more, 
and  more  consciously,  than  has  hitherto  been  done. 

In  respect  of  the  technique  of  the  operation  there  is  but 
little  to  say.  The  strength  of  the  current  must  be  suitable  to 
the  individual  case,  and  must  generally  be  sufiicient  to  induce 
contraction  (where  excitability  is  destroyed  the  healthy  side  may 
be  used  as  a  test)  ;  and  the  electrodes  must  be  selected  accord- 
ing to  general  rules — for  causal  treatment  somewhat  large,  but 
for  the  peripheral  relatively  small.  JMore  exact  localisation  is 
determined  by  the  special  relations  of  the  individual  case. 

The  sittings  must  not  be  too  long,  or  over-stimulation  and 
exhaustion  will  be  induced  ;  and  the  duration  of  the  entire  course 
of  treatment  must  be  according  to  circumstances,  determined 
by  the  general  rules  (Lect.  XV.)  You  must  not  fail  in  perse- 
verance in  the  electrotherapeutics  of  paralysis. 
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LECTUEE  XXIII. 

Electrotherapeutics  of  the  Separate  Forms  of  Paralysis— 1,  Paralysis  of  the 
Ocular  Muscles— Pathogenesis— Cases— Methods  of  Treatment— Results 
—2,  Paralysis  of  the  Muscles  of  Mastication— 3,  Paralysis  of  the  Facial 
Nerve— Rheumatic  Ponn;  its  Situation  and  Nature— Conditions  of  the 
Electrical  Irritability  —  Prognosis  —  Cases  —  Methods  of  Treatment  — 
Results— Other  Forms  of  Facial  Paralysis— 4,  Paralysis  of  the  Spinal 
Accessory  Nerve— 5,  Paralysis  of  the  Hypoglossal  Nerve. 

The  treatment  of  the  se'parate  ^paralyses  is  to  be  carried  out 
according  to  the  principles  set  forth  in  the  previous  lecture ;  it 
is  very  different  in  the  different  cases,  according  to  the  situation 
of  the  lesion,  with  regard  to  the  indications  present,  and  the 
most  suitable  methods  of  application.  I  must  now  describe  this 
somewhat  in  detail. 

1.  Paralysis  of  the  Ocular  Muscles. 

This  occurs  very  often,  either  idiopathically  or  as  an  ac- 
companying and  diagnostic  symptom  of  a  great  number  of 
important  diseases  of  the  brain,  and  also  of  the  cord.  It  is  of 
great  importance  for  the  diagnosis  and  discernment  of  many  of 
these  diseases,  and  constitutes  a  very  grateful  object  for  electro- 
therapeutics. 

The  basis  of  electrical  treatment  must,  of  course,  be  a 
diagnosis,  as  exact  as  possible,  of  the  form  and  extent  of  the 
paralysis,  and  especially  of  the  localisation  of  the  lesion.  The 
recognition  of  the  paralysis  of  the  separate  muscles  of  the  eye 
has  developed  to  a  high  degree  of  perfection.  There  is  isolated 
paralysis  of  individual  muscles  or  of  each  separate  ocular  nerve, 
partial  paralysis  of  the  oculo-motorius,  then  combined  paralysis 
of  all  or  of  two  ocular  nerves,  one-sided  and  symmetrical  muscular 
paralysis,  and  finally  symmetrical  paralysis  of  associated  muscles 
having  the  same  action  (e.g.  both  superior  recti,  internal  rectus 
of  one  side  and  external  rectus  of  the  other,  both  internal  recti, 
&c.),  and  we  must  also  distinguish  between  complete  paralysis 
and  mere  paresis,  the  so  called  insufficiency  of  the  ocular  muscles. 

The  exact  seat  of  the  lesion  may  be  deduced  in  many  cases, 
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but  not  always,  from  all  these  conditions,  from  etiological  cir- 
cumstances, and  from  well-known  facts  of  clinical  experience  ; 
it  may  be  in  the  orbit  (the  three  ocular  nerves,  the  optic  nerve, 
the  first  branch  of  the  trigeminus),  or  in  the  middle  cranial 
fossa  (three  ocular  nerves  and  the  whole  of  the  trigeminus),  or  in 
the  posterior  cranial  fossa  (trochlear  nerve,  abducens,  facial,  audi- 
tory, &c.),  or  it  may  be  situated  in  the  bulbar  nuclear  region, 
medulla,  pons,  peduncle  (nuclear  oculo-muscular  paralysis,  im- 
plication of  functionally  associated  muscles,  immunity  of  the 
accommodation  and  pupillary  reflexes,  implication  of  other 
bulbar  nerves,  alternating  paralysis,  &c.)  There  is  not  much 
known  as  yet  about  the  more  centrally  situated  lesions  as  causes 
of  oculo-muscular  paralysis.  Some  observations  favour  the  idea 
that  cortical  lesions  may  give  rise  to  muscular  paralysis,  e.g.  iso- 
lated ptosis  and  the  like,  on  the  opposite  side,  but  a  more  exact 
localisation  cannot  be  made ;  the  other  symptoms  must  be  con- 
sidered in  determining  it. 

Further,  the  diagnosis  whether  such  paralysis  is  to  be  con- 
sidered as  the  precursor  or  the  accompaniment  of  other  diseases, 
especially  tabes,  multiple  sclerosis,  and  the  like,  is  of  more 
particular  importance ;  and  a  thorough  examination  of  the  disease 
with  this  end  in  view  often  gives  surprising  disclosures.  It 
is,  of  course,  also  desirable  to  obtain  information  as  to  the 
nature  of  the  lesion,  for  in  certain  disturbances  (tumours,  syphilisj 
&c,)  nothing  at  all  can  be  expected  from  the  electrical  cm-rent, 
or  only  in  combination  with  other  treatment. 

There  is  no  eLectrodiagnosis  of  oculo-muscular  paralysis,  as 
the  ocular  muscles  cannot  be  stimulated  by  electricity ;  so  we 
must  resign  the  advantage  which  electrical  examination  grants 
to  the  diagnosis  of  many  other  forms.  I  have  often  tried  to  ob- 
tain results  from  it,  but  the  near  neighbourhood  of  the  brain  and 
ol  the  retina  lays  limits  upon  us  in  the  choice  of  the  strength 
of  the  current,  such  as  will  always  render  an  exact  examination 
impossible. 

I  will  now  cite  shortly  a  few|^  cases  as  examples  for  the 
therapeutical  results. 

51.  Personal  Observation.  Eheumatic  Paralysis  of  the  Ahdncens. 
—An  engine-driver,  aged  34,  had  suffered  from  diplopia  for  10  days, 
nppar«ntly  from  a  cliill.    Pxiglit-sided  abducens  paralysis  is  present ; 
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the  eye  caanot  be  moved  outwards  beyond  the  middle  line.  Galvanic 
treatment :  8  cells  stabile,  transversely  through  the  temples,  gal- 
vanisation of  the  sympathetic,  the  kathode  labile  along  the  region  of  the 
rectus  externus,  the  anode  being  on  the  left  side  of  the  neck.  Imme- 
diately afterwards  the  eye  could  be  moved  ftirther  outwards.  After 
the  fourth  sitting  the  double  images  closer  together,  the  eye  able  to 
be  carried  almost  into  the  external  angle.  After  10  daily  sittings,  cure. 

52.  Personal  Observation.  Eight-sided  Ocido-motor  Paralysis. — 
A  man,  aged  70.  Diplopia  now  and  again  for  two  months.  On  March 
20,  1867,  sudden  and  complete  ptosis  of  the  right  eye,  since  when  the 
eye  has  remained  closed ;  fleeting  pains  in  the  depths  of  the  orbit  and 
in  the  right  half  of  the  forehead.  On  April  1  complete  paralysis  of 
all  the  muscles  supplied  by  the  right  oculo-motor  nerve.  Abducens 
and  trochlear  nerve  unaffected.  Otherwise  perfectly  healthy,  with 
the  exception  of  senile  palsy  in  the  right  arm.  Galvanic  treatment : 
12  cells  with  the  kathode  labile  over  the  eye,  the  anode  being 
behind  the  left  ear.  On  April  12  distinct  improvement ;  the  ej'elid 
can  be  I'aised  hah-way.  Gradual  return  of  motility  to  the  other 
muscles,  but  complete  cure  not  till  May  24,  after  28  applications. 

53.  Personal  Observation.  Right-sided  Trochlear  Paralysis  and 
Insufficiency  of  the  Internal  Rectus. — A  man,  aged  52,  suffering  for  14 
days,  probably  in  consequence  of  an  injury,  from  symptoms  of  paresis 
of  the  right  obliquus  superior  with  insufhciency  of  the  internal  rectus. 
Treatment  began  on  October  19,  in  the  usual  way.  Immediate  result 
very  striking,  the  diplopia  disappearing  at  once,  to  return,  however, 
until  the  following  day.  On  November  1  the  insufficiency  of  the 
internal  rectus  completely  removed.  Treatment  discontinued  from 
November  3  to  8.  On  November  8  diplopia  again  a  little  more 
marked,  but  disappeared  at  once  after  the  treatment.  On  November 
15  patient  discharged  cured. 

54.  Personal  Observation.  Double-sided  Paresis  of  the  External 
and  Internal  Recti[Nuclear  Oculo-muscular  Paralysis  ?).  —  A  boy,  aged 
12,  formerly  always  healthy.  Diplopia  for  4  weeks,  after  2  days  of 
severe  pain  in  the  head ;  his  rigid  look  very  remarkable.  Examina- 
tion shows  vision  normal,  accommodation  not  impaired.  Both 
external  as  well  as  both  internal  recti  appear  extremelv  paretic 
(the  double  image  homonymous  on  distant  vision  in  the  external 
half  of  the  field,  crossed  on  near  vision.)  The  other  ocular  muscles 
appear  intact,  as  are  all  the  other  cerebral  nerves  ;  no  more  headache 
no  vomiting,  a  little  dizziness  in  walking,  extremities  unaffected. 

Galvanic  treatment :  8  cells  transversely  through  the  temples 
and  the  mastoid  processes,  then  the  kathode  labile  over  the  eyelids. 
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After  8  days — adduction  now  almost  normal — no  more  double  images 
on  near  vision ;  abduction,  on  the  other  hand,  still  much  embarrassed. 
After  11  days,  improvement  in  the  external  recti,  the  double  images 
nearer  each  other.  Severe  epistaxis  came  on,  after  which  the  diplopia 
disappeared,  and  the  external  rotatory  movements  of  the  eyes  became 
much  greater ;  cure  after  another  week. 

The  methods  of  treatment  for  oculo-muscular  paralysis  may 
be  deduced  very  simply  from  general  rules.  The  conditions 
"which  are  present  in  regard  to  the  situation  and  the  etiology 
of  the  paralysis  will  lead  us  in  most  cases  to  have  recourse  to 
the  galvanic  current  first  of  all.  At  the  same  time  we  must 
not  deny  all  effect  to  the  faradic  current ;  you  cannot  expect, 
however,  that  it  will  develope  any  considerable  katalytic  actions, 
but  only  that  it  will  have  a  slight  influence  on  the  muscles  and 
their  motor  nerves,  perhaps  all  the  more  because  it  influences 
them  reflexly  from  the  skin. 

The  first  thing  to  be  undertaken  is  the  galvanic  treatment 
of  the  seat  of  lesion,  and  in  such  a  way  that,  after  it  has  been 
made  out,  the  current  shall  be  directed  transversely  through 
the  anterior  or  posterior  temporal  region  or  through  the  mas- 
toid processes,  the  anode  being  on  the  affected  side ;  in  most 
cases,  however,  it  is  advisable  to  let  the  kathode  act  there 
afterwards.  A  very  practical  method  of  application,  by  which 
means  the  whole  tract  of  the  oculo-motor  nerves,  as  far  as  their 
nuclear  region,  is  brought  into  the  domain  of  the  densest  part 
of  the  current,  is  to  place  one  electrode  on  the  closed  hds  of  the 
affected  eye  and  the  other  on  the  opposite  side  of  the  neck 
and  of  the  occiput.  For  this  purpose  you  use  '  medium  '  elec- 
trodes, a  weak  current  (10-20-25°  N.  defl.  with  150  G-R,  1  to  5 
ma.),  and  stabile  action  for  30  seconds  to  one  minute  in  each 
situation.  If  a  cortical  affection  is  suspected  the  suitable 
application  for  it  must  be  made.  You  may  also  galvanise  the 
cervical  sympathetic,  as  Benedikt  recommended;  for  the 
various  connections  which  exist  between  the  sympathetic  and 
the  ocular  nerves,  by  means  of  the  carotid  and  the  cavernous 
plexus  make  the  possibility  of  a  beneficial  influence  apparent 
even  apart  from  the  direct  katalysis  of  the  lesion  itself.  You 
will  employ  the  usual  methods  for  this  purpose.  I  will  not 
enter  into  the  question  whether  the  conjecture  put  forward  by 
Eieger  and  v.  Forster-tbat  we  have  to  do,  in  tabetic  and  other 
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similar  forms  of  oculo-muscular  paralysis,  frequently  with  local, 
vasomotor  disturbances,  which  proceed  from  primary  centres  of 
disease  in  the  spinal  cord — is  sufficient  to  institute  the  treat- 
ment of  the  cord,  especially  of  its  cervical  portion,  in  such 
cases. 

But  the  chief  thing  is  the  direct  excitation  of  the  paralysed 
muscles  by  means  of  the  kathode.    You  will  accomplish  this 
best  by  fixing  the  anode  in  the  nape  of  the  neck  (a  little  towards 
the  opposite  side)  and  passing  the  kathode  backwards  and  for- 
wards over  the  closed  lids,  near  to  the  insertions  of  the  muscles 
which  are  chiefly  to  be  influenced,  and  also  letting  the  kathode 
act  stabile  for  some  time  on  the  same  spots;  thus,  for  the 
internal  rectus  on  the  inner  side,  for  'the  superior  oblique 
inwards  and  upwards,  for  the  superior  rectus  and  the  levator 
palpebrte  superioris  chiefly  upwards,  &c.     For  the  abducens 
the  temple  may  be  treated   labile  in  the  direction  of  its 
situation.    The  strength  of  the  current  should  be  sufficient  to 
cause  distinct  burning  on  the  lids,  and  lively  contraction  of  the 
frontal  muscles  when  the  temple  is  treated  ;  the  time  for  each 
muscle  should  be  about  half  a  minute.    Gruard  against  too 
considerable  irritation.    It  is  a  good  thing  to  test  the  immediate 
effect,  and  to  stop  when  it  ceases  to  progress.    The  '  small ' 
sponge  electrode  will  serve  the  best,  but  with  a  little  dexterity 
you  may  also  employ  the  'medium'  size.    It  is  also  adva.n- 
tageous  to  use  the  index  finger,  covered  with  a  damp  cloth,  as 
an  electrode,  and  so  to  allow  the  current  to  pass  through  your 
own  body,  as  a  check  upon  its  strength  (Buzzard)  ;  that,  however, 
is  more  to  be  recommended  for  the  faradic  current.    The  same 
proceeding  may  be  practised  if  paralysis  of  accommodation  or  any 
other  affection  of  the  pupil  be  present ;  and  the  irritation  must 
then  be  made  with  the  kathode,  in  a  circular  direction  to  the 
bulb  itself. 

The  same  method  of  application,  as  I  have  just  indicated, 
will  be  chosen  for  the  faradic  current ;  the  current  tolerably 
strong,  so  that  the  orbicularis  palpebrarum  may  contract  well ; 
the  electrode  to  be  applied  in  the  region  of  the  muscle  to  be 
stimulated.  We  may  get  nearer  to  the  muscles  here  by  usino- 
as  an  electrode  a  moistened  hair  pencil,  as  Gfozzini  recom- 
mended, or  a  small  knobbed  electrode  (M.  Kosenthal),  inlro- 
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ducing  it  into  the  conjunctival  sac  and  bringing  it  as  near  as 
possible  to  the  insertion  of  the  muscle  ;  but  this  is  very  dis- 
agreeable to  the  patient,  and  may  at  the  same  time  not  be 
sufficient  to  induce  contractions  of  the  muscles.  You  may  also 
treat  mydriasis,  &c.,  in  this  way  with  two  fine  hair-pencil  elec- 
trodes, placed  opposite  each  other  on  the  margin  of  the  cornea ; 
but  this  is  best  done  under  an  ansesthetic. 

In  this  way  direct  stimulation  of  the  paralysed  muscles 
and  of  the  motor  tracts  may  be  carried  out ;  but  that  this  can 
only  be  weak  and  imperfect  is  evident  from  the  unfavourable 
nature  of  the  existing  anatomical  and  physical  relations,  and 
depends  also  upon  the  impossibility  of  making  the  ocular 
muscles  contract  by  means  of  electricity.    Hence  we  may 
suppose  that  the  cures  reported  to  have  been  effected  by 
this  treatment  have  depended  upon  reflex  stiviulation,  and 
Benedikt  has,  indeed,  asserted  that  the  irritation  of  the  skin, 
i.e.  of  the  trigeminus,  was  the  main  thing.    The  possibility 
of  such  reflex  influence  is  certainly  not  to  be  denied,  but  the 
facts  to  prove  its  existence  are  wanting.    So  far  as  I  know, 
nothing  is  known  in  physiology  of  an  intimate  reflex  relation 
between  the  skin  of  the  face  and  the  ocular  muscles.    I  have 
myself  sought  in  vain  to  prove  it  by  strong  faradic  irritation  of  the 
skin  round  the  eyes,  and  in  all  my  many  attempts  to  induce 
dilatation  of  the  pupil  by  means  of  irritation  of  the  skin  I  have 
never  been  able  to  discover  any  movement  of  the  external  ocular 
muscles.     I  cannot,  therefore,  believe  thoroughly  in  those 
reflexe-^  and  must  resign,  however  unwillingly,  this  convenient 
way  of  combating  ocular  paralysis.   For  the  rest  I  need  hardly 
say  that  the  methods  just  described  serve  also  for  the  purpose 
of  "reflex  stimulation  from  the  skin. 

The  results  of  the  electric  treatment  are  very  i^^vourable  m 
many  of  those  cases  which  are  at  all  suitable  for  it.  The 
instantaneous  improvement  which  comes^on  immediately  after 
treatment  is  often  especially  striking;  the  movements  of  the 
eveball  are  more  extended,  and  the  double  images  come  nearer 
fo^rether  If  this  continues,  and  is  repeated  day  after  day, 
reLery"is  rapid;  but  frequently  it  takes  much  longer,  the 
ZZemeut  disappears  again,  and  recovery  ,s  put  off  for  a  long 
me     A  longer  course  may  be  calculated  upon  if  the  power  of 
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movement  increases  more  rapidly  than  the  approximation  of 
the  double  images.  But  there  are  plenty  of  cases  in  which 
galvanic  treatment,  like  all  others,  remains  ineffectual,  and  the 
paralysis  is  not  cured. 

There  are  hardly  any  general  data  for  the  results  which  may 
be  expected  from  the  treatment.  Eheumatic  paralysis  is 
usually  cured  quickly  and  easily,  and  the  traumatic  forms  are  not 
unfavourable  ;  paralysis  in  the  initial  stages  of  tabes  is  gene- 
rally very  favourable  for  therapeutics,  but  still  there  are 
exceptions,  and  the  same  may  be  said  of  diphtheritic  oculo- 
muscular  paralysis ;  I  have  never  succeeded  with  spinal  myosis 
and  reflex  Argyll-Eobertson  pupil  in  tabes ;  mydriasis  and 
paralysis  of  accommodation  are  generally  very  obstinate  also,  but 
all  depends  upon  the  nature  of  the  cause. 

2.  Paralyses  of  the  Muscles  of  Mastication 

(the  motor  portions  of  the  trigeminus)  are  among  the  greatest 
rarities.  They  are  most  frequently  caused  by  intracranial,  and 
especially  by  basal  diseases,  and  they  may  also  occur  in  certain 
bulbar  affections  (Erb) ;  but  there  is  seldom  any  sign  of  their 
participation  in  more  central  cerebral  diseases  (pons,  central 
ganglia,  cortex,  &c.)  Occasionally  atrophy,  loss  of  faradic 
irritability,  and  ED  are  associated  with  the  paralysis. 

The  electric  treatment  is  carried  out  on  the  same  plan  as  in 
ocular  paralysis  ;  first  rational  (the  galvanic  current  transversely 
through  the  anterior  or  posterior  auricular  region,  or  diagonally 
from  the  front  of  the  ear  to  the  opposite  side  of  the  neck,  &c.), 
and  then  the  direct  excitation  of  the  masticatory  muscles  by 
means  of  the  faradic  current,  or  with  the  kathode  labile,  or  KG, 
&c.,  on  the  given  points  (fig.  29,  p.  292),  for  which  only  the 
external  muscles  (masseter,  temporal)  are  accessible.  A  reflex 
action,  induced  by  irritating  the  sensory  twigs  of  the  trige- 
minus, may  also  be  mentioned.  The  results,  of  course,  vary  with 
the  cause  of  the  disease. 


3.  Paralyses  of  the  Facial  Nerve. 

These  are  the  most  frequent  and  also  the  most  satisfactory 
subjects  of  electrotherapeutics.    They  cause  so  much  disfigure- 
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ment  and  other  inconvenietice  that  patients  seek  help  without 
delay ;  they  are,  further,  so  common,  and  have  been  made  the 
object  of  special  scientific  investigation  in  so  many  different 
directions,  that  there  is  hardly  any  other  paralysis  on  which  we 
are  so  well  informed  as  on  this. 

This  is  especially  true  of  rheumatic  facial  'paralysis,  by 
far  the  most  frequent  and  practically  the  most  important  form  ; 
its  symptomatology,  its  electrical  conditions,  its  therapeutics 
have  become  typical  for  all  other  forms  of  facial  paralysis  ;  we 
shall  therefore  consider  it  first  and  exclusively.  The  electro- 
therapeutics of  the  other  forms  can  then  be  disposed  of  in  a  few 
words. 

Nothing  is  easier  to  recognise  than  a  rheumatic  facial 
paralysis ;  the  typical  deformity  of  the  face,  its  want  of 
symmetry  in  movement,  both  mimicking  and  voluntary,  the 
fact  of  the  eye  being  open,  &c.,  in  conjunction  with  the  previous 
exposure  to  cold  and  the  rapid  onset  of  the  affection,  in  the 
absence  of  any  other  disturbance  of  the  nervous  system,  make 
it  easy. 

But  it  is  more  difiScult  to  answer  the  question  where  the 
usual  seat  of  rheumatic  facial  paralysis  really  is  to  be  found, 
and  what  its  nature  is  ;  and  it  is  the  verdict  on  these  points 
that  must  determine  the  position  and  the  manner  of  the 
apx^lication  of  the  current  in  the  first  place.  Now,  the  whole 
set  of  symptoms  leaves  us  without  a  doubt  that  we  have  to  do 
with  a  lesion  of  the  nerve  trunk  itself,  and  in  its  peripheral 
part;  a  central  localisation  of  rheumatic  facial  paralysis  is 
absolutely  excluded.  In  particular  the  seat  of  the  disease  may 
certainly  be  found  most  frequently  in  that  x^art  of  the  nerve 
trunk  which  lies  between  the  opening,  of  the  Fallopian  canal  and 
the  division  of  the  nerve  into  the  separate  branches  of  the 
plexus  anserinus ;  from  here  the  disease  may  extend  farther 
up  the  Fallopian  canal,  for  a  longer  or  shorter  distance,  seldom 
as  far  as  the  geniculate  ganglion,  hardly  ever  to  the  base  of  the 
skull.  How  far  this  is  the  case  may  be  ascertained  in  the 
individual  observations,  from  the  implication  in  the  paralysis 
of  the  posterior  auricular,  the  chorda  tympani,  the  stapedius 
muscle,  the  large  superior  petrosal  nerve,  &c.  Compare  the 
different  handbooks  of  nervous  pathology  on  this  point.  But 
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in  the  great  majority  of  cases  the  affection  seems  to  begin  in 
the  above-mentioned  spot  in  the  auriculo-mastoid  fossa,  and  to 
extend  itself  from  there  more  or  less  towards  the  centre,  accord- 
ing to  circumstances. 

The  essential  nature  of  the  afifection,  however,  is  not  yet 
quite  clear  to  us,  in  spite  of  the  frequent  occurrence  of 
rheumatic  facial  paralysis;  post-mortem  investigations  are 
wanting,  but  from  all  that  we  do  know  there  is  hardly  any 
doubt  that  a  slight  rheumatic  neuritis  is  present.  The  ex- 
posed position  of  the  nerve  at  the  spot  mentioned,  the  tender- 
ness of  the  skin  in  that  region,  the  absence  of  protection  from 
the  hair  of  the  head  or  of  the  beard,  and  the  tendency  to 
sweating  in  its  neighbourhood  make  it  plain  why  the  effects 
of  cold,  operating  on  one  side  of  the  face,  should  lead  so  easily 
to  inflammation  just  at  that  point.  On  the  other  hand  the 
narrowness  of  the  Fallopian  canal  causes  a  small  amount  of 
inflammatory  swelling  of  the  nerve  to  lead  to  a  very  consider- 
able compression  of  it,  and  thereby  to  a  serious  limitation  of  its 
conducting  property ;  whereas  if  the  process  is  limited  to  the 
short  portion  outside  the  canal  the  injmy  to  the  nerve  is 
much  slighter  and  more  temporary. 

It  is  perfectly  in  accordance  with  this  that  rheumatic  facial 
paralysis  has  a  very  different  gravity  and  duration  in  different 
cases.  Cases  arising  apparently  in  the  same  manner,  with 
exactly  the  same  symptoms  at  the  beginning,  have  a  very 
different  course  ;  in  some  recovery  takes  place  in  two  or  three 
weeks,  but  in  others  it  may  be  many  months,  even  a  year  and 
more,  before  the  last  traces  of  the  affection  have  vanished. 

In  electrical  examination  we  possess  an  excellent  means  of 
recognising  early  and  with  perfect  certainty  the  sources  of  these 
different  conditions,  which  are  to  be  found  exclusively  in  the 
severity  of  the  lesion  and  in  the  consequent  changes— degene- 
rative atrophy— of  the  nerves  and  muscles ;  and  we  are  thus 
enabled  early  to  give  an  accurate  prognosis  in  the  several  forms 
of  rheumatic  facial  paralysis.  In  scarcely  any  other  form  of 
paialysis  have  the  conditions  of  electrical  irritability  been  so 
frequently  and  thoroughly  investigated  as  in  this,  and  the 
phenomena  of  ED  have  been  thoroughly  studied  only  in  such 
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In  the  first  group  of  cases  there  is  no  alteration  at  all  in 
the  electrical  irritability,  or,  at  the  most,  a  very  shght  increase 
for  one  or  two  days  at  the  beginning  of  the  paralysis.  Subse- 
quently the  faradic  and  galvanic  irritability  in  the  nerves,  as 
well  as  in  the  muscles,  remains  qualitatively  and  quantitatively 
entirely  normal.  In  all  these  cases  the  prognosis  is  very 
favourable ;  they  recover  in  the  course  of  two  or  three  weeks, 
very  seldom  lasting  longer  {slight  form  of  rheumatic  facial 
paralysis). 

In  the  second  group  you  find  also  no  alteration  at  first, 
except  perhaps  a  slight  increase  of  irritability,  but  towards  the 
end  of  the  first  week  you  will  manage  to  recognise  a  very  slight 
diminution  of  the  faradic  irritability  in  the  nerves  and  muscles, 
more  distinct  in  the  diminution  of  the  maximal  than  in  the 
subsequent  appearance  of  the  minimal  contraction ;  this  does 
not  increase  further,  and  does  not  reach  any  great  amount,  but 
in  the  course  of  the  second,  or  perhaps  not  till  the  third  week 
the  characteristic  changes  of  ED  make  their  appearance  in  the 
muscles,  and  sometimes  attain  a  very  complete  development. 
Partial  RD,  then,  is  found  here.    It  is  often  very  interesting 
to  notice  that  the  muscles,  when  stimulated  through  the  nerve, 
react  in  a  normal  manner  (with  short  contractions  and  pre- 
dominance of  the  KCC),  but  with  direct  stimulation  abnormally 
(tardy  contractions,  preponderance  of  ACC).    This  form  also 
warrants  a  relatively  good  prognosis :  the  disease  is  cured  in 
four  or  six  weeks,  seldom  requiring  eight  or  ten  ;  the  motility 
is  often  almost  completely  restored  before  the  galvanic  u-ritative 
•  changes  in  the  muscles  have  disappeared ;  and  the  cure  is  a 
complete  one,  without  subsequent  contraction  or  spontaneous 
spasmodic  twitching  in  the  facial  muscles.    {Intermediate  form 
of  facial  paralysis.) 

Finally,  a  number  of  cases  belong  to  the  third  group ;  these 
are  those  in  which  all  the  symptoms  of  complete  ED  make 
their  appearance  at  once  and  in  a  most  complete  manner,  the 
irritability  of  the  nerve  twigs  diminishes  very  rapidly  and 
is  extinguished,  whilst  the  muscles  suffer  the  characteristic 
changes  in  the  faradic,  galvanic,  and  mechanical  excitability. 
The  vroqnosis  here  is  decidedly  unfavourable,  for  these  cases 
always  require  a  very  long  time  to  recover.    The  first  traces  of 
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returning  motility  begin  to  show  themselves  after  two  or  three 
months,  and  several  months  more  may  have  passed  before  the 
cure  is  nearly  complete,  that  generally  occurring  only  after  a 
certain  stiffness  of  the  paralysed  side  of  the  face,  contractions, 
muscular  twitchings,  &c.,  have  existed  for  a  long  time.  This 
may  take  from  six  to  ten  or  fifteen  months,  and  the  eye  of  an 
expert  can  often  discern  permanent  traces  of  the  former  para- 
lysis.   {Severe  form  of  facial  paralysis.) 

It  is  scarcely  necessary  to  point  out  that  every  possible 
gradation  between  the  slight  and  the  severe  forms  may  exist- 
that  the  intermediate  form  joins  closely  on  to  the  slight  on  one 
side  and  may  pass  imperceptibly  into  the  severe  on  the  other. 

We  find  ourselves,  then,  in  the  satisfactory  position,  at  the 
end  of  the  first  week  (in  severe  cases  even  earlier),  of  being  able 
to  give  an  absolutely  certain  prognosis  of  the  duration  of  the 
afi'ection,  by  means  of  the  electrical  investigation,  and  that 
is  often  of  great  service  in  such  a  disfiguring  ailment.  If 
we  find  at  the  end  of  the  first  week  that  there  is  not  a  trace 
of  diminution  of  the  irritability  of  the  nerve  (after  very  careful 
investigation),  then  the  affection  will  last  two  or  three  weeks ; 
if  there  is  a  slight  diminution,  we  must  reckon  npon  four  or 
eight  weeks ;  but  if  at  this  stage  there  is  a  great  diminution  of 
irritability  it  will  last  at  least  for  several  months,  from  four  to- 
twelve.  There  are,  of  course,  sometimes  exceptions  and  tran- 
sitions. Neither  the  age  of  the  patient  nor  the  earlier  or  later 
commencement  of  the  electrical  treatment  has  any  influence 
upon  the  varying  severity  of  the  disease. 

There  is  no  doubt  that  this  very  diverse  course  of  one  and 
the  same  disease  can  only  be  caused  by  the  varying  severity  of 
the  lesion — by  the  greater  or  less  degree  of  compression  and 
destruction  which  the  nerve  has  suffered  from  the  rheumatic 
affection.  But,  further,  it  seems  to  me  quite  beyond  a  doubt, 
or  at  least  extremely  likely,  that  this  varying  severity  of  the 
lesion  is  for  the  most  part,  if  not  entirely,  the  consequence  of 
the  localisation  of  the  disease :  if  it  affects  the  part  of  the  nerve 
lying  in  loose  tissue  entirely  outside  the  Fallopian  canal  much 
compression  is  impossible,  the  lesion  remains  slight  and  soon 
Ijasses  over ;  but  if  the  affection  (neuritic  swelling,  &c.)  extends 
as  far  as  the  funnel-shaped  entrance  of  the  canal,  and  even  inside 
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it,  the  pressure  on  the  nerve  fibres  becomes  more  intense  with 
the  increasing  narrowness  of  the  space,  and  the  hindrance  to 
the  conduction  more  complete ;  not  only  the  motor  but  also  the 
trophic  conduction  is  completely  interrupted,  and  we  have  the 
various  degrees  of  ED  and  of  degeneration,  with,  of  course,  a 
much  longer  duration  of  the  affection.  The  symptoms  of  these 
cases  correspond  entirely  to  this  (with  very  rare  exceptions) ; 
the  implication  of  the  higher  branches  (chorda  ty  mpani,  stapedius, 
&c.)  is  only  found  in  the  severe  forms.  Of  com-se  this  does  not 
exclude  the  possibility  of  the  greater  or  less  intensity  of  the 
disease  itself  having  some  influence  in  determining  its  duration 
and  severity. 

Other  and  rare  anomalies  of  electric  irritability,  observed 
now  and  then  in  rheumatic  facial  paralysis — simple  increase  and 
simple  diminution  of  the  faradic  and  galvanic  excitability — are 
of  no  diagnostic  importance  whatever. 

Let  us  now  consider  a  few  typical  examples  of  this  daily- 
recurring  malady. 

55.  Personal  Observation.  Rheumatic  Facial  Paralysis.  Slight 
Form. — A  -woman,  aged  24,  suffering  for  6  days  from  rheumatic 
paralysis  of  the  right  facial  nerve.  Uvula  and  soft  palate  symmetrical ; 
no  disorders  of  taste  or  hearing.  Electric  irritability  of  the  nerve 
twigs  and  of  the  muscles  entirely  normal.  Galvanic  treatment.  On 
the  10th  day  of  the  disease  the  first  trace  of  returning  motility; 
recovery  in  18  days.  The  electric  irritability  presented  no  anomalies 
at  any  time. 

56.  Personal  Observation.  Rheumatic  Facial  Paralysis.  Slight 
Form. — An  office  porter,  aged  41,  Paralysis  of  the  right  side  of  the 
face  8  days  previously,  from  chill ;  complete  paralysis  of  aU  the  facial 
twigs,  reflexes  suspended,  no  disorder  of  taste,  soft  palate  unaffected. 
Faradic  and  galvanic  irritabihty  completely  normal.  Galvanic  treat- 
ment. On  the  11th  day  of  the  disease  distinct  improvement.  On 
the  17th  day  cure  almost  complete.  On  the  23rd  day  (after  5 
sittings)  discharged  cm-ed.  The  electric  irritability  never  showed  any 
alteration. 

57.  Personal  Observation.  Rhetimatic  Facial  Paralysis.  Inter- 
mediate Form. — A  forester,  aged  41.  Left-sided  facial  paralysis  in  con- 
sequence of  a  chill.  Condition  on  the  18th  day  :  Complete  paralysis  of 
the  left  side  of  the  face.  Uvula  and  soft  palate  normal ;  no  disturbance 
of  sense  of  taste.  Partial  EL  (with  the  faradic  current  the  nerve  twigs 
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respond  when  tlie  secondary  coil  is  drawn  out  8  or  10  millimetres  less 
than  is  necessary  on  tlie  right  side ;  with  the  galvanic  current  there  is 
a  slight  diminution  in  the  nerve  twigs,  and  in  the  muscles  the 
characteristic  increase  and  qualitative  alteration,  AGO  >  KCC,  increase 
of  mechanical  irritability).  Galvanic  treatment.  22rd  day,  decided 
improvement  present.  56th  day,  recovery  nearly  complete ;  galvanic 
irritability  of  the  muscles  still  increased,  that  of  the  nerves  nearly 
returned  to  normal.    65th  day,  discharged  cured. 

58.  Personal  Observation,  Rheumatic  Facial  Paralysis.  Inter- 
mediate Form.  Transition  to  the  Severe  Form. — A  student,  aged  21, 
Suffering  from  left  rheumatic  facial  paralysis  for  4  days ;  paralysis  of 
all  the  branches  of  the  facial,  uvula  and  soft  palate  normal,  hearing 
normal,  disturbance  of  taste  on  the  left  half  of  the  tongue  anteriorly. 
Electric  irritability  completely  normal.  On  the  7th  day  distinct 
diminution  of  the  faradic  irritability  of  the  nerve  twigs  (from  7  to  16 
millimetres  of  the  secondary  coil),  no  trace  of  E.D.  On  the  13th  day 
faradic  u'ritability  still  more  depressed,  especially  in  the  twigs  supply- 
ing the  chin ;  distinct  galvanic  E.D  in  the  chin  muscles,  at  the  same 
time  traces  of  returning  motility  in  the  frontalis.  Patient  went 
away.  After  2  months  motility  completely  restored  in  the  frontal 
region,  but  still  defective  in  the  muscles  of  the  upper  jaw  and  of  the 
chin.  Taste  normal.  Electric  examination  shows  partial  ED, 
specially  distinct  in  the  above-mentioned  muscles.  Galvanic  treat- 
ment resumed ;  decided  improvement  in  the  motility  after  each  sitting. 
Recovery  after  4  weeks,  only  slight  involuntary  movements  remaining 
behind. 

59.  Personal- Observation.  Rheumatic  Facial  Paralysis.  Severe 
Form. — A  woman,  aged  62,  seen  on  the  second  day  after  the  sudden 
appearance  of  right-sided  rheumatic  facial  paralysis.  Complete 
paralysis  of  all  the  facial  twigs  ;  uvula  and  soft  palate  normal.  Under 
almost  daily  observation  the  development  and  course  of  complete 
RD  could  be  recognised  and  proved  in  the  most  exact  manner.  At 
the  same  time  regular  galvanic  treatment  (K  labile  over  the  nerves 
and  muscles,  A  behind  the  ear)  was  kept  up  from  the  first  day. 
The  first  trace  of  motility  in  the  frontalis  did  not  appear  till  the 
66th  day,  and  only  increased  very  slowly.  On  the  145th  day  the 
improvement  was  pretty  far  advanced,  but  a  slight  contraction  of 
the  muscles,  especially  at  the  corner  of  the  mouth,  had  come  on. 
Improvement  very  slow.  Even  13  months  after  the  beginning  of 
the  disease  it  can  still  be  recognised  by  the  impaired  motility 
of  the  facial  muscles,  contractions,  involuntary  movements  and 
twitchings. 
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60.  Personal  Observation.  Rheumatic  Facial  Paralysis.  Severe 
Form.— A  man,  aged  36,  came  under  observation  5  days  after  the 
sudden  onset  of  a  right-sided  facial  paralysis.  Complete  paralysis  of 
the  facial  twigs,  implication  of  the  posterior  auricular,  disturbance  of 
taste,  slight  hyperacusis,  soft  palate  normal.  Complete  RD  developed 
itself  in  the  course  of  the  next  14  days.  Galvanic  treatment  (twice 
a  week).  The  first  traces  of  movement  in  the  frontalis  only  after  2 
months  ;  recovery  not  nearly  complete  until  3  months  later,  and  even 
then  some  contraction  remained  behind. 

The  methods  of  electric  treatment  in  rheumatic  facial  paralysis 
may  be  inferred  from  general  rules  and  from  our  views  as  to  the 
position  and  the  nature  of  the  affection.  The  first  is  the  direct 
treatment  of  the  lesion  itself ;  this  is  best  carried  out  by  means 
of  the  galvanic  current,  by  passing  the  current  transversely 
through  the  auric alo-mastoid  fossae,  perhaps  also  through  the 
petrous  portion,  in  order  to  remove  the  existing  neuritis ;  first 
the  stabile  action  of  the  anode  (especially  in  recent  cases),  then 
a  shorter  or  longer  action  of  the  kathode,  of  about  1  to  2 
minutes ;  6  to  10  cells  will  be  sufficient  (20°  to  30°  N  defl. 
=  3  to  6  ma.) :  there  are  no  further  difficulties. 

On  the  other  hand  the  removal  of  the  hindrance  to  the 
conduction  is  by  no  means  so  simple,  because  we  cannot  apply 
the  current  with  the  necessary  certainty  centrally  to  the  seat  of 
the  lesion;  we  cannot  stimulate  the  facial  nerve  inside  the 
petrous  bone  or  at  the  base  of  the  skull,  and  the  attempts  to  do  so 
from  the  tympanic  cavity  (by  means  of  an  electrode  passed  deep 
into  the  external  ear)  are,  apart  from  the  uncertainty  of  their 
result,  so  disagreeable  and  painful  that  no  one  will  wish  to 
repeat  them.  And  every  unprejudiced  observation  compels  us 
to  acknowledge  that  the  peripheral  electrisation  of  the  nerves 
and  muscles  as  generally  practised  cannot  contribute  much  to 
the  fulfilling  of  this  indication.  Fortunately  we  have  at  our 
disposal,  in  this  form  of  paralysis,  an  unusually  efficient  reflex 
circuit,  which  very  much  facilitates  the  desired  centi-al  stimu- 
lation 'of  the  lesion.  The  trigeminus  is  perfectly  intact ;  a 
direct  reflex  connection  exists  between  it  and  the  facial,  kept 
in  constant  use  and  in  great  sensitiveness  by  countless  physio- 
logical processes  ;  every  energetic  irritation  of  the  facial  twigs 
of  the  trigeminus  must  set  up  a  corresponding  centrifugal 
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stimulation  in  the  trunk  of  the  facial,  and  that  is  what  we 
desire.  The  statement  of  Eusseli  .Reynolds  that  '  in  rheumatic 
facial  paralysis  the  best  mode  of  treatment  is  the  use  of  the 
faradic  brush  '  does  not,  therefore,  appear  to  me  so  purposeless 
as  I  thought  at  first ;  and  although  I  will  certainly  not  ad- 
vocate the  application  of  this  cruel  proceeding  to  the^  face, 
still  I  believe  that  peripheral  faradisation  and  galvanisation  of 
the  face  may  be  of  great  service,  and  that  the  undoubtedly  good 
result  of  this  treatment,  which  is  presumably  only  directed  to 
the  facial  twigs  and  the  muscles,  is  to  be  attributed  chiefly  to 
the  stimulation  of  the  trigeminus. 

This  procedure  falls  in  with  that  which  we  employ  for  ful- 
filling the  last  indication,  for  removing  the  finer  and  grosser 
nutritive  disturbances  in  the  paralysed  nerves  and  muscles, 
and  thereby  restoring  the  conduction  in  them.  At  all  events 
it  is  of  decided  advantage  in  the  slight  and  middle  forms ;  my 
own  investigations  as  well  as  subsequent  experiences  prove 
that  it  doe's  not  arrest  the  com-se  of  the  degenerative  atrophy  in 
the  severe  forms,  and  probably  does  not  contribute  much  to 
the  shortening  of  the  whole  illness;  still  it  may  serve  to 
hasten  restitution  and  to  restore  the  muscles  more  quickly  and 
completely,  and  ought,  therefore,  not  to  be  omitted  in  such  cases. 
And,  as  it  also  serves  a  directly  antiparaly tic  purpose  (reflexly), 
I  must  retract  my  previously  given  counsel  to  employ  galvani- 
sation or  faradisation  in  severe  facial  paralysis  seldom  at  the 
beginning,  perhaps  once  a  week,  and  must  regard  a  peripheral 
treatment  as  worthy  of  being  employed  quite  as  often  as  a 
rational  one ;  it  may  be  daily. 

This  peripheral  treatment  consists  in  applying — -with  the 
galvanic  current — the  '  medium '  anode  behind  the  ear  of  the 
paralysed  side,  and  treating  the  nerve  twigs  and  the  muscles 
energetically  with  the  'small'  kathode  labile.  First  pass  it 
over  the  plexus  anserinus  and  its  principal  branches ;  and  then 
take  each  muscle  separately,  which  will  generally  cause  lively 
labile  contractions.  It  is  of  very  great  service  to  treat  the 
orbicularis  palpebrarum  directly,  in  order  to  raise  its  tone  and  to 
facilitate  the  speedy  closure  of  the  eye.  To  do  this  you  must  pass 
the  electrode  in  a  circular  direction  over  the  lids,  closing  them 
with  a  gentle  pressure,  but  of  course  taking  great  care  not  to 
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let  the  electrode  touch  the  eyeball.  The  strength  of  the 
current  must  be  sufficient  to  cause  energetic  contraction  and 
a  distinct  burning  over  the  lids;  from  6  to  10  cells  are 
generally  sufficient,  with  20°  to  35°  N  defl.  or  3  to  8  ma  for 
from  1  to  3  minutes. 

_  Thefaradic  treatment  is  exactly  the  same ;  in  the  slight  and 
intermediate  forms  the  separate  nerve  twigs  and  muscles  must 
be  stimulated,  the  branches  of  the  trigeminus  being  of  course 
included;  in  the  severe  forms  no  contraction  will  ensue,  and 
you  must  then  determine  the  strength  by  the  feelings  of  the 
patient,  which  must  be  tolerably  acute,  and  you  may  pass  the 
small  electrodes  over  the  whole  face. 

The  results  of  this  treatment  differ  very  much,  according  to 
the  severity  of  the  cases,  but  you  need  never  hope  to  change 
the  severe  form  into  the  intermediate  or  slight  form  by  very  early 
commencement  of  treatment;  the  statements  to  that  effect 
which  have  been  made  by  some  authors  are  decidedly  false. 
The  severity  and  the  average  duration  of  the  paralysis  are 
settled  things,  which  you  cannot  alter  much  with  the  treatment. 
At  the  same  time  I  believe  that  in  the  slight  and  intermediate 
forms  recovery  may  be  hastened  by  means  of  the  electric  treat- 
ment, and  that  in  the  severe  forms  the  incurableness  of  the 
affection  may  be  prevented,  the  complete  restitution  promoted, 
and  the  onset  of  contractions  and  spasms  combated.    In  the 
slight  forms  you  may,  indeed,  see  a  distinct  improvement  after 
each  sitting,  and  also  in  the  intermediate  forms,  which  will  soon 
recover ;  but  in  the  severe  forms  you  must  often  go  on  for  weeks 
and  months  before  any  improvement  appears,  and  still  longer 
before  cure  is  effected.     The  first  traces  of  movement  will 
generally  be  seen  immediately  after  the  galvanisation,  or  they 
will  regularly  become  more  distinct  after  it,  especially  in  the 
orbicularis  palpebrarum  and  the  frontalis. 

Electricity  is  generally  comparatively  useless  in  secondai'y 
contractions  of  the  face,  especially  when  they  are  of  very 
long  standing.  I  have  used  stabile  and  labile  galvanisation, 
faradisation  of  the  antagonistic  muscles,  &c.,  all  in  vain,  and 
it  is  generally  necessary  to  have  recourse  to  other  measures, 
such  as  mechanical  stretching,  massage,  &c. 

The  electrical  treatment  of  other  forms  of  facial  paralysis 
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does  not  require  much  further  consideration.  It  may  be  tried 
in  the  greatest  variety  of  ways,  and  certain  modifications  must 
be  jnade  in  the  treatment.  Paralysis  may  occur  from  inflam- 
mation of  the  parotid  or  from  erysipelas,  from  traumatic  causes 
(wounds,  operations,  pressure  of  the  forceps  during  delivery), 
from  lesions  of  the  petrous  portion  and  of  the  base  of  the  skull 
(otitis  media,  caries,  fractures  in  the  petrous  portion,  hremorrhage, 
tumours,  aneurisms  at  the  base  of  the  skull),  from  disease  of 
the  facial  nucleus  in  the  medulla  (in  bulbar  paralysis,  &e.),  or 
of  the  facial  tract  in  the  brain  (in  apoplexy,  cerebral  hemiplegia , 
or,  finally,  of  the  motor  centre  of  the  facial  in  the  cerebral 
cortex  (in  abscesses,  tumours,  &c.)  According  to  the  localisa- 
tion are  the  symptoms  of  the  paralysis,  their  combination  with 
other  disturbances  and  the  condition  of  the  electrical  irrita- 
bility. In  purely  cerebral  paralysis  the  last-named  is  completely 
intact ;  in  bulbar  paralysis  a  simple  diminution  in  the  facial 
twigs  concerned  may  be  present,  and  sometimes  also  partial  ED; 
whilst  in  all  basal,  petrous,  and  otherwise  peripheral  paralysis 
the  condition  of  the  electric  irritability  may  vary  very  much  ; 
ED,  partial  or  complete,  is  generally  present,  sometimes  also 
a  simple  diminution,  very  rarely  an  increase  (Brenner),  and 
still  more  rarely  is  the  irritability  quite  intact.  All  these 
things  are  of  importance  only  for  determining  the  severity  of 
the  lesion. 

There  are  certain  modifications  necessary  in  the  electrical 
treatment  of  all  these  forms,  occasioned  by  the  situation  of  the 
lesion,  which  must  be  the  principal  object  of  the  electrical 
application.  In  peripheral  traumatic  lesions,  therefore,  elec- 
tricity riiust  be  applied  to  the  spot  itself:  in  affections  of  the 
petrous  portion  to  the  ear  and  the  base  of  the  skull,  as  in  the 
rheumatic  form  ;  in  bulbar  paralysis,  as  has  already  been  said 
(p.  350),  transversely  through  the  mastoid  processes,  or  ob- 
liquely from  the  front  of  the  ear  to  the  opposite  side  of  the 
neck  ;  and  in  essentially  cerebral  forms  you  must  choose  your 
methods  of  application  according  to  the  suspected  position  of 
the  disease  in  the  central  ganglia  or  in  the  cortex,  including 
galvanisation  of  the  sympathetic.  The  peripheral  treatment, 
faradic  or  galvanic,  may  be  the  same  for  all. 
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4.  Paealyses  of  the  Spinal  Accessory  Nerve. 

These  are,  on  the  whole,  rare  lesions,  especially  in  so  far  as 
regards  the  external  branch  for  the  sterno-cleido-mastoid  and 
trapezius  muscles.  I  shall  describe  later,  in  their  proper  sequence, 
the  paralyses  of  the  internal  branch,  which  supplies  the  larynx, 
the  muscles  of  deglutition,  and  part  of  the  velum  palati. 

Paralysis  of  the  sterno-mastoid  and  of  the  trapezius  is 
easy  to  recognise,  but  its  cause  and  its  exact  position  cannot 
always  be  determined  with  certainty.  It  may  exist  with  or 
without  atrophy  of  the  muscles  and  with  or  without  ED ;  you 
have  most  commonly  to  deal  with  a  peripheral  lesion  of  the 
nerve,  within  or  without  the  spinal  canal,  and  next  a  bulbar 
lesion,  or  it  may  be  a  secondary  symptom  of  progressive 
muscular  atrophy,  especially  of  the  'juvenile'  form,  already 
described. 

The  electrical  treatment  is  to  be  carried  out  according  to 
the  rules  laid  down  for  the  facial  nerve,  modified  according  to 
the  seat  of  lesion  and  the  muscles  involved  ;  rational  treatment, 
therefore,  through  the  mastoid  processes,  galvanisation  of  the 
spine,  &c.,  and  then  the  direct  peripheral  treatment  of  the 
points  already  known.  Nothing  is  known  of  the  reflex 
relations,  but  the  most  natural  proceeding  would  be  to  make 
use  of  the  skin  over  the  paralysed  muscles. 

5.  Paralysis  of  the  Hypoglossal  Nerve. 

This  is  not  very  rare,  but  it  occurs  most  frequently  only  as 
an  accompanying  symptom  of  central  affections,  such  as  pro- 
gressive bulbar  paralysis,  very  regularly  in  ordinary  cerebral 
hemiplegia,  more  rarely  in  cortical  lesions.  The  diagnosis  of 
the  seat  of  lesion  is  generally  easy  to  rnake  from  the  whole  set 
of  symptoms.  Peripheral  hypoglossal  paralysis  certainly  may 
occur  (from  wounds,  operations,  the  pressure  of  tumours,  cica- 
trices, &c.),  but  it  has  no  special  practical  importance. 

In  purely  cerebral  hypoglossal  paralysis  there  is  never 
atrophy  of  the  tongue  nor  an  alteration  in  the  electrical  irrita- 
bility. As  soon,  however,  as  the  nuclei  in  the  medulla  are 
involved,  or  the  peripheral  tract  of  the  hypoglossal  injured. 
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atrophy  of  the  tongue  is  never  wanting,  and  a  decrease  in  the 
electrical  initability  of  the  tongue  and  even  ED  may  come  on. 
Bernhardt  saw  this  in  one  case  of  division  and  another  of  com- 
pression of  the  nerve.  Hughes  Bennett  noticed  it  in  a  case  of 
carcinoma  involving  the  nerve ;  and  I  have  myself  observed 
complete  ED  in  a  case  of  apparently  idiopathic  right  hypo- 
glossal paralysis,  and  have,  like  Eisenlohr,  seen  partial  ED  in 
progressive  bulbar  paralysis. 

The  treatment  must  be  carried  out  according  to  general 
rules,  the  direct  treatment  corresponding  to  the  cerebral  lesion 
(when  the  localisation  is  in  the  bulb,  transversely  through  the 
mastoid  processes,  &c.),  and  it  is  very  advantageous  to  press 
the  kathode  deeply  on  the  point  of  irritation  of  the  hypoglossal 
at  the  angle  of  the  jaw  (vide  fig.  29,  p.  292),  the  anode  being 
applied  high  up  in  the  neck. 

For  peripheral  treatment  with  the  galvanic  current  place 
the  anode  also  in  the  neck  and  the  kathode  on  the  spot  just 
mentioned,  with  labile  action  or  with  repeated  KC,  or  else  the 
kathode  in  the  same  way  directly  to  the  tongue,  which  may 
either  be  stretched  forward  or  laid  in  the  floor  of  the  mouth. 

For  this  purpose  it  is  best  flb  employ  an  electrode  all  isolated 
except  a  small  point  of  sponge  (for  the  sake  of  the  teeth  and 
lips),  and  one  which  is  provided  with  an  arrangement  for  inter- 
ruption of  the  current.  Movements  of  deglutition  should  be 
induced  by  external  applications,  as  they  are  useful  for  many 
of  the  tongue  muscles.  You  will  use  the  same  electrode  for 
the  faradic  current,  with  which  you  may  easily  stimulate  the 
trunk  of  the  nerve  at  the  spot  already  mentioned,  and  may  also 
set  the  tongue  itself  directly  into  contraction.  The  current 
must  be  strong  enough  to  induce  the  muscles  to  react  dis- 
tinctly. 

Nothing  is  known  about  reflex  irritation  of  the  tongue, 
apart  from  the  complicated,  reflexly  induced  movements  of 
deglutition. 
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LECTUEE  XXIV. 

Electrotherapeutics  of  the  several  Forms  of  Paralysis  (continued) -C,  Para- 
lysis in  the  Neck  and  Trunk— Pathogenesis— Cases— Methods  of 'Treat- 
■  ment— 7,  Paralysis  of  the  Upper  Extremily-Pathogenesis— Symptoma- 
tology—Electrodiaguosis— Examples  of  Cases -Methods  of  Electrical 
Treatment— Results— 8,  Paralysis  of  the  Lower  Extremity— Pathogenesis 
and  Special  Forms— Electrodiagnosis— Examples  of  Cases— Methods  of 
Treatment — Results. 

6.  Paralysis  in  the  Neck  and  Trunk. 

Under  this  heading  I  include  the  isolated  and  combined 
forms  of  paralysis  of  all  the  muscles  in  the  trunk,  the  thoracic, 
dorsal,  and  abdominal  muscles,  particularly  the  larger  and 
smaller  muscles  which  move  the  shoulder-blade,  the  cervical 
and  dorsal  extensors,  and  finally  the  most  important  muscle  of 
inspiration,  the  diaphragm. 

These  forms  of  paralysis  are  rare  on  the  whole ;  isolated 
instances  may  occur,  occasioned  by  traumatic  or  inflammatory 
lesions  of  their  nerves,  by  compression  in  vertebral  disease,  and 
the  like,  but  we  have  generally  to  do  with  complicated  cases, 
with  simultaneous  paralysis  of  different  muscles  and  whole 
muscular  groups,  as  symptoms  of  central  and  generally  of 
sj)inal  diseases.  These  muscles  are  paralysed  and  atrophied 
very  often  in  progressive  muscular  atrophy,  and  it  is  just  they 
which  present  the  most  remarkable  combinations  of  atrophy  in 
the  dystrophia  muse,  progress.,  which  has  so  often  been  men- 
tioned (juvenile  muscular  atrophy,  pseudohypertrophy,  infan- 
tile and  hereditary  muscular  atrophy).;  in  the  spinal  form,  on  the 
other  hand,  the  atrophy  comes  on  in  the  later  stages,  and  para- 
lysis of  the  diaphragm  may  prove  fatal. 

Some  of  these  paralyses  are  of  very  great  impoi'tance  for  the 
working  powers  of  the  patients  (as  paralysis  of  the  serratus,  of 
the  lumbar  extensors,  and  of  the  diaphragm)  ;  others,  again, 
only  cause  insignificant  disturbance  and  deformity,  which  will 
be  almost  entirely  made  good  again,  partly  by  the  vicarious 
function  of  uninjured  muscles.  It  is  impossible  to  enter  more 
particularly  here  into  the  exact  symptomatology. 
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Nox-  is  there  much  to  say  about  the  electrical  conditions  in 
this  paralysis;  with  few  exceptions (serratus,  rhomboidei,  levator 
anguli  scapulae,  diaphragm)  only  direct  testing  of  the  muscle 
is  possible,  the  current  being  applied  to  the  motor  points. 
Occasionally  there  is  a  simple  diminution  of  the  electrical 
excitability,  in  other  cases  well-marked  ED,  but  sometimes  no 
alteration  is  to  be  found;  this  depends,  of  course,  entirely  on  the 
localisation  of  the  paralysing  cause  and  the  consequent  nutri- 
tive disturbances,  and  requires  no  further  explanation.  The 
diagnostic  significance  is  the  same  here  as  in  all  other  cases. 

61.  Observation  by  0.  Bsrger.  Paralysis  of  the  Right  Serratus 
Anticus  Major,  after  Enteric  Fever. — A  soldier,  aged  26.  Taken  ill 
with  typhoid  fever.  Towards  the  end  of  the  fourth  week 
sudden  and  severe  pains  in  the  neighbourhood  of  the  shoulder, 
radiating  towards  the  arm  and  along  the  axillary  line ;  at  the  same 
time  a  sort  of  '  paralysis  '  of  the  right  arm,  which  could  not  be  raised 
to  the  perpendicular.  The  pains  disappeared  gradually.  Six  months 
later  isolated  and  complete  paralysis  of  the  right  serratus  anticus 
major.  All  other  muscles  apj)arently  unaflfected ;  anassthesia  nowhere 
present,  pressure  on  the  brachial  plexus  not  painful.  The  serratus 
muscle  only  a  little  atrophied,  the  faradic  and  galvanic  excitability  of 
the  muscle  and  its  nerve  moderately  lowered.  Electrical  treatment : 
the  galvanic  current  through  the  long  thoracic  nerve  to  the  muscle  • 
local  faradisation  of  the  muscle.  After  a  short  period  of  treatment 
distinct  improvement,  both  subjective  and  objective.  After  2^ 
months  the  arm  could  be  easily  raised  to  an  angle  of  120°,  and  the 
electrical  excitability  had  improved.  Further  treatment  did'not  effect 
complete  recovery. 

^  62.  Observation  by  Ditchenne.  Paralysis  and  Atrophy  of  the 
Diaphragm.  Cure  by  Faradisation.— A.  mechanic,  aged  25.  Was 
suffering  from  general  progressive  muscular  atrophy;  attacks  of 
great  difficulty  of  breathing,  especially  in  walking  and  on  the  least 
exertion,  losing  breath  immediately.  Reversed  respiratory  type  on 
forced  respiration,  the  epigastrium  with  the  hypochondrium  being 
drawn  m  at  each  inspiration  and  protruded  during  expiration.  These 
symptoms,  lasting  14  days,  were  referred  to  weakness  of  the 
diaphragm.  Regular  faradisation  of  the  phrenic  nerves  removed  the 
embarrassment  in  a  few  weeks  ;  the  respiration  became  normal  again 
and  the  patient  could  resume  his  occupation. 

G3.    Personal  Observation.    Dystrofhia  Muscularis  Progressiva 
{Juv,nUe  Form).-A  man,  aged  44,  of  large  size,  had  noticed  'since 
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his  fifteenth  year  that  his  right  arm  was  weaker  and  somewhat 
wasted,  but  has  always  been  able  to  use  it.  Only  a  year  ago  noticed 
increasing  weakness  of  the  different  movements  of  the  upper  extremity 
and  also  a  loss  of  power  in  the  legs.  Pain  or  par^sthesite  never 
present.    ISTo  hereditary  predisposition. 

Examination  in  November  1880  gave  the  following  result :  Weak- 
ness and  atrophy  of  the  neck  muscles,  trapezius  and  latissimus  dorsi ; 
paralysis  and  atrophy  of  both  serrati  \  lower  part  of  both  pectorals 
completely  disappeared.  Deltoids  well  developed  and  powerful,  the 
left  decidedly  hypertrophic,  as  also  the  supra-  and  infra-spinati. 
Flexors  and  extensors  of  the  upper  arm  atrophic  and  paretic, 
especially  on  the  right  side.  Muscles  of  the  forearm  (with  the 
exception  of  the  supinator  longus)  and  those  of  the  hand  quite  normal 
and  well  developed.  The  lumbar  extensors  on  both  sides  of  the  spine 
extremely  atrophic  and  paretic ;  corresponding  lordosis  of  the  lumbar 
vertebra.  Gait  waddling.  In  the  lower  extremities  weakness  and 
wasting  of  the  right  glutei  ;  weakness  in  the  ileo-psoas  on  both  sides, 
especially  the  right ;  paralysis  and  atrophy  of  the  right  tensor  vaginas 
femoris  j  weakness  in  the  whole  peroneal  region  on  both  sides,  the 
tibialis  anticus  being  completely  paralysed ;  slight  weakness  in  the 
crural  region,  especially  on  the  right. 

Sensibility,  sphincters,  cerebral  nerves,  &c.,  quite  normal.  Elec- 
trical irritability  in  the  atrophied  muscles  extremely  lowered  ;  no 
trace  of  E.D.  Galvanic  treatment  :  Galvanisation  of  the  back,  along 
the  spinal  column ;  also  energetic  peripheral  galvanisation  of  the 
affected  muscles  and  their  nerves.  Unexpected  improvement,  move- 
ment carried  out  with  some  force  after  a  few  months  of  treatment ; 
patient  greatly  pleased  with  the  result,  as  he  can  work  diligently  and 
continuously,  as  before.  Of  course  no  sign  of  cure  of  the  old-standing 
persistent  changes. 

With  regard  to  the  methods  of  electrical  treatment,  I  would 
refer  you  to  the  general  rules,  according  to  which  you  can  easily 
deduce  what  is  necessary.  The  treatment  of  the  paralysing 
lesion  may  under  certain  circumstances  be  diflficult  to  carry 
out ;  occasionally  the  application  must  be  made  to  a  neuritic 
or  traumatic  lesion  in  the  brachial  plexus,  or  the  spinal  cord 
must  be  acted  upon  from  the  cervical  to  the  lumbar  enlargement. 
But  you  will  generally  have  to  limit  yourselves  to  the  direct 
treatment  of  the  paralysed  (and  atrophic)  muscles  themselves, 
which  you  may  do  either  with  the  galvanic  current  or  with  the 
faradic,  according  to  the  . rules  of  local  faradisation.  Nothing 
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is  known  with  regard  to  the  reflex  actions  in  these  muscles. 
Powerful  currents,  large  electrodes,  and  great  perseverance  in 
the  treatment  are  mostly  required.  There  are  only  a  few  things 
which  may  require  special  mention. 

In  'paralysis  of  the  sermtus  anticus  major  it  is  best  to 
place  the  anode  on  the  spinal  column,  and  to  stimulate  the 
long  thoracic  nerve  in  the  supraclavicular  fossa  (fig.  29),  in 
the  axilla,  and  along  its  course  over  the  ribs  ;  the  muscle  itself 
can  be  excited  directly  only  with  difficulty,  and  this  may  be 
done  most  easily  when  the  arm  is  raised  and  supported. 

In  paralysis  of  the  sacro-lumbalis  the  stimulation  must  be 
made,  either  galvanically  or  fara;dically,  with  large  electrodes 
and  very  powerful  currents,  with  closures  and  reversals  ;  it  is 
best  to  do  it  when  the  patient's  body  is  bent  somewhat  back- 
wards, in  order  to  admit  of  a  full  contraction  of  the  muscle. 

In  paralysis  of  the  diaphragm  a  direct  treatment  of  the 
muscle  will  not  be  practicable,  as  the  current  wave  will  hardly 
be  strong  enough  to  accomplish  it ;  if  you  are  inclined  to  try, 
the  transverse  passage  through  the  region  of  the  ribs  or  from 
the  back  to  the  epigastrium  and  the  other  origins  of  the 
diaphragm  is  to  be  recommended.  (An  inspiratory  reflex  from 
the  skin  may  also  be  efficacious  in  this  application.)  But  the 
best  mode  of  procedure  is  to  place  one  pole  in  the  epigastrium 
or  along  the  attachments  of  the  diaphragm  to  the  ribs,  and  to 
stimulate  the  phrenic  nerves  in  the  well-known  place  in  the 
neck  (fig.  29)  with  theother  (kathode),  galvanically  or  faradically. 
According  to  circumstances  the  anode  may  also  be  applied 
to  the  nape  of  the  neck,  and  direct  treatment  of  the  cervical  cord 
or  of  the  medulla  be  undertaken. 

Paralysis  of  the  abdominal  muscles  always  requires  a  local 
excitation  of  the  muscles  to  all  the  different  motor  points,  of 
which  they  possess  a  great  number;  the  anode  being  on  the 
back,  the  different  points  are  to  be  touched  successively  with  the 
kathode,  so  that  extensive  contractions  may  be  induced 

7.  Paralysis  of  the  Upper  Extremity. 

Hardly  any  other  part  of  the  body  becomes  the  subject  of 
electrical  treatment  so  often  as  the  upper  extremity,  and  this 
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especially  because  of  the  great  frequency  and  diversity  of  its 
paralyses  ;  all  possible  forms  may  occur— isolated  paralysis 
of  single  muscles  or  of  certain  muscle  groups,  paralysis  of  one 
or  another  nerve  region,  or  combined  paralysis  of  several,  going 
on  to  complete  powerlessness  of  the  whole  extremity,  with  or 
without  accompanying  sensory  disturbances,  or  vasomotor  or 
trophic  disorders. 

These  forms  of  paralysis  are  very  important,  because  they 
often  cause  considerable  fimctional  disturbance,  interfere  very 
seriously  with  the  calling  of  those  affected,  and  oblige  them  to 
seek  help  early;  but  they  are  also  extremely  interesting  on 
account  of  their  various  etiological  relations,  on  account  of  their 
sigaificance  as  symptoms  of  a  whole  series  of  important  central 
diseases,  and  also  on  account  of  our  advanced  knowledge 
of  their  symptomatology  and  diagnosis,  resulting  from  the 
great  development  of  the  electrotherapeutic  methods. 

It  would  indeed  be  very  interesting  to  enter  more  fully  into 
all  these  things,  if  the  consideration  of  the  mass  of  material 
still  to  be  disposed  of  did  not  enjoin  a  considerable  reserve 
upon  me  ;  I  must  therefore  confine  myself  to  a  short  sketch, 
all  the  more  because  our  former  general  electrotherapeutical 
discussions  make  our  more  minute  entering  into  details  super- 
fluous. Besides,  such  cases  will  come  so  often  before  you  that 
you  will  soon  acquire  the  necessary  practice  and  sureness  in  the 
electrical  treatment. 

The  etiological  factors  of  this  paralysis,  which  are  princi- 
pally concerned  in  determining  the  choice  of  the  methods  of 
application,  are  very  various.  I  must  premise  that  such 
paralysis  of  the  upper  extremity  is  a  very  common  and  daily 
part  of  the  symptoms  of  central  diseases  ;  it  plays  its  part  in 
every  cerebral  hemiplegia ;  it  may  occur  in  all  possible  diseases 
of  the  cord,  as  in  poliomyelitis  anterior,  acute,  or  ckronic, 
in  amyotrophic  lateral  sclerosis,  multiple  sclerosis,  cervical 
myelitis  and  meningitis,  &c.  The  peripheral  paralyses  of 
the  upper  extremity  are  incomparably  more  frequent,  and  are 
principally  induced  by  traumatic  causes,  simple  pressure  from 
the  outside,  which  often  produces  paralysis  of  individual  nerve- 
trunks  ('  sleep  '  paralysis,  '  crutch  '  paralysis) ;  blows ;  incised, 
punctured,  and  gunshot  wounds;  fractures  and  dislocations 
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by  surgical  bandages  and  operations ;  and  other  such  condi- 
tions. A  number  of  the  paralyses  of  the  upper  extremity  arise 
from  cold,  others  again  from  neuritis  of  single  trunks  of  the 
brachial  plexus.  Inflammation  of  the  joints  is  a  cause  by 
no  means  rare,  especially  in  the  shoulder  and  elbow,  and 
leads  partly  to  neuritic  paralysis,  partly  to  muscular  atrophy 
with  corresponding  paralysis,  especially  in  the  deltoid.  Finally, 
certain  forms  of  toxic  paralysis  (above  all  lead  palsy)  usually 
localise  themselves  in  the  nerve-muscle  regions  of  the  upper 
extremity. 

The  symptomatology  of  this  paralysis,  into  which  I  cannot, 
of  course,  enter  more  particularly  here,  is  determined  according 
to  the  seat,  the  localisation,  and  the  extent  of  the  lesion  ;  if  the 
axillary  nerve  is  affected,  paralysis  (and  perhaps  atrophy)  of 
the  deltoid,  with  its  well-known  effect  upon  the  raising  of  the 
arm,  is  present ;  paralysis  of  the  musculo-cutaneous  hinders 
the  flexion  of  the  forearm  (from  inaction  of  the  biceps  and 
brachialis  anticus),  not  completely,  however,  for  the  supinator 
longus,  acting  as  a  flexor,  may  sometimes  act  vicariously  in  a 
surprising  manner ;  paralysis  of  the  radial  (most  frequently 
the  so  called  '  sleep  paralysis ')  destroys  the  function  of  all  the 
muscles  on  the  extensor  side  of  the  forearm  (extensors  and 
supinators;  in  a  very  characteristic  and  typical  manner,  and, 
when  the  seat  of  lesion  is  higher  up,  as  in  crutch  paralysis  and 
dislocation  of  the  shoulder,  also  the  function  of  the  triceps  ; 
paralysis  of  the  median  prevents  the  flexion  of  the  wrist  and 
fingers,  pronation,  and  the  action  of  the  thenar  muscles  (ape 
hand);  while  paralysis  of  the  ulnar  arrests  flexion  of  the 
hand  to  the  ulnar  side  and  that  of  the  three  last  fingers,  and 
involves  the  hypothenar  muscles,  all  the  interossei,  and  the 
adductor  pollicis  (impossibility  of  extending  the  two  last 
phalanges,  claw  hand).  In  all  these  forms  of  paralysis  the 
sensory  disturbances  characteristic  of  the  nerve  trunk  involved 
and  of  its  terminal  sensory  expansion  may  be  present  and 
contribute  materially  to  an  exact  diagnosis. 

Electrical  examination  in  paralysis  of  the  upper  extremity 
furnislies.  very  valuable  data  in  many  respects.  In  the  first 
phioe  the  exact  seat  of  the  lesion  may  frequently  be  diagnosed 
from  the  fact  that  the  peripheral  portion  of  the  nerve  is  still 
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excitable,  but  not  the  central,  in  consequence  of  the  arrest  of 
conduction,  as,  for  example,  in  paralysis  from  pressure  on  the 
radial  nerve  ;  and  the  peripheral  lesion  can  in  this  way  be 
localised  in  nearly  all  peripheral  arm  paralyses,  by  the  in- 
excitability  of  the  brachial  plexus  in  the  supraclavicular  fossa, 
provided  that  complete  RD  has  not  already  destroyed  all  the 
excitability  of  the  nerves.  The  presence  of  excentric  sensation 
on  excitation  above  and  below  the  seat  of  lesion  gives  supple- 
mentary evidence  on  this  point. 

Electrical  examination  furnishes  in  addition  the  usual 
information  about  the  presence  or  absence  of  grosser  nutritive 
disturbances  in  the  paralysed  nerves  and  muscles,  and  as  to  the 
presence  or  absence  of  ED.  It  will  inform  you  not  only  of  the 
severity  of  the  lesion,  but  also  not  unfrequently  of  its  causes 
(e.g.  in  radial  paralysis,  where  the  excitability  is  normal  if  it 
results  from  pressure,  whilst  ED  is  generally  complete  in  lead 
paralysis).  Every  possible  degree  of  ED  may  be  present ; 
complete  in  severe  traumatic  and  neuritic  and  in  saturnine 
paralysis,  as  also  in  spinal  infantile  paralysis  ;  partial  in  the 
slighter  compression  paralysis,  in  progressive  muscular  atrophy, 
and  in  amyotrophic  lateral  sclerosis ;  while  in  the  very  slight 
pressure  paralyses  (e.g.  '  sleep '  paralysis  of  the  radial)  and  in 
all  forms  proceeding  from  lesions  of  the  upper  cervical  cord  and 
brain  the  excitability  may  be  quite  normal  or  may  present 
a  simple  diminution,  in  very  rare  cases  even  a  slight  increase. 
I  should  have  to  repeat  again  and  again  what  I  have  said 
in  the  General  Part  (Lects.  IX.  to  XI.)  if  I  were  to  enter 
into  all  the  details,  and  I  must  refer  you  to  my  Handbook  of 
Peripheral  Nervous  Diseases  for  the  special  diaguostic  signifi  canoe 
of  the  results  of  electrical  investigation.  I  will  only  mention 
further  that  the  electrical  examination  furnishes  many  data  in 
respect  of  prognosis,  and  that  in  the  same  form  of  paralysis — 
as,  for  example,  that  from  pressure  on  the  radial  nerve — the 
prognosis  may  be  decided  according  to  the  results  of  the 
electrical  examination  exactly  in  the  same  way  as  in  rheumatic 
facial  paralysis.  Compare  on  this  point  the  general  statement 
on  p.  204. 

Besides  those  already  mentioned,  there  are  a  number  of 
combined  forms  of  paralysis,  in  which  several  nerve  regions  are 
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involved,  or  in  which  the  more  or  less  numerous  paralysed 
muscles  belong  to  different  peripheral  nerve-regions  (though 
still  belonging  to  the  region  of  some  one  particular  root  of  the 
brachial  plexus  or  to  a  definite  locality  in  the  spinal  cord).  To 
the  former  belong  the  paralyses,  often  very  extensive,  after 
shoulder  and  elbow  dislocations  and  fractures  of  the  humerus, 
and  the  central  arm  paralysis  ;  to  the  latter  many  cases  of 
progressive  muscular  atrophy  (especially  the  juvenile  form), 
advanced  cases  of  lead  paralysis,  certain  forms  of  paralysis  after 
delivery,  and  the  '  combined  shoulder-arm  paralysis '  (in  the 
deltoid,  biceps,  brachialis  anticus,  supinator  longus  and  infra- 
spinatus), first  mentioned  by  me,  which  has  its  seat  generally 
in  the  trunk  of  the  brachial  plexus  made  up  by  the  fifth 
and  sixth  cervical  roots  (in  the  region  of  or  just  above  the  so 
called  supraclavicular  point;  vide  fig.  29),  and  sometimes  in 
the  corresponding  section  of  the  anterior  grey  cornua  of 
the  cord.  The  remarks  already  made  on  the  symptoms  and 
electrodiagnosis  of  arm  paralyses  hold  good  also  for  all  these 
combined  forms. 

I  may  restrict  myself  here  to  citing  a  few  instructive  cases, 
and  merely  refer  to  the  examples  belonging  to  this  category 
already  mentioned  in  previous  lectures  [cf.  Obs.  5,  6,  8-12, 
15  (cases  of  paralysis  of  the  upper  extremity  from  cerebral 
disease) ;  Obs.  34  (poliomyelitis  ant.  chron.) ;  Obs.  35  (pro- 
gressive muscular  atrophy);  Obs.  37  (ulnar  paralysis);  Obs. 
38  (combined  shoulder-arm  paralysis)  ;  Obs.  39  (paralysis  of 
the  deltoid) ;  Obs.  40  (paralysis  after  humeral  dislocation) ; 
Obs.  41  (radial  paralysis)]. 

64.  Personal  Observation,  Isolated  Paralysis  of  the  Left  Musculo- 
cutaneous Nerve. — A  porter,  aged  37,  on  getting  up  on  May  29, 
1881,  noticed  numbness  on  the  flexor  side  of  the  left  arm,  and  weak- 
ness of  the  same  arm,  although  its  individual  movements  could  still 
be  carried  out.  Cau.se  unknown ;  patient  does  not  know  -whether  he 
slept  lying  on  the  arm.  Condition  on  June  3  :  Only  symptom  great 
dilBculty  in  flexing  the  left  forearm,  which  can  only  be  done  by  very 
energetic  contraction  of  the  supinator  longus ;  biceps  and  brachialis 
anticus  completely  paralysed  and  flaccid.  Coraco-bi-achialis  found  on 
careful  investigation  to  be  normal.  Distinct  blunting  in  the  forearm 
of  the  senses  of  touch,  pressure,  temperature,  and  position,  limited 


472 


ELECTROTHERAVE  UTICS. 


to  the  region  corresponding  to  the  expansion  of  the  lateral  cutaneous 
nerve;  everything  otherwise  normal.  On  electrical  examination 
on  the  right  side  normal  contraction  of  all  the  mupcles  concerned, 
effected  from  the  supraclavicular  point;  on  the  left  side  only  the 
deltoid  and  supinator  longus  contract  from  that  point,  the  biceps  and 
brachialis  anticus  remaining  perfectly  flaccid  even  with  a  strong 
current.  Partial  ED  appeared  subsequently  in  the  flexors  of  the 
ripper  arm.  Galvanic  treatment  to  the  suspected  seat  of  lesion,  then 
stimulation  from  the  supraclavicular  point  and  peripheral  galvanisa- 
tion of  the  muscles.  Improvement  soon  appeared,  which  made  regular 
progress,  so  that  the  patient  was  cured  and  able  to  work  after  8  or 
10  weeks.  On  a  subsequent  examination  (in  March  1882)  every- 
thing entirely  normal ;  on  excitation  of  the  supraclavicular  point,  on 
the  left  side,  all  the  flexors  of  the  forearm  contracted  well. 

65.  Personal  Observation.  Trmtmatic  Paralysis  of  the  Left 
Median  and  Muscido-Cutaneous  Nerve'i. — A  soldier  a^ed  24 
"Wounded  on  Augusts,  1870,  at  Weissenburg ;  course  of  the  shot  from 
the  anterior  half  of  the  left  deltoid  to  close  below  the  point  of  the  left 
scapula  behind  ;  in  consequence  ansesthesia  and  paralysis  in  !the  whole 
median  region  in  the  forearm  and  hand,  beginning  with  severe  pain; 
also  paralysis  of  biceps  and  brachialis  anticus  (internal  half).  On 
October  8,  1870,  paresis  in  the  muscles  mentioned  still  very  great, 
with  numbness  and  diminished  sensibility  in  the  median  region  of 
the  hand.  Moderate  amount  of  muscular-  atrophy,  great  pain  on 
pressure.  ED  complete  in  the  median  region,  partial  in  the  biceps. 
Galvanic  treatment  to  the  supraclavicular  region,  and  then  the 
kathode  labile  over  nerves  and  muscles ;  immediately  afterwards 
improvement  in  motility.  4th  sitting  :  After  the  electrisation  hand 
warm,  improvement  greater,  motility  of  the  ball  of  the  thumb  dis- 
tinctly better.  6th  sitting  :  Motility  of  the  biceps  really  improved. 
14th  sitting  :  Sensibility  of  the  fingers  completely  re-established ;  now 
only  traces  of  numbness.  Fltxors  of  forearm  act  well.  No  very 
great  improvement  in  median  region.    Discharged  after  21  sittings. 

66.  Personal  Observation.  Paresis  of  the  Right  Ulnar  j^trve. — 
A  porter,  aged  34.  Similar  affection  a  year  ago  (anpesthesia  of  the 
hand  and  forearm,  weakness  of  the  hand)  ;  cured  in  a  few  sittings 
by  the  galvanic  current.  For  3  days,  without  any  known  cause 
(sleep  paralysis  ?),  numbness,  ana3sthesia,  and  weakness  in  the  right 
hand.  Sensibility  greatly  diminished  in  the  regions  of  the  median 
cutaneous  in  the  forearm  and  the  ulnar  in  the  hand.  Motility  en- 
feebled in  the  whole  ulnar  region.  Otherwise  everything  normal. 
Galvanic  treatment  :  Anode  on  the  ulnar  nerve  above  the  elbow, 
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kathode  stabile  and  labile  through  the  skin  and  muscles.  After  a 
sliort  application  sensibility  returned  under  the  anode,  and,  on  moving 
it  downwards  along  the  forearm,  gradually  at  each  place  touched  ; 
motility  also  appeared  improved  after  the  sitting.  Next  day  sensi- 
l)ility  normal  as  far  as  the  wrist ;  flexion  of  three  last  fingers  stronger. 
After  3  more  days  complete  cure. 

67.  Personal  Observation.  Crutch  Paralysis  of  the  Right  Radial 
Nerve  {Traitmatic  Paralysis  of  the  Sciatic  Nerve). — A  French  soldier, 
aged  25,  Wounded  on  August  4, 1870.  Gunshot  wound  of  the  knee ; 
entrance  near  the  patella  in  front,  exit  posteriorly  in  the  middle  of 
the  thigh  in  the  sciatic  region ;  paralysis  of  the  whole  sciatic  region, 
complete  RD, 

On  September  24  began  to  walk  a  little  with  crutches,  noticed 
after  some  time  increasing  weakness  of  the  right  hand,  especially  in 
extensors  ;  after  8  or  10  days  no  longer  possible  to  hold  crutch. 
Condition  on  November  4:  Complete  paralysis  of  right  radial 
region,  including  triceps.  Paresis  in  region  of  median  and  ulnar 
nerves.  No  disturbance  of  sensibility  worth  mentioning.  Electrical 
irritability  of  paralysed  nerves  and  muscles  completely  intact,  but 
absence  of  contraction  in  extensors  of  forearm  from  excitation  of 
supraclavicular  point.  Treatment :  Anode  on  brachial  plexus,  kathode 
labile ;  closures  and  reverses  of  the  current  through  the  nerves  and 
muscles.  Some  improvement  immediately.  November  7.  Triceps 
much  improved,  hand  raised  to  horizontal  position.  November  16. 
Cure  almost  complete ;  all  movements  possible,  only  with  less  force 
than  normal.    December  5.  Completely  cured. 

68.  Personal  Observation.  Sleep  Paralysis  of  the  Radial  Nerve. — 
A  factory  worker,  aged  42.  Came  to  the  policlinic  with  the  history  of 
having  slept  on  the  right  arm  during  the  night  and  having  noticed 
paralysis  of  the  hand  in  the  morning.  Paresthesia  in  the  radial 
region  of  the  thumb.  Examination  sbo'ived  complete  paralysis  of  the 
radial  region  of  the  forearm ;  triceps  unaffected.  Objective  sensibility 
not  disturbed.  Electric  irritability  normal,  but  no  contractions  in- 
duced from  axilla  and  supraclavicular  fossa.  Slight  traces  of  con- 
traction in  the  supinator  longus  on  great  exertion.  Treatment : 
Kathode  stabile  on  the  seat  of  pressure ;  distinct  improvement  imme- 
diately. Then  stimulation  with  the  kathode  in  the  supraclavicular 
fossa;  again  improvement,  as  also  when  the  nerve  and  the  muscles 
were  afterwards  thoroughly  treated  with  the  kathode  labile.  On  the 
following  day  distinct  improvement,  which  advanced  still  further  after 
galvanic  treatment.    Patient  cured  at  the  end  of  a  week. 

69.  Personal  Observation. — Sloc])  Paralysis  of  the  Radial  Nerve. 
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—A  waterworks  overseer,  aged  25.  Acquired  a  paralysis  of  the 
left  arm  on  September  10, 1872,  by  lying  on  the  edge  of  the  bed.  On 
October  11  still  complete  paralysis  of  the  radial  on  the  left  side. 
Skin  over  thumb  and  back  of  hand  somewhat  numb,  with  diminished 
sensibility.  Electric  excitabiUty  intact ;  but  contractions  not  induced 
in  radial  region  either  from  axilla  or  supraclavicular  region,  easily 
accomplished  on  the  right  side.  Galvanic  treatment.  Patient  could 
immediately  raise  hand  to  horizontal  position.  October  12.  Con- 
siderable improvement ;  faradisation  to-day  ;  renewed  improvement. 
October  1 3.  Improvement ;  galvanic  treatment.  October  24.  Dis- 
charged nearly  cured  ;  all  movements  possible,  if  not  with  complete 
force.  Strong  contractions  in  the  radial  region  induced  faradically 
from  the  axilla.  Admitted  again  after  8  days,  on  account  of 
failure  of  strength  from  hard  work  ;  all  movements  possible,  but  with 
less  power  than  normal;  further  treatment  for  4  weeks  necessary 
to  restore  the  normal  power. 

70.  Personal  Observation.  Traumatic  Paralysis  of  the  Radial 
Nerve.— On  March  10,  1881,  fi'acture  of  the  arm  and  forearm. 
Radial  paralysis  observed  on  removing  the  bandages;  great  formation 
of  callus  on  the  upper  arm.  In  the  beginning  of  May  callus  cliiselled 
away,  radial  nerve  freed  ;  thin  in  callus  and  below  it,  thickened  above. 
Condition  in  the  middle  of  September  :  Complete  paralysis  of  the 
whole  radial  region  of  the  forearm.  Complete  RD.  Diminution  of 
sensibility  on  the  doi'sal  surface  of  the  forearm.  Slight  flexure  con- 
traction. Galvanic  treatment  of  the  seat  of  lesion  and  of  the  muscles, 
beginning  in  the  end  of  September.  October  13.  Active  movements 
distinct,  with  less  power,  but  considerable  as  to  extension.  Sensi- 
bility improved.  Faradic  and  galvanic  excitability  of  the  radial  from 
above  the  lesion  restored  ;  still  RD  in  muscles.  Improvement  made 
rapid  progress  from  that  time. 

71.  Personal  OhservaMon.  Combined  Shoulder-Arm  Paralysis 
{Erb)  after-  Injury. — A  baker,  aged  38.  Ten  days  ago  fell  down  a 
flight  of  steps  on  the  outstretched  left  arm  and  left  shoulder. 
Immediately  after  could  not  move  the  arm  well,  and  had  numb- 
ness in  region  of  shoulder  and  upper  half  of  arm.  Condition  on  J uly, 
20,  1867  :  Complete  paralysis  of  the  left  deltoid,  biceps,  and  brachialis 
anticus.  Triceps  and  forearm  muscles  (supinator  longus  ?)  normal. 
No  objective  disturbance  of  sensibility.  Complete  RD  in  the 
paralysed  muscles  in  the  course  of  the  following  daj's,  especially  in 
the  deltoid.  Galvanic  treatment :  Anode  on  plexus  and  cervical 
cord,  kathode  labile  over  the  paralysed  nerves  and  muscles.  Improve- 
ment in  tlie  forearm  flexors  after  - a  few  days,  progressing  slowly. 
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Deltoid  remained  paralysed  and  atrophied  rapidly.  Patient  had  to  be 
discharged  after  22  sittings ;  motility  in  biceps  and  brachialis  anticus 
improved,  deltoid  still  completely  paralysed.  (Spontaneous  improve- 
ment began  after  6  weeks  in  this  muscle,  leading  to  final  cure.) 

72.  Personal  Observation.  Combined  Shoulder-Arm  Paralysis 
fronx  Neuritis  of  the  Brachial  Plexus.— A  nail-maker,  aged  17.  Two 
months  ago  parfEsthesia  in  the  left  thumb  and  index  finger  ;  diminu- 
tion of  sensibility  and  weakness  of  movement  in  these  fingers ;  after  14 
days  paralysis  also  in  shoulder  and  arm.  Since  then  all  symptoms 
stationary.  Condition  on  December  1, 1866  :  Left  arm  only  aflFected. 
Complete  paralysis  of  deltoid,  biceps,  brachialis  anticus,  a,nd  supinator 
longus,  probably  also  of  supinator  brevis,  with  paralysis  of  the  median 
region  in  the  forearm  and  hand  ;  all  other  muscles  normal.  Subjec- 
tive, but  no  objective  disturbance  of  sensibility  in  the  median  region 
of  the  hand.  Electrical  examination  (according  to  the  full  description 
made  in  1866)  showed  partial  ED,  in  various  stages  of  development, 
in  the  paralysed  muscles,  the  deltoid  being  most  afiected.  Galvanic 
treatment :  Anode  stabile  on  the  brachial  plexus,  kathode  labile  and 
KC  on  all  the  paralysed  nerves  and  muscles ;  three  times  a  week. 
Distinct  improvement  in  the  forearm  flexors  even  after  the  fourth 
sitting.  After  the  sixth  sitting  increased  improvement ;  movements 
very  distinct  in  supinator  longus  and  in  median  region.  After  tenth 
sitting  flexion  of  forearm  quite  restored ;  motility  of  the  flexors  of 
the  fingers,  thenar  muscles,  and  also  supinator  much  improved ; 
deltoid  also  acting.  Improvement  advanced  regularly  with  little 
variation,  and  after  30  sittings  recovery  could  be  called  complete. 

73.  Personal  Observation.  Traumatic  Paralysis  of  the  Radial, 
Median,  and  Ulnar  Nerves. — A  French  soldier,  aged  38.  "Wounded  on 
August  4,  1870.  Gunshot  fracture  of  the  right  arm,  in  the  upper 
third.  Came  under  my  observation  on  November  4,  1870,  after  com- 
plete healing  of  the  wound  and  of  the  fiacture.  Complete  motor  and 
sensory  paralysis  of  the  forearm  and  of  the  hand,  the  indicator  muscle 
being  the  only  one  acting.  Complete  KD  in  the  radial  nerve  and 
the  muscles  supplied  by  it,  faradic  and  galvanic  excitability  fairly  well 
preserved  in  the  median  and  ulnar  regions.  Better  prognosis,  there- 
fore, for  the  two  last-named  nerves,  confirmed  by  the  fact  that  imme- 
diately after  the  first  galvanic  treatment  (anode  on  the  neck,  kathode 
labile  to  the  periphery,  &c.)  the  sensibility'  returned  to  the  skin 
supplied  by  the  median  and  the  ulnar,  whilst  at  the  same  time  small 
movements  (previously  impossible)  could  be  made  with  the  flexors. 
Rapid  progress  of  this  improvement  during  the  following  days,  and 
weak  movements  in  the  radial  region  also  from  November  7.  Some 
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hindrance  to  the  movements  from  stiffness  of  the  joints,  but  re-ular 
advance  of  the  improvement.  * 

The  method  of  the  electrical  treatment  of  these  forms  of 
paralysis  is,  of  course,  founded  principally  on  as  exact  a  diag- 
nosis as  possible  of  the  position  and  nature  of  the  paralysing 
lesion,  and  accordingly  the  choice  of  the  first  application— to 
the  seat  of  lesion— must  be  made.  Thus  in  cerebral  paralysis 
the  application  should  be  made  to  the  head  and  the  sympathetic 
(vide  Lects.  XVI.  and  XVII.),  in  spinal  paralysis  the  cervical 
cord  and  the  sympathetic  should  be  treated  (Lects.  XIX.  and 
XX.),  and  in  peripheral  paralysis  (Lect.  XXI.)  the  neuritis,  the 
traumatic  lesion,  the  shoulder-joint  afifection,  the  cicatrices, 
pressure  points,  &c.,  in  the  way  already  known.  For  pressure 
paralysis  of  the  radial  nerve,  which  is  so  frequent  and  interferes 
so  much  with  the  use  of  the  hand,  I  would  mention  here  the 
statement  of  E.  Eemak  that  in  many  cases  a  most  beneficial 
effect,  often  shown  by  an  increase  of  motility  during  the  passage 
of  the  current,  may  be  attained  by  a  stabile  action  of  the 
kathode  with  a  carefully  chosen  and  moderate  strength  of 
current.  I  can  confirm  this  for  some  cases,  although  only  for 
those  which  are  very  slight  or  which  have  already  begun  to 
improve  (vide  Obs.  61) ;  but  I  have  generally  been  unable  to 
see  such  an  immediate  effect ;  and  it  appears  to  me  to  result 
more  from  a  fortunate  selection  of  cases  than  from  the  method 
of  application  and  the  strength  of  the  current. 

In  the  second  place  the  direct  antiparalytic  treatment 
must  be  attended  to,  which  can  often  be  done  very  profitably  on 
the  upper  extremity,  especially  in  cases  of  peripheral  paralysis. 
You  will  often,  indeed,  find  it  possible  to  let  the  electric  current 
act  centrally  to  the  seat  of  lesion,  and  thereby  break  through 
the  obstacle  to  conduction.  It  is  advisable,  therefore,  to  try 
this  in  all  suitable  cases,  and,  in  all  peripheral  paralyses  at 
least,  to  set  up  a  strong  stimulation  from  the  nerve  trunks  in 
the  axilla,  or,  still  betf  er,  in  the  supraclavicular  fossa.  In  any 
case,  in  view  of  the  fulfilment  of  all  the  indications  with  which 
we  have  here  to  do  (for  the  direct  antiparalytic  action,  for  the 
removal  of  the  finer  and  grosser  nutritive  disturbances  in  the 
nerves  and  muscles),  the  nerve  trunks  and  the  muscles  should 
be  subjected  to  electric  stimulation  in  their  whole  extent  and 


PARALYSIS  OF  ARM. 


477 


in  a  sufficient  manner,  according  to  the  known  methods  of  local 
faradisation  (figs.  30  and  31);  and  this  holds  good  for  central 
as  well  as  for  peripheral  paralysis.  It  is  difficult  to  decide 
whether  reflex  actions  also  play  their  part  in  this,  but  it  is 
certainly  not  unlikely;  at  all  events  in  paralysis  of  mixed 
nerves  the  peripheral  stimulation  of  the  nerve  twigs  and  of 
the  skin  will  help  somewhat  in  the  removal  of  the  sensory 
obstruction,  and  may  also  have  a  reflex  action  on  the  motor 
tracts  and  on  the  obstruction  in  them. 

It  would  be  superfluous  to  enter  further  into  the  separate 
forms  of  paralysis  ;  the  modifications  of  the  application  ne- 
cessitated by  the  localisation  of  the  paralysis  will  be  determined 
by  the  region  affected. 

I  will  only  mention  that,  if  contraction  of  the  antagonistic 
muscles  is  present  at  the  same  time  (as  in  cerebral  hemi- 
plegia, spinal  infantile  paralysis,  &c.),  overpowering  that  of 
the  paralysed  muscles,  it  is  advisable  to  remove  this  contrac- 
tion first,  either  by  electricity  or  mechanically,  and  only  then 
to  stimulate  the  paralysed  muscles ;  by  the  approximation  of 
their  points  of  insertion  they  can  be  more  easily  and  thoroughly 
drawn  together,  which  is  necessary  for  their  restoration. 

The  results  of  this  treatment  correspond  naturally,  to  the 
causes  of  the  paralysis,  and  are,  consequently,  very  various, 
sometimes  rapid  and  complete,  sometimes  tardy  and  incomplete, 
often  wanting  altogether ;  they  are  most  favourable  in  paralysis 
from  pressure  and  compression,  not  unfavourable  even  in  severe 
traumatic  paralysis,  very  good  in  neuritic  cases,  and  much  less 
satisfactory  in  spinal  and  cerebral  paralyses.  Details  are  un- 
necessary ;  you  will  see  after  a  short  time  whether  the  cure  is 
to  be  rapid  or  slow,  and  in  any  case  the  treatment  must  be 
carried  out  with  the  greatest  perseverance. 

8.  Paralysis  of  the  Lower  Extremity. 

The  conditions  are  comparatively  more  simple  in  paralysis  of 
the  lower  extremity  than  of  the  upper,  although  the  syu)ptom 
occurs  tliere  frequently,  in  many  varieties  and  combinations — 
isolated  paralyses  of  individual  muscles  and  individual  nerves, 
and  various  combined  forms  up  to  total  paralysis  of  one  and 
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often  even  of  both  lower  extremities  (paraplegia).  Paralysis  of 
a  central  and  above  all  of  a  spinal  origin  is  of  most  importance 
in  the  lower  extremity  ;  whilst  cerebral  paralysis,  in  spite  of 
its  great  frequency  (in  hemiplegia,  &c.),  tends  to  remain  in  the 
background,  because  it  improves  with  comparative  rapidity  to 
a  moderate  restoration  of  function,  and  is,  therefore,  not  so 
severely  felt  by  the  patient. 

Almost  all  diseases  of  the  spinal  cord  lead  to  motor  weakness 
advancing  to  marked  paralysis  of  the  lower  extremities:  the 
different  forms  of  myelitis,  especially  acute  and  chronic  polio- 
myelitis, sclerosis,  acute  ascending  paralysis,  progressive  muscular 
atrophy  (especially  in  the  crural  region),  compression  and 
concussion,  meningitis,  &c. ;  and  almost  all  these  forms  fre- 
quently become  the  subjects  of  electrotherapeutical  experi- 
ments. 

The  long  peripheral  course  of  the  nerves  involved,  however, 
inside  the  vertebral  canal,  in  the  pelvis,  and  in  the  extremity 
itself,  occasions  the  possibility  of  many  causes  of  peripheral 
paralysis :  fractures,  dislocations,  inflammation  and  caries  of 
the  vertebrse,  lesions  of  the  pelvis  and  of  the  pelvic  organs, 
mechanical  interference  in  difficult  confinements,  and  the  like 
may  give  occasion  for  it;  all  the  mechanical  and  traumatic 
influences  which  affect  the  nerve  trunks  in  the  extremities 
themselves,  as  well  as  inflammatory,  exudative,  and  other  pro- 
cesses originating  in  the  large  joints,  are  frequent  causes  of 
such  paralysis ;  and,  finally,  nevu-itic  affections  of  these  nerves 
(rheumatic,  neuralgic  neuritis,  after  acute  diseases,  &c.)  may  be 
mentioned.  All  these  lesions  may  be  accessible  to  electrical 
treatment  in  very  varying  degrees.  When  1  mention,  finally, 
that  in  the  so  called  pseudohypertrophy  of  the  muscles,  and  also 
in  the  much  rarer  true  muscular  hypertrophy,  the  lower  extremi- 
ties are,  as  a  rule,  involved  in  the  paralysis,  you  will  have  a 
pretty  fair  picture  of  all  that  may  occur  in  this  connection,  and 
that  may  become  the  subject  of  electrical  treatment. 

It  is  not  my  intention  here  to  enter  more  fully  into  the 
symptomatology  of  these  separate  forms  of  paralysis ;  it  may 
only  be  mentioned  that  in  paralysis  of  the  crural  nerve  the 
flexors  of  the  hip  joint  (ileo-psoas,  &c.)  and  the  extensors  of  the 
leg  (quadriceps,  &c.)  are  aff'ected  chiefly ;  this  may  occur  in  an 
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isolated  way,  especially  in  psoas  affections  and  in  acute  anterior 
polioroyelitis ;  partial  paralysis  and  atrophy  in  the  domain  of 
this  nerve  is  often  seen  in  progressive  muscular  atrophy,  es- 
pecially in  its  juvenile  form.  Paralysis  in  the  region  of  the 
obturator  nerve  affects  principally  the  abductors  of  the  limb, 
and  is  on  the  whole  rare.  Paralysis  in  the  domain  of  the  gluteal 
nerves  specially  affects  abduction  and  rotation,  and  fixation  of 
the  pelvis  in  walking  and  standing ;  it  is  most  frequent  in  pro- 
gressive muscular  atrophy  and  in  pseudohypertrophy.  The 
must  common  form  of  paralysis  is  that  of  the  sciatic,  which 
affects  either  the  whole  trunk  or  one  of  its  two  principal  branches 
— the  peroneal  nerve  and  the  anterior  muscles  of  the  leg,  or  the 
tibial  and  the  calf  muscles — and  which  is  very  easy  to  recognise. 
Nearly  all  spinal  paralyses  begin  in  this  very  nerve  region,  and 
the  great  length  and  exposed  situation  of  the  nerve  cause  the 
greater  frequency  of  peripheral  lesions  in  it. 

In  most  cases  you  will  be  able  to  draw  exact  diagnostic  con- 
clusions as  to  the  position  and  nature  of  the  lesion  from  the  ex- 
tension of  the  paralysis  in  the  muscles,  and  from  the  accom- 
panying sensory,  trophic,  and  reflex  disturbances. 

The  electrical  examination  is  useful  only  in  a  limited  degree ; 
and  particularly  for  the  determination  of  the  seat  of  peripheral 
paralysis  it  is  of  little  service,  because  great  tracts  of  the 
nerves  concerned  (inside  the  pelvis  or  the  vertebral  canal)  are  not 
available  for  direct  electric  excitation.  For  the  rest  the  same 
alterations  in  the  electrical  excitability  that  we  have  already 
described  so  often  occur  in  this  paralysis,  and  the  usual  conclu- 
sions, especially  in  respect  to  the  severity  of  the  lesion,  the 
consequent  trophic  disturbances,  and  the  prognosis,  are  to  be 
drawn  from  them.  With  your  conclusions  in  regard  to  the  seat 
of  the  lesion,  on  the  other  hand,  you  must  be  very  cautious ; 
the  electrical  examination  does  not,  as  a  rule,  furnish  any  deci- 
sion whether  the  lesion  is  of  a  peripheral,  spinal,  or  cei^ebral 
origin.  If  ED  is  present,  indeed,  you  may  exclude  with  cer- 
tainty a  cerebral  localisation,  but  normal  electric  excitability 
does  not  by  any  means  speak  for  this,  as  it  occurs  also  in  spinal 
paralysis ;  still  less  can  you  decide  with  certainty  on  a  peri- 
pheral seat  of  the  lesion  from  the  presence  of  ED,  for  you  know 
that  it  occurs  in  very  many  spinal  paralyses ;  other  symptoms 
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are  to  be  taken  into  account;  and  it  must  specially  be 
noticed  that  ED  without  any  disturbance  of  sensibility  and 
without  trophic  cutaneous  disturbances  is  pretty  certainly 
indicative  of  a  spinal  origin.  You  may  also  observe  partial  ED 
in  the  lower  extremities  (middle  form  of  chronic  poliomyelitis, 
certain  peripheral  paralyses,  progressive  muscular  atrophy,  &c.) ; 
in  true  and  false  muscular  hjrpertrophy,  however,  as  well  as  in 
the  juvenile  form  of  progressive  muscular  atrophy,  only  a 
simple  diminution  of  the  electrical  irritability  is  present, 
without  any  qualitative  alteration. 

I  will  only  cite  shortly  a  few  examples  of  leg  paralyses, 
while  reminding  you  of  the  observations  already  given — 5,  6,  7, 
and  11  (cerebral  paralysis),  18  to  22,  32  to  34  (spinal  paralysis), 
and  45  (peripheral  paralysis) — and  referring  you  to  the  obser- 
vations yet  to  come,  82  to  84  and  86  to  88. 

74.  Personal  Observation.  Paresis  of  the  Crural  Nerve  {Chronic 
Neuritis  ?). — A  merchant,  aged  39.  Had  suffered  for  about  a  year  and 
a  half  from  acute  pains  in  the  left  hip  and  buttock,  extending  to  the 
knee,  but  gradually  abating.  For  the  same  period  a  feeling  of 
heaviness  in  the  left  leg,  increasing  in  the  last  few  months  to  distinct 
weakness.  Four  weeks  ago,  after  great  exertion,  severe  pain  in  the 
whole  left  leg,  especially  in  the  anterior  surface  of  the  leg,  combined 
with  trembling  of  the  limb ;  since  then  much  weaker,  and  decided 
wasting.  Otherwise  healthy.  Condition  in  April,  1869  :  Left  thigh 
distinctly  wasted  and  more  flaccid  than  the  right ;  weakness  of  the 
left  quadriceps.  Numbness  of  sensibility  on  the  anterior  internal 
surface  of  the  leg  below  the  knee.  Circumference  of  the  left  thigh 
about  2  to  4  centimetres  less  than  the  right.  Electrical  excitability 
diminished  to  a  small  extent.  Galvanic  treatment :  Stabile  currents 
through  the  spinal  column  ;  then  K  labile  throngh  the  nerves  and 
muscles  and  over  the  anesthetic  portion  of  the  skin,  A  being  on  the 
sacrum.  Distinct  improvement  even  after  4  sittings  ;  pain  in  the  leg 
nearly  disappeared ;  numbness  and  weakness  of  the  leg  less.  After 
8  sittings  decided  relief;  leg  stronger,  walking  easier,  numbness  less. 
By  the  end  of  May  continued  and  marked  improvement ;  circum- 
ference of  left  thigh  increased  l  i  centimetre,  strength  of  the  leg  con- 
siderably greater,  numbness  almost  disappeared.  By  the  cud  of 
August  treatment  concluded,  after  65  sittings. 

75.  Personal  Observation.  Paresis  of  the  Right  Sciatic  Nerve. 
Hypertrophy  of  the  Crural  J/«scZeA-.— A  tinsmith,  aged  43.  Had  been 


PARALYSIS  OF  LEG. 


481 


treated  tvnce  before  for  the  same  afTection,  and  si^eedily  cured  by- 
electric  brushing.  Now  came  for  the  third  time,  complaining  of  weak- 
ness in  the  right  foot  and  leg,  with  coldness  and  formication  in  the 
foot  and  in  the  calf  (Jondition  in  November  1873:  Limping  with 
the  right  leg,  the  foot  resting  only  on  the  heel.  Standing  on  tiptoe 
impossible  on  the  right  side,  easy  on  the  left.  Marked  paresis  of  the 
right  calf  muscles,  weakness  also  in  the  peroneal  region  and  in  the 
muscles  at  the  back  of  the  thigh.  Crural  region  normal.  No 
objective  sensory  disturbance.  Right  foot  somewhat  colder  than  the 
left.  Electrical  irritability  unaltered.  Circumference  of  the  right 
calf  2  centimetres  larger  than  the  left.  Galvanic  treatment:  18 
elements,  labile,  from  the  sacrum  through  the  sciatic  nerve.  Imme- 
diate relief  So  much  improvement  after  2  more  sittings  that  patient 
stayed  away  from  treatment. 

76.  Personal  Observation.  Paralysis  in  the  Territory  of  the  Right 
Peroneal  Nerve  {Neuritis  .?).— A  peasant  girl,  aged  26.  Ill  since  July 
1866.  Menses  ceased  for  one  period,  and  formication,  with  weakness^ 
came  on  in  the  right  foot,  the  toes  hanging  down  and  dragging. 
Since  remained  stationary.  Condition  on  May  18,  1867  :  Morbid 
changes  only  in  the  right  leg,  paresis  in  the  peroneal  region,  complete 
paralysis  only  in  the  tibialis  anticus.  Calf  normal.  Sensibility  over 
the  whole  anterior  surface  of  the  leg  and  on  the  dorsum  of  the  foot 
decidedly  less  than  on  the  left  side.  Circumference  of  the  right 
calf  1  centimetre  less  than  the  left.  Complete  ED  in  the  tibialis 
anticus  on  electrical  examination ;  simple  diminution  of  the  electrical 
irritability  in  the  other  muscles.  Galvanic  treatment :  Stabile  and 
labile  currents  through  the  lower  part  of  the  back,  then  K  labile 
through  the  sciatic  and  peroneal  nerves  and  their  muscles.  On  June 
1  (after  3  sittings)  raising  of  the  right  foot  much  improved, 
sensibility  also  somewhat  better.  June  28  (after  10  sittings).  Greater 
improvement  of  the  motility  and  sensibility.  July  20  (after  18 
sittings).  Motility  now  almost  normal;  diminution  of  sensibility  still 
present  to  a  small  extent. 

77.  Personal  Observation.  Paralysis  of  the  Left  Peroneal  Nerve, 
from  the  Cicatrix  of  a  Bed  Sore,.— A  peasant  girl,  aged  19.  Had  a 
severe  sloughing  decubitus  on  the  sacrum  during  an  attack  of  typhoid' 
which  only  healed  after  discharging  pus  for  months.  Paralysis  of  the 
Mt  foot  noticed  at  last ;  parsesthesia  or  anesthesia  never  present,  but 
at  times  acute  pains,  radiating  from  the  sacrum  downwards  alon<^  the 
leg  m  the  region  of  the  peroneal  nerve.  Came  under  treatment  3 
months  later.  June  1873.  Large,  deep-sunken  cicatrix  on  the 
buttock,  deeper  and  more  adlierent  on  the  left  side  than  on  the  ri^^ht 
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In  the  left  leg  almost  complete  paralysis  in  the  whole  peroneal  region ; 
tibialis  anticus  and  extensor  hallucis  lougus  entirely  paralysed,  the 
ether  muscles  very  paretic.  The  rest  of  the  sciatic  region,  as  also  the 
crural,  entirely  normal.  Sensibility  intact  in  the  region  of  the 
peroneal  nerve.  Left  calf  3^  centimetres  tbinner  than  the  right. 
Complete  ED  at  a  late  stage.  Galvanic  treatment :  24  elements  A 
and  K  stabile  through  the  cicatrix,  then  A  on  the  cicatrix,  K  labile 
through  the  nerve  and  the  muscles.  Marked  improvement  in  move- 
ment immediately  after  the  first  sitting.  On  August  12  discharged ; 
improvement  advanced  markedly,  although  slowly.  ExcitabiUty 
restored  to  a  small  extent  in  the  peroneal  nerve. 

78  Personal   Observation.    Traumatic   Paralysis  of  the  Left 
Peroneal  Xerve.-K  builder,  aged  34.    On  December  24,  1872,  in  a 
railway  accident  left  leg  was  crushed  at  the  patella,  in  the  near  neigh- 
bourhood of  the  head  of  the  fibula.  Immediately  afterwards  paralysis 
and  anesthesia  of  the  left  leg  and  foot,  with  tbe  exception  of  the  sole 
Condition  on  January  25,  1873  :  Complete  paralysis  m  the  whole  left 
peroneal  region  ;  no  paralysis,  but  weakness  m  the  domain  of  he 
tibial  nerve.    Sensibility  somewhat  diminished  on  the  dorsum  of  the 
foot,  comparatively  normal  in  the  leg.     Left  cal    2  centimetres 
thinner  than  right.    Complete  ED  in  the  peroneal  region,  simple 
LTnution  in  tbe  tibial.    Galvanic  treatment :  Stabile  through  he 
seat  of  injury  with  both  poles,  then  K  labile  through  the  muscles. 
F^st  traces  of  motility  not  till  the  end  of  March,  occurring  m  the 
ext  long,  digit.,  a  few  days  later  also  in  the  peroneal  muscles.  _  On 
Apri  g'eturn  ^f  tbefaradic  irritability  of  the  -rve  above  the  in^my^ 
not  below  it.    At  the  beginning  of  May  motility  restored  to  tibialis 
IZl  and  at  the  end  of  May  to  the  ext.  halluc.  long.  The  improve^ 
ment  advanced  rapidly;  patient  discharged  on  July  20.  Motility 
very  good ;  power  not  yet  qtiite  normal. 

The  methods  of  treatment  are  essentially  the  same  as  for 
fbP  .imoer  extremity.  The  causal  treatment  must  be  directed 
the  ^PP^^;^;;;77^^^,^i  to  the  lesion  which  causes  the 
to  vanous  P-^^J^^^^^^^^^^^  ^he  treatment  of  the  spinal  cord 
Lm  fSt:  — -it^  —  of  the  Joint 
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to  general  directions  ;  the  possibility  of  an  energetic  action 
above  the  seat  of  lesion  is  less  manifest  here,  because  the 
plexus  is  almost  inaccessible  to  the  current.    Still  you  may  try, 
in  suitable  cases,  to  stimulate  the  nerve  trunks  of  the  can  da 
equina  inside  the  vertebral  canal  by  means  of  very  strong 
currents  with  large  electrodes  (KG  and  reversals ;  cf.  p.  120) ; 
or  attempt  the  stimulation  of  the  sacral  plexus  from  the 
rectum,  which  is  easy  with  a  rectal  electrode,  the  other  being 
placed  either  in  the  neighbourhood  of  the  sacrum  or  on  the 
exit  of  the  sciatic  nerve.    For  all  these  applications  to  the 
large  nerve  trunks  of  the  lower  extremities,  especially  their 
upper  portion,  large  electrodes  and  relatively  strong  currents 
are  to  be  recommended,  as  is  the  case  with  deep-lying  por- 
tions of  nerves.     Place  the  anode  always  on  the  loins  and 
the  kathode  on  the  nerves  to  be  stimulated  or  on  the  motor 
points,  if  possible  in  such  a  way  that  a  great  part  of  the  course 
of  the  nerve  may  come  into  the  region  of  the  densest  current 
diffusion.    You  will  reach  the  crural  nerve  best  in  the  groin, 
and  the  sciatic  just  below  the  gluteus  maximus,  and  you  may 
energetically  influence  its  whole  course  along  the  posterior 
surface  of  the  thigh,  by  drawing  the  kathode  briskly  up  and 
down  between  the  higher  point  and  the  patella.    At  the  knee 
itself  you  may  likewise  stimulate  the  peroneal  and  tibial  nerves 
(fig.  33)  with  the  greatest  ease,  and  induce  contractions  in  the 
muscles  supplied  by  them.    In  cases  where  the  nutrition  of 
the  muscles  requires  special  consideration  you  will  add  to  this 
a  thorough  faradic  or  galvanic  excitation  of  the  muscles  con- 
cerned, according  to  the  usual  rules. 

To  conclude,  reflex  action  may  be  made  use  of  much  more 
thoroughly  in  the  lower  extremity  than  in  the  upper,  for  t,he 
reflex  functions  here  are  much  more  direct  and  easier  to  bring 
to  light  than  in  the  upper  limb  ;  especially  from  the  sole  of  the 
foot,  the  dorsum,  the  anterior  and  internal  surfaces  of  the  thigh 
and  the  neighbourhood  of  the  groin  the  most  diverse  reflexl-s, 
may  be  induced,  which  under  certain  circumstances  (according^ 
to  the  general  rules  previously  given;  vide  p.  432  et  seq.)  may 
be  used  for  the  treatment  of  the  paralysis.  You  will  seldom 
find  it  necessary  to  have  recourse  to  faradic  brushing  of 
the  skin  at  the  points  mentioned  (particularly  the  sole  and 
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dorsum  of  the  foot  and  the  internal  surface  of  the  thigh) ;  it 
may  be  useful  under  certain  circumstances,  but  generally  the 
ordinary  (faradic  or  galvanic)  irritation  of  the  nerve  trunks 
and  the  labile  excitation  of  the  skin  with  moist  electrodes  are 
sufficient  for  this  purpose. 

For  the  duration  and  intensity  of  the  several  apphcati^ns, 
and  the  frequency  of  their  repetition,  the  ordinary  principles 
and  rules  hold  good  here,  as  for  the  upper  extremity. 

The  results  of  the  electric  treatment  depend  here  also,  of 
course,  principally  on  the  cause  of  the  paralysis.  The  frequent 
occurrence  of  severe  spinal  diseases  often  makes  the  electro- 
therapeutics of  these  paralyses  a  very  thankless,  profitless  task. 
On  the  other  hand,  however,  you  will  often  be  compensated  by 
great  results  in  chronic  anterior  poliomyelitis,  less  often  in 
acute,  in  traumatic,  neuritic,  arthritic,  rheumatic,  and  pressure 
paralysis,  but  very  great  caution  and  untiring  perseverance  are 
often  required. 


LECTURE  XXV. 

Electrotherapeutics  of  the  Separate  Forms  of  Paralysis  iconclM)-9  T3x^- 
Ivsis  of  the  Velum  Palati  and  the  Fauces-Paralysis  of  Deglutition- 
Pathogenesis-Separate  Cases-Methods  of  Treatmeut-lO  Paralysis  of 
the  Laryrgeal  Muscles-Paralysis  of  the  Vocal  Cords-  Character^  and 
Methods  of  Treatment-Percutaneous  and  Endolaiyngeal  Apphcation- 
Eesults-11  Paralysis  of  Respiration-Artificial  Respiration- Rhythmical 
?  adltl;  of  the  Phrenic  Serves -12,  Diphtheritic  Par^.is-Pa.^^^^^^ 
™sis  and  Symptoms- Cases-Electric  Treatment-Results-13  Lead 
laXs  and  other  Toxic  Forms-Characteristics  of  Lead  Paralysis- 
SeSal  Irritability-Seat  and  Nature  of  the  Disturbance-Methods  of 
T  eatoen^  Muscular  Atrophy  and  Muscular  Hypertrophy -Pure 

M^cur  Atrophy-Atrophy  in  Joint  Affections -Cases-Treatment- 
Muscular  Hypertrophy-Myotonia  Congemta. 

9.  Paralysis  of  the  Velum  Palati  and  Fauces. 
Paralysis  of  Deglutition. 

Such  occurrences  are  not  very  rare,  and  they  may  become  the 
suTect  0?  electrical  treatment  on  account  of  the  duration  and 

.peech!  difficulty  in  pronouncing  certain  letters,  disturbance  of 
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swallowing  and  regurgitation  of  fluids  through  the  nose  ;  by 
immobility  on  vocalisation,  abnormal  position  and  asymmetry 
of  the  soft  palate  and  uvula;  and  by  the  absence  of  reflex 
action  on  touching  the  parts — may  occur  on  one  or  both 
sides,  either  limited  to  individual  muscles  or  extending  over 
several  or  all  of  them.  It  is  often  an  accompaniment  of 
disease  of  the  facial  and  of  the  trigeminus  at  the  base  of 
the  skull,  or  a  sequel  of  diphtheria,  or  an  accompaniment 
of  bulbar  paralysis,  and  occasionally  even  of  cerebral  hemi- 
plegia. 

Paralysis  of  deglutition,  caused  by  paresis  and  paralysis  of 
the  oesophageal  fibres,  is  sometimes  an  accompaniment  of  cerebral 
paralysis,  but  most  often  either  a  sequence  of  diphtheria  faucium 
or  a  symptom  of  bulbar  paralysis  ;  it  shows  itself  by  difficulty 
or  impossibility  of  swallowing,  swallowing  '  the  wrong  way,'  and 
failm'e  of  strong  reflex  contractions  on  mechanical  irritation  of 
the  walls  of  the  fauces. 

These  disturbances  are  generally  not  difficult  to  recognise, 
but  it  is  often  difficult  or  even  impossible  to  estimate  accurately 
the  degree  in  which  the  diff'erent  muscles  and  nerve  pro- 
vinces are  involved  in  the  paralysis. 

Even  electrical  examination,  which  has  to  contend  with 
many  difficulties  in  these  parts,  but  which  is  often  much  facili- 
tated by  the  simultaneous  anaesthesia  and  absence  of  reflexes, 
does  not  give  much  help  in  this  direction,  as  the  isolated  stimu- 
lation of  individual  muscles  can  only  very  imperfectly  be  carried 
out.  In  many  cases  nothing  abnormal  is  to  be  found,  in  others 
we  may  demonstrate  simple  diminution  of  irritability  (bulbar 
paralysis),  while  in  others  again  ED  may  be  observed  (e.g.  in 
diphtheria,  as  Ziemssen  first  pointed  out).  Certainly  the 
direct  electrical  examination  of  the  faucial  muscles  has  not  often 
been  tried,  but  the  reflex  movements  of  deglutition  (p.  122) 
may  be  embarrassed  or  prevented  altogether  in  paralysis  of 
th  ese  muscles,  so  that  much  stronger  currents  are  necessary 
to  excite  reflex  contractions  in  cases  of  progressive  bulbar 
paralysis. 

A  few  cases  may  serve  as  examples  for  the  treatment  and 
its  results. 
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79.  Personal  OhservatAon.  Paresis  of  the  Velum  Fulati. — A  girl, 
aged  7.  Signs  of  the  disease  from  early  childhood.  Speech  decidedly 
nasal ;  cannot  pronounce  certain  letters,  especially  <fec.,  because 
air  escapes  through  the  nose,  and  the  s  sounds  almost  like  n.  Slight 
pai  esis  of  the  soft  palate  on  examination  ;  escape  of  fluids  now  and 
then  through  the  nose  in  drinking.  Diphtheria  never  present.  Child 
otherwise  healthy.  Treatment  at  first :  The  galvanic  current  trans- 
versely through  the  anterior  aural  region,  and  longitudinally  from 
the  nape  of  the  neck  to  the  cheeks  and  the  floor  of  the  mouth. 
Gradual  improvement.  Later  also  direct  faradisation  of  the  soft 
palate,  and  finally  systematic  practice  of  the  much-improved  pro- 
nunciation of  the  letter  s.    Cure  after  50  sittings. 

80.  Observation  of  M.  Rosenthal.  Bijjhtheritic  Paralysis  of  the 
Velum  Palati,  the  Tensor  Choroidece,  and  the  S2)hincter  Pupillce. — A 
chambermaid,  aged  22.  Had  had  diphtheria  of  the  fauces  ;  suifered 
from  difficulty  of  swallowing,  frequent  regurgitation  of  fluids,  ijidis- 
tinct  nasal  speech  ;  the  right  half  of  the  soft  palate  paretic.  Paresis 
of  accommodation ;  right  pupil  dilated,  reaction  bad.  Eeflexes  from 
palate  and  throat  greatly  diminished.  Electrical  examination  showed 
RD.  Local  galvanic  treatment  and  excitation  of  movements  of  deglu- 
tition removed  the  nasal  speaking  and  the  difficulties  of  swallowing 
iu  less  than  a  week. 

81.  Personal  Observation.  Diphtheritic  Paralysis. — A  shoemaker, 
aged  25.  Angina  diphtheritica  from  June  29  till  July  12,  1867.  A 
few  days  later  renewed  difficulty  in  swallowing,  but  without  pain; 
regurgitation  of  fluids  through  the  nose.  Also  a  certain  weakness 
and  trembling  in  the  limbs,  diminution  of  visual  power ;  speaking 
embarrassed  and  shghtly  nasal.  Condition  on  July  18  :  No  ulcera- 
tion or  cicatrix  in  the  fauces.  Motility  of  the  soft  palate  in  vocalisa- 
tion pretty  good,  right  half  somewhat  incomplete.  Sensibility  greatly 
diminished  even  for  the  faradic  current ;  reflex  irritability  completely 
wanting.  Faradic  and  galvanic  excitability  of  the  palatal  muscles 
much  diminished.  Entrance  of  fluid  into  the  nose  in  drinking ; 
de^^lutition  embarrassed.  Sight  worse  than  before,  especially  disfcmt 
vision  ;  no  apparent  anomaly  in  accommodation  for  near  vision.  Some 
difference  in  the  pupils,  reaction  tardy.  Galvanic  treatment: 
Transverse  through  the  cheeks  to  the  sympathetic  in  the  neck,  and 
direct  treatment  of  the  soft  palate  with  the  kathode.  Decided  im- 
provement after  the  fourth  silting.  Entrance  of  fluids  into  the 
nose  not  so  frequent;  vision  better ;  extremities  stronger.  After  the 
sixth  sitting  no  more  regurgitation  into  the  nose;  swallowing  im- 
proved.   Slight  relapse  again  in  the  following  week  ;  hoarseness  and 


PHARYNGEAL  PARALYSIS. 


487 


weakness  of  the  voice.  Then  again  improvement.  Treatment  very 
irregular.  Discharged  on  September  2,  after  18  sittings,  in  pretty 
good  condition.  More  weakness  in  the  extremities  came  on  a  little 
later ;  subsequently  complete  cure. 

Compare  fm'ther  Observations  16  and 
1 7,  for  difficulties  of  deglutition  in  conse- 
quence of  Bulbar  Paralysis. 


The  method  of  treatment  of  this 
paralysis  is  first  to  be  chosen  with 
regard  to  the  lesion  which  causes  it, 
and  it  may,  therefore,  be  the  applica- 
tions suitable  for  bulbar  and  cerebral 
diseases,  for  facial  paralysis,  &c.  In 
diphtheritic  paralysis  you  may  galva- 
nise transversely  through  the  region  of 
the  soft  palate  and  the  fauces  (through 
the  cheeks  in  front  of  the  ear  or  through 
the  auriculo-mastoid  fossa3),  stabile,  for 
a  few  minutes. 

For  parcdysis  of  the  soft  palate 
direct  faradisation  or  galvanisation  of 
the  velum  may  be  employed,  by  means 
of  which  direct  stimulation  of  the 
paralysed  muscles,  as  well  as  reflex 
irritation  of  them,  will  be  accomplished. 
For  this  purpose  you  employ  a  suitable 
electrode,  catheter-shaped,  isolated  as 
far  as  the  tip,  with  a  small  round 
knob,  covered  with  fine  sponge  or 
with  wash  leather;- and  an  arrange- 
ment for  interrupting  the  current  is 
useful  (pharyngeal  and  laryngeal  elec- 
trode, fig.  39).  With  this  you  may 
touch  the  uvula,  the  pillars  of  the 
fauces,  and  the  surface  of  the  velum  at 
the  different  points,  and  by  means  of 
the  interrupter  may  open  and  close  the 
circuit  at  will.  This  must  be  done  with  the  mouth  wide  open 
and  taking  a  deep  breath,  the  current  being  strong  enough  to 


Pici.  38.— Elcdl  roilc  for  throat  and 
larynx,  insulated  to  the  tip  and 
fiiriiisUed  witli  au  interrupter. 
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induce  strong  contractions  in  the  tongue  and  the  muscles  of  the 
lips  (from  the  mucous  membrane)  if  these  cannot  be  induced 
in  the  soft  palate.  The  anode  must,  at  the  same  time,  be  on 
the  nape  of  the  neck,  and  the  application  may  last  from  1  to  3 
minutes. 

For  •paralysis  of  deglutition  you  may  stimulate  the 
pharynx  and  the  pharyngeal  muscles  directly  and  reflexly  with 
the  same  electrode,  but,  as  this  is  generally  a  somewhat  dis- 
agreeable proceeding,  it  is  more  convenient  and  more  sure  to 
induce  reflex  movements  of  deglutition  from  the  throat  exter- 
nally, with  the  methods  already  given  (p.  122.)  You  will 
generally  need  a  somewhat  greater  strength  of  current  for  these 
patients  than  for  the  healthy,  and  you  must,  therefore,  increase 
the  current  until  every  KC  or  labile  action  of  the  K  is  followed 
by  a  visible  or  audible  movement  of  deglutition.  You  will  in- 
duce about  ten  such  movements  in  each  sitting,  and,  as  the 
muscles  are  easily  tired  in  bulbar  paralysis,  in  order  to  avoid 
overstrain,  it  is  advisable  not  to  allow  the  individual  acts  of 
swallowing  to  follow  very  quickly  upon  one  another,  but  always 
to  make  a  few  seconds'  pause  between  them. 

The  results  of  this  treatment  depend  essentially  on  the 
fundamental  cause,  and  are,  therefore,  generally  minimised,  or 
at  most  palliative,  in  bulbar  paralysis  ;  in  other  forms,  on  the 
other  hand,  especially  in  diphtheritic  paralysis,  they  are  more 
brilliant,  though  very  obstinate  cases  sometimes  occur. 

10.  Paralysis  of  the  Laryngeal  Muscles  aNd  Vocal 
CoKDS.   Paralytic  Aphonia  and  Dysphonia. 

The  more  recent  investigations  of  laryngeal  affections  have 
taught  us  to  recognise  the  great  frequency  of  paralytic  con- 
ditions in  the  laryngeal  muscles,  which  may  occur  isolated  or  in 
various  combinations,  and  may  result  from  a  great  variety  of 
causes.  This  is  a  department  which  lies  almost  entirely 
within  the  sphere  of  laryngologists  ;  only  a  scanty  material  for 
observation,  therefore,  remains  at  the  disposal  of  neurologists 
and  electrotherapeutists,  and  I  will  limit  myself  to  what  is 
most  necessary  and  to  what  belongs  purely  to  electrothera- 
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peutics.  In  the  choice  of  remedial  measures  it  must  necessarily 
be  decided  first  of  all  where  the  paralysing  lesion  is  situated, 
whether  it  is  in  the  laryngeal  muscles  or  their  nearest  motor 
twigs  themselves  (as  in  catarrh,  ulceration,  new  growths, 
cold,  over- exertion),  or  in  the  laryngeal  nerves,  which  may  be 
aflfected  in  the  greatest  possible  variety  of  ways  (diphtheria, 
generally  affecting  the  superior  laryngeal,  neuritis,  compression 
from  tumours,  goitre,  aneurisms,  injuries,  operations,  cicatrices, 
&c.),  or  in  the  trunk  and  the  roots  of  the  vagi  and  the  accessorii 
(diseases  of  the  spinal  column,  tumours  at  the  base  of  the  skull 
or  in  the  neck),  or,  finally,  in  the  central  organ  itself  (bulbar 
paralysis,  haemorrhage  into  the  medulla,  pons,  &c.)  This  local- 
isation of  the  lesion  is  often  easy  to  determine,  but  sometimes 
extremely  difficult,  even  after  the  most  careful  investigation. 
In  many  cases,  as  particularly  in  hysterical  paralysis  which 
is  so  frequent  and  so  favourable  for  electrotherapeutics,  and  in 
the  rare  toxic  and  intermittent  paralyses  of  the  vocal  cords,  we 
are  still  quite  in  the  dark  as  to  where  the  lesion  is  situated, 
though  probably  this  is  in  favour  of  the  central  organs. 

With  reference  to  the  symptoms,  I  will  only  mention  that  a 
lesion  of  the  superior  laryngeal  nerve  shows  itself  by  paralysis 
of  the  muscles  of  the  epiglottis,  insufficient  closure  of  the 
glottis,  paralysis  of  the  cricothyroid  muscles,  and  anaesthesia  of 
the  upper  half  of  the  larynx,  while  a  lesion  of  the  inferior 
laryngeal  produces  paralysis  of  all  the  other  laryngeal  muscles 
and  anaesthesia  of  the  lower  half  of  the  larynx.  This  paralys^'s 
may  be  on  one  or  both  sides ;  it  may  affect  the  whole  recurrent 
nerve,  or  only  individual  twigs  and  individual  muscles,  and 
hence  may  result  very  different  laryngoscopic  and  sympto- 
matic conditions.  The  most  frequent  and  most  important  is 
the  complete  one-sided  paralysis  of  the  recurrent  nerve,  and 
among  the  isolated  muscular  forms  the  double-sided  paralysis 
of  the  posterior  crico-arytenoid  muscles  and  the  very  common 
paralysis  of  the  internal  thyro-arytenoid,  the  muscles  proper  to 
the  vocal  cords.  You  will  find  more  minute  details  in  the  hand- 
books of  laryngeal  diseases,  especially  in  Ziemssen's  work. 

The  electrical  examination  of  the  laryngeal  muscles  and 
nerves  is  in  most  cases  impracticable.     Even  Prof.  Ziemssen 
who  has  certainly  the  greatest  experience  in  the  matter,  reports 
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that  he  has  succeeded  only  in  very  few  cases  in  testing  the 
electrical  excitability,  and  that  when  he  has  done  so  he  has 
found  normal  as  well  as  diminished  irritability,  and  also  ED. 
I  have  myself  found  diminished  excitability  in  a  few  cases,  on 
stimulating  the  paralysed  recurrent  nerve. 

For  the  choice  of  the  method  of  treatment  the  real  situation 
of  the  lesion  must  again  be  considered,  and  the  first  points  of 
application  selected  accordingly  (transversely  through  the  mas- 
toid processes,  through  the  brain,  the  cervical  cord,  &c. ;  appli- 
cation of  one  or  both  poles  on  the  part  which  may  be  compressed 
by  the  cicatrix,  neuritis,  &c.,  in  the  peripheral  course  of  the 
nerve) ;  this  will  be  determined  from  the  diagnosis,  according 
to  general  rules.  Generally,  however,  this  will  not  be  sufficient ; 
moreover  we  are,  in  many  cases,  quite  in  the  dark  as  to  the 
real  seat  of  the  lesion.    It  is  then  justifiable  to  set  the  direct 
antiparalytic  influence  of  the  electric  current  at  work  on  the 
whole  nervous  and  muscular  apparatus  of  the  larynx.    It  appears 
to  be  most  advisable,  considering  our  uncertainty  as  to  the  exact 
localisation  of  the  lesion,  to  subject  the  muscles,  as  well  as  their 
nerves,  the  laryngeals,  and  the  vagus  and  accessory,  to  the 
electric  stimulation  in  their  whole  available  extent.  Everyone 
is  not  of  this  opinion,  however  ;  on  the  contrary,  it  is  customary 
to  let  the  current  act  directly  on  the  larynx  alone,  by  passing 
it  through  it  percutaneously  or  by  applying  it  directly  to  the 
paralysed  muscles  themselves,  by  means  of  a  single  or  double 
laryngeal  electrode  internally.    This  latter  proceeding  is  even 
regarded  as  specially  rational,  although  it  limits  the  stimulation 
to  the  muscles  themselves  and  their  nearest  nerve  twigs.  I 
doubt,  gentlemen,  whether  you  would  consider  it  very  rational, 
after  our  general  discussions,  to  limit  yourselves  to  the  faradis- 
ation of  the  small  muscles  of  the  hand  in  a  paralysis  of  the 
ulnar  nerve,  whose  exact  seat  was  unknown  to  you ;  and  I  at 
all  events  regard  this  proceeding  as  not  rational.    It  is  exactly 
the  same  with  internal  electrisation  in  laryngeal  paralysis. 
This  procedure  could  only  be  of  service  in  cases  where  the  lesion 
was  in  the  muscle  itself,  or  in  its  nearest  nerves,  but  would 
fail  in  its  purpose  in   most  other  cases;  and  although  it 
is  sometimes  not  entirely  ineffectual  this  must  probably  be 
attributed  rather  to  the  extreme  reflex  action  which  is  the  in- 
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evitable  consequence  of  this  somewhat  cruel  proceeding  than  to 
the  local  excitation  of  the  individual  muscles. 

As  the  first  method  to  be  tried  in  all  cases  I  would  recom- 
mend to  you  the  percutaneous  stimulation  of  the  larynx  and  all 
its  nerves.  This  may  be  done  with  either  galvanism  or  faradism. 
With  the  galvanic  current  you  place  the  anode  high  in  the 
nape  of  the  neck,  in  order  to  be  as  near  as  possible  to  the  origin 
of  the  vagus  and  accessorius,  while  you  pass  the  '  small '  or 
'  middle '  kathode  labile  upwards  and  downwards,  with  firm 
pressure,  along  and  close  up  to  the  larynx  and  trachea,  and  on . 
all  the  places  named,  laterally  and  anteriorly,  make  repeated 
KC.  This  should  be  done  on  both  sides  for  one  or  two  minutes  ; 
by  this  means  the  vagus  and  the  superior  and  inferior  laryngeals 
fall  into  the  region  of  the  densest  current  diffusion,  and  they 
certainly  reach  also  to  the  larynx  and  its  muscles,  as  is  evidenced 
by  the  very  intense  perception  of  taste,  and  the  movements  of 
deglutition  which  are  induced  reflexly  from  the  superior 
laryngeal.  If  you  wish  to  stimulate  the  larynx  itself  very 
energetically  you  place  both  '  medium '  electrodes  laterally  on 
both  sides  and  make  repeated  closures  and  reversals.  From 
8  to  10  or  12  elements  are  generally  quite  sufficient  for  this 
purj)ose. 

With  the  faradic  current  you  make  exactly  the  same  appli- 
cation, the  anode  on  the  nape  of  the  neck,  the  kathode  ( '  small '  or 
'  fine '  electrode)  at  the  angle  of  the  lower  jaw,  at  the  side  of  the 
trachea  betowthe  cornu  of  the  hyoid  bone  (superior  laryngeal), 
and  farther  down  along  the  trachea,  pressed  deeply  in  (inferior 
laryngeal) ;  finally  on  the  trachea  itself  and  transversely  through 
it,  with  very  strong  currents. 

It  is  beyond  a  doubt  that  in  this  way  an  energetic  excitation 
of  the  nerves  concerned  is  possible  ;  Gerhardt  has  established 
the  fact  for  the  superior  laryngeal  nerve,  and  made  it  at  least 
likely  for  the  inferior  ;  and  I  myself  have  been  repeatedly  con- 
vinced (when  I  busied  myself  with  this  matter  many  years 
ago)  that  in  many  persons  the  recurrent  laryngeal  may  be 
excited  by  means  of  the  faradic  current  by  pressing  the  elec- 
trode firmly  alongside  of  the  trachea,  especially  on  the  left  side, 
with  a  strength  of  current  sufficient  to  stimulate  the  recuiTent 
nerve  and  to  produce  visible  energetic  contractions  of  the  cor- 
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responding  half  of  the  trachea.  Certainly  this  is  not  the  case 
with  everyone  ;  a  thick  layer  of  adipose  tissue,  swelling  of 
the  thyroid,  great  sensitiveness  of  the  skin,  &c.,  may  interfere 
with  the  effect.  From  the  side  of  the  trachea  also,  vigorous 
contractions  of  the  tracheal  muscles  may  be  set  up,  with  strong 
currents  and  not  too  small  electrodes,  in  many  individuals. 
Eossbach  has  come  to  the  same  conclusion  from  his  new  inves- 
tigations on  this  subject.  He  found  the  recurrent  nerve  easily 
stimulated  by  the  galvanic  as  well  as  by  the  faradic  current, 
.  and  he  has,  therefore,  established  a  very  valuable  basis  for  the 
percutaneous  electrisation  of  the  trachea  and  its  nerves. 

If  this  proceeding  should  not  answer  the  purpose — in  some 
exceptional  cases  you  will  leave  it  out  altogether — you  will 
proceed  to  endolaryngeal,  or  rather  endopharyngeal,  electrisa- 
tion, which  has  been  specially  elaborated  by  von  Ziemssen. 
You  will  employ  for  this  purpose  the  tracheal  electrode  men- 
tioned before  (fig.  39,  p.  487)  or  a  double  electrode  devised  by 
von  Ziemssen,  which  allows  both  poles  to  be  introduced  into 
the  pharynx.  The  strength  of  the  current  should  be  chosen 
so  that  distinct  contractions  or  slight  spasm  of  the  frontal 
muscle  should  result  from  faradic  or  galvanic  stimulation  of  its 
nerve.  In  unipolar  stimulation  the  best  place  for  the  indifferent 
electrode  is  outside  on  the  neck.  The  current  must  never  be 
made  until  the  electrode  is  fixed  on  the  desired  spot;  its  action 
can  generally  be  kept  up  for  a  few  seconds  only  on  each  spot. 

The  chief  positions  for  stimulation  are  as  follows  :  Superior 
laryngeal  nerve ;  electrode  in  the  sinus  pyriformis,  pressed  somewhat 
against  its  anterior  wall  by  raising  the  handle.  Transverse  arytenoid 
muscle  ;  electrode  on  the  posterior  surface  of  the  arytenoid  cartiliige. 
Crico-arytenoideus  lateralis ;  in  the  depths  of  the  sinus  pyriformis, 
backwardsand  downwards.  Thyro-arytetioideus  externu3&nd  internus; 
in  the  same  position,  but  downwards,  inwards,  and  forwards.  Crico- 
arytenoideus  jwsticus ;  electrode  from  the  posterior  surface  of  the 
arytenoid  cartilage  downwards  to  the  side  of  the  cricoid  cartilage ; 
swallowing  at  the  same  time  greatly  facilitates  the  correct  locaHsation. 
The  thyro-  and  ary-epiglottici ;  directly  to  the  sides  of  the  base  of  the 
epiglottis.  The  crico-thyroidei  can  be  easily  stimulated  through  the 
skin. 

The  carrying  out  of  this  treatment  presents  the  greatest 
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difficulties  in  practice.  When  you  hear  that,  according  to  von 
Ziemssen's  own  showing,  weeks  of  constant  practice  and  habit 
are  necessary  before  the  patients  are  able  to  bear  this  local 
electrisation  at  all,  and  the  treatment  itself  can  be  entered 
upon  ;  and  that  every  such  application  is  followed  by  retching, 
vomiting,  temporary  aphonia,  hoarseness,  pain  in  the  throat,  &c., 
often  for  many  hours,  you  will  understand  that  I  only  advise 
this  treatment  when  the  percutaneous  application,  which  is  much 
more  easily  carried  out  and  almost  entirely  painless,  has  been 
employed  thoroughly  and  in  vain.  According  to  my  opinion 
the  percutaneous  application  of  electric  currents,  although  it 
may  appear  less  rational  and  direct  than  the  endopharyngeal  in 
many  cases,  is,  as  a  rule,  to  be  preferred  to  it,  all  the  more  that 
the  therapeutical  superiority  of  the  endopharyngeal  over  the 
percutaneous  application  has  by  no  means  been  established  by 
experience. 

It  is  possible  that  the  former  may  deserve  the  preference 
and  immediate  employment  in  particular  individual  cases,  es- 
pecially in  paralysis  of  the  posticus.  This  can  only  be  proved 
by  further  observations ;  but  for  the  present  I  consider  it  to  be 
decidedly  safest  and  most  rational  to  begin  the  treatment  first 
with  percutaneous  application,  and  only  to  proceed  to  a  trial  of 
the  endolaryngeal  when  this  has  failed. 

I  am  the  more  inclined  to  allow  an  authorised  position  to 
endolaryngeal  electrisation  because  I  cannot  rid  myself  of  the 
conviction  that  it  is  in  tracheal  paralysis  that  a  very  successful 
field  of  action  stands  open  to  the  reflex  actions  so  often  men- 
tioned. The  energetic  physiological  reflexes  which  are  excited 
from  the  laryngeal  mucous  membrane,  and  which,  of  course, 
come  into  action  in  an  increased  degree  by  means  of  endo- 
laryngeal faradisation  and  galvanisation,  certainly  play  an  im- 
portant part  in  the  cure  of  laryngeal  and  tracheal  paralyses, 
and  perhaps  the  best  results  of  endolaryngeal  irritation  are  to 
be  attributed  to  these  actions  specially.  But  T  cannot  believe 
that  an  irritation  strictly  localised  in  the  region  of  individual 
muscles  is  necessary  for  this  end,  although  it  is  not  impossible. 
From  this  point  of  view  endolaryngeal  irritation  may  certainly 
be  allowed  a  place  in  therapeutics. 

It  is  impossible  to  decide  for  certain  whether  the  faradic 
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moxa  (energetic  excitation  with  a  firmly  fixed  brush),  employed 
by  Moritz  Meyer  with  great  effect  in  hysterical  and  other  para- 
lyses of  the  vocal  cords,  acts  only  reflexly;  or  because  he  places 
the  brush  on  the  skin  over  the  trachea,  so  that  very  considerable 
current  waves  must  pass  into  the  larynx.  Meyer  often  saw  a 
cure  even  after  one  sitting. 

As  far  as  the  therapeutic  results  in  these  paralyses  are 
concerned,  they  are  generally  most  striking  in  the  so  called 
hysterical  aphonia  ;  the  voice  is  often  restored  in  a  few  minutes, 
after  having  been  lost  for  weeks  or  months ;  the  effect,  how- 
ever, is  not  generally  lasting.  I  treated  a  hysterical  patient 
for  many  years,  whose  voice  was  brought  back  by  faradisation 
or  galvanisation  every  8  or  10  days;  but  in  other  cases  the 
cure  may  be  lasting.  The  result  is  also  generally  very  good  in 
catarrhal  and  rheumatic  paralyses  and  in  paralysis  from  over- 
exertion, especially  in  cases  where  no  real  paralysis  is  present, 
but  only  the  so  called  atony  of  the  vocal  cord  (Gerhardt.)  In 
other  cases  the  result  depends  upon  the  kind  and  the  intensity 
of  the  injury  which  causes  the  paralysis. 


1 1 .  Paralysis  of  Respiration.    Asphyxia.  Artificial 

Eespiraiion. 

For  the  sake  of  completeness  I  will  here  touch  upon  cei'tain 
cases  of  paralysis  of  respiratory  power,  which  depend  chiefly 
upon  want  of  stimulation  of  the  respiratory  centres,  and  which 
are  known  by  the  name  of  apparent  death  or  asphyxia.  The 
electric  current  sometimes  proves  of  great  service  in  such  cases. 

I  shall  not  refer  to  the  possible  action  of  the  electric  current 
on  these  centres  themselves— that  is,  directly  for  the  asphyxia, 
as,  for  example,  in  chloroform  poisoning.  A  very  spirited  dis- 
cussion was  carried  on  about  this  in  France  some  years  ago 
(1869)  between  Onimus  and  Legros  and  their  antagonist 
Liegeois,  but  no  solution  of  the  question  was  reached. 

I  will  rather  direct  attention  here  only  to  the  artificial  re- 
spiration set  agoing  by  the  electric  current,  which  is  calculated 
to  preserve  life  until  the  respiratory  centres  can  resume  their 
independent  and  automatic  function,  and  respiration  becomes 
spontaneous.     Von  Ziemssen  has  the  merit  of  having  first 
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practically  carried  out  these  ideas,  which  Hufeland,  Marshall 
Hall,  and  Duchenne  before  him  had  formulated  more  or  less 
clearly,  and  of  having  developed  the  procedure  methodically,  so 
that  it  is  now  easily  and  safely  available  to  all.  Still  it  does 
not  appear  to  have  come  into  general  use,  probably  because  the 
mechanical  methods  of  artificial  respiration  hitherto  employed, 
which  can  be  carried  out  at  once,  anywhere,  and  without  any 
apparatus,  and  which  are  generally  sufficient  for  the  pm-pose, 
make  electrical  artificial  respiration  appear  superfluous  to 
many.  But,  in  any  case,  the  procedure  is  easily  carried  out ; 
it  may  be  kept  up  for  a  long  time — 24  hours — with  impu- 
nity ;  and  it  fulfils  its  purpose  perfectly.  At  the  same  time  a 
very  efficient  induction  apparatus,  a  certain  skill  in  the  electrical 
stimulation  of  the  phrenic  nerves,  and  sufficient  assistance  are 
necessary. 

In  all  the  forms  of  asphyxia  in  which  artificial  respiration  is 
indicated  at  all  it  may  be  carried  out  by  rhythmic  faradisation 
of  the  ■jphrenic  and  their  allied  nerves,  as  in  asphyxia  from 
carbon  fumes,  from  coal  gas,  and  from  chloroform  or  opium,  in 
the  apparent  death  of  drunkards  and  frozen  individuals,  and  in 
new-born  children.  The  beneficial  results  collected  by  von 
Ziemssen  show  the  efficacy  of  the  procedure  in  such  cases. 

I  have  already  (p.  286)  described  shortly  the  methods  of 
carrying  it  out ;  I  will  only  add  that  the  anode  should  not  be 
placed  too  far  down  on  the  abdomen,  and  that  it  should  be 
chosen  as  large  as  possible,  so  that  the  inspiratory  descent  of 
the  diaphragm  may  not  be  counteracted  by  contraction  of  the 
abdominal  muscles.  "When  you  have  made  the  application  for 
some  time,  and  have  got  the  respiration  in  regular  action,  you 
may  pause  to  see  if  spontaneous  respiration  has  begun  ;  if  it 
has  not  the  artificial  respiration  must  be  resumed,  and  you 
may  keep  it  up  in  this  way  for  several  hours,  even  for  a  day 
and  longer. 

I  will  leave  it  undecided  whether  it  might  not  be  advisable 
sometimes  to  substitute  the  galvanic  current  for  the  faradic, 
and  to  attempt  to  increase  the  irritability  of  the  respiratory 
centres  by  the  occasional  passage  of  a  strong  galvanic  cm-rent 
through  the  cervical  cord  and  the  medulla  oblongata ;  I  have 
no  personal  experience  in  this  matter. 
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12.  Diphtheritic  Paralysis. 

In  consequence  of  diphtheria  of  the  throat  and  of  other 
parts  of  the  body,  paralyses  are  often  developed,  which  may 
be  localised  in  very  different  parts,  and  which  are,  indeed, 
characterised  by  the  peculiarity  of  their  localisation  and  the 
significant  combination  of  symptoms  which  results  therefrom. 
These  paralyses  generally  appear  from  one  to  several  weeks 
after  the  disease  has  run  its  course,  and  they  gradually  spread, 
sometimes  even  going  on  to  a  fatal  termination. 

The  soft  palate  and  the  pharyngeal  structures  are  affected 
earliest  and  most  certainly,  their  implication  betraying  itself  by 
nasal  speech,  disturbances  of  deglutition,  regurgitation  through 
the  nose,  deficient  closure  of  the  epiglottis,  anaesthesia,  and 
want  of  reflex  action ;  to  these  may  be  added  paresis  and 
paralysis  of  the  external  and  internal  ocular  muscles  (mydriasis, 
paralysis  of  accommodation,  paresis  of  the  external  muscles)  ; 
disturbances  of  the  heart's  action,  remarkable  retardation  or 
acceleration  of  the  pulse,  weakness  progressing  to  paralysis 
of  the  heart;  paresis  and  paralysis  of  all  the  muscles  of 
the  trunk  and  of  the  extremities,  with  or  without  sensory 
disturbances,  often  with  atrophy  and  various  anomalies  of 
electrical  irritability,  here  and  there  even  with  incompetence 
of  the  sphincters  ;  and,  finally,  a  form  of  ataxia,  giving  a  more 
or  less  complete  picture  of  tabes  dorsalis,  with  anassthesia, 
parfesthesia,  absence  of  the  tendon  reactions,  &c.,  generally 
accompanied  by  decided  and  well-marked  paresis,  especially  of 
the  lower  extremities. 

A  number  of  recent  anatomical  investigations  have  given 
information  with  regard  to  the  manner  and  seat  of  these  various 
paralytic  phenomena;  various  changes,  haemorrhages,  inflamma- 
tions, and  degenerations  have  been  found  in  all  possible  situa- 
tions, in  the  central  as  well  as  in  the  peripheral  part  of  the 
nervous  system  after  diphtheria  (interstitial  and  parenchymatous 
neuritis  in  all  the  peripheral  nerves  and  in  the  spinal  roots, 
meningitic  and  myelitic  changes,  especially  anterior  polio- 
myelitis, hfemorrhages  into  the  brain,  the  spinal  cord,  and  the 
peripheral  nerves,  &c.),  processes  which  have  a  favourable  or 
unfavourable  termination  according  to  their  localisation  and 
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intensity,  and  whose  presence  sufficiently  explains  the  varied 
pathological  appearances  of  diphtheritic  paralysis. 

The  results  of  electrical  examination  are  correspondingly 
varied:  often  the  irritability  of  the  paralysed  nerves  and 
muscles  is  normal ;  sometimes  it  is  simply  diminished  ;  not  un- 
frequently  there  is  even  ED.  This  may  be  demonstrated  first 
and  most  commonly  on  the  paralysed  soft  palate,  but  it  may 
also  occiur  in  diphtheritic  paralysis  of  the  face  and  of  the 
extremities.  This  depends,  of  course,  upon  the  severity,  and 
partly  also  upon  the  situation  of  the  lesion. 

I  shall  now  cite  a  few  examples  (cf.  also  Obs.  80  and  81). 

82.  Personcol  Observation.  Diphtheritic  Paralysis  with  Ataxia. — 
A  student,  aged  22.  Had  diphtheria  in  August  1879  ;  a  few  weeks 
later  difficulties  of  deglutition,  then  weakness  and  instability  of  the 
extremities,  parsesthesise  and  anaesthesia  of  the  hands,  retardation  of 
the  heart's  action.  Condition  at  the  end  of  October  1879  :  Difficulty 
of  deglutition,  from  paresis  of  the  soft  palate;  pupils  moderately 
dilated,  with  tolerably  good  reaction ;  slight  insufficiency  of  the  right 
internal  recti ;  retarded  heart's  action,  pulse  60 ;  distinct  ataxia  in 
the  arms,  numbness  and  some  amount  of  anaesthesia  of  the  hands,  so 
that  he  could  not  button  his  coat  or  distinguish  the  contents  of  his 
pockets ;  in  the  legs  the  gait  somewhat  uncertam,  slight  ataxia  and 
decided  weakness  in  the  peroneal  region,  inability  to  stand  on  tiptoe ; 
electrical  irritability  decidedly  diminished;  sensibility  good  in  the 
legs,  cutaneous  reflexes  normal,  patellar  reflex  absent.  Galvanic 
treatment  of  the  sympathetic,  the  spinal  cord,  and  the  peripheral 
nerves  and  muscles  with  very  good  results.  In  the  beginning  of 
December  1879  almost  cured;  prolonged  walking  without  difficulty; 
no  more  weakness  in  the  peroneal  region,  patellar  reflex  restored^ 
hands  no  longer  numb,  piano-playing  easy  again,  &c. 

83.  Personal  Observation  {Rumj)/).  Diphtheritic  Paralysis  with 
Ataxia.— A.  girl,  aged  9.  Severe  case  of  diphtheria  in  the  beginning  of 
October  1876.  Condition  at  the  end  of  October  :  Paresis  of  accommo- 
dation, insufficiency  of  the  internal  recti,  pupils  normal ;  paralysis  of 
the  soft  palate,  with  absence  of  reflex ;  extremities  still  unaflfected. 
Galvanic  treatment :  Transversely  through  the  mastoid  processes ;  and 
fi-om  the  nape  of  the  neck  to  the  eyes.  On  November  7  insufficiency 
of  internal  recti  almost  gone.  From  that  time  weakness  and  insecurity 
of  the  legs,  continually  increasing  ataxia  of  all  the  four  extremities 
with  parffisthesise ;  total  absence  of  the  patellar  reactions.  In  spite  of 
the  galvanisation  of  the  spinal  column  and  of  the  sympathetic  which 
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was  now  begun,  the  affection  made  further  progress,  and  decided 
motor  paresis  came  on,  especially  in  the  upper  extremities,  but  also  in 
the  left  facial  nerve  and  in  the  legs ;  no  objective  disturbance  of  the 
cutaneous  or  muscular  sensibility,  only  a  diminution  of  the  feeling  of 
tickling.  At  the  end  of  November  1876  the  height  of  the  affection 
was  reached,  and  it  began  to  improve  slowly  ;  first  motiUty  returned 
to  the  soft  palate,  then  walking  improved  and  the  ataxia  of  the  legs 
disappeared ;  the  feeling  for  tickling  returned  later,  and  finally  the 
ataxia  of  the  hands  diminished  gradually.  On  Febuary  1,  1877,  dis- 
charged almost  cured;  only  the  tendon  reactions  still  absent,  not 
■returning  till  four  weeks  later.    Complete  cure. 

84.  Observation  by  Richard  Schulz.    Diphtheritic  Paralysis  and 
Ataxia. — An  apprentice,  aged  18.    Diphtheria  at  Easter  1877.  14 
days  after  recovery  from  that  disturbance  of  vision,  nasal  speech,  and 
difficulties  of  deglutition ;  then  increasing  weakness  in  arms  and  legs, 
numbness  in  the  soles  of  the  feet.     In  the  middle  of  July  1877 
pupils  normal ;  vision  bad,  both  near  and  distant ;  paresis  of  the  right 
internal  rectus.    Speech  strongly  nasal,  stammering.    Paralysis  of 
the  soft  palate.    Distinct  paresis  of  the  extremities,  especially  of  the 
right ;  cutaneous  and  muscular  sensibility  intact ;  distinct  but  slight 
ataxia  in  arms  and  legs.     Patellar  reactions  absent.    Large  nerve 
trunks  and  the  sympathetic  painful  on  pressure.   Electrical  examina- 
tion showed  moderate  diminution  in  various  nerve  trunks;  no  RD. 
Galvanic  treatment :  Transversely  through  the  mastoid  processes  and 
from  the  nape  of  the  neck  to  the  eyes ;  current  to  the  spine ;  direct 
treatment  of  the  extremities  and  of  the  soft  palate  with  the  kathode 
labile.    After  6  sittings  improvement  in  the  accommodation  paresis ; 
after  20  sittings  the  paralysis  of  the  internal  rectus  and  of  the  soft 
palate  completely  cured ;  finally,  the  paresis  and  ataxia  of  the  ex- 
tremities removed  in  a  few  more  sittings.  Knee  jerk  not  yet  restored 

on  his  discharge. 

85.  Personal  Observation.  Diphtheritic  Paralysis.— A  peasant 
airl  at^ed  22.'  Diphtheria  of  the  fauces  7  weeks  before.  Soon  after- 
wards" marked  weakness  of  the  voice,  gradually  increasing,  then 
difficulties  of  deglutition  and  regurgitation  of  fluid  through  the  nose ; 
for  4  weeks  weakness  of  vision,  especially  near.  For  8  days  formication 
in  hands  and  feet,  without  much  weakness.  Present  condition: 
Nasal  speech,  voice  very  weak  and  somewhat  hoarse,  paresis  of  the 
left  vocal  cord ;  paresis  of  accommodation,  movements  of  the  pupil 
tardy  ■  great  paresis  of  the  left  half  of  the  soft  palate,  less  of  the  right, 
anc^sthesia  and  want  of  reflex  in  these  parts.  No  objective  disturbance 
of  sensibility  or  motility  in  the  extremities.    Electi-ical  examination 
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showed  marked  E,D  in  the  soft  palate.  Galvanic  treatment  : 
Transversely  through  the  mastoid  processes,  the  cervical  sympathetic, 
and  the  cervical  cord ;  direct  treatment  of  the  soft  palate  with  the 
kathode  labile.  After  4  sittings  movement  of  the  soft  palate  more 
extensive.  After  10  sittings  soft  palate  much  improved,  vision  some- 
•what  better.  Yery  gradual  advance  of  the  improvement,  so  that  the 
patient  could  not  be  discharged  in  a  satisfactory  condition  till  after  40 
daily  sittings.    Complete  cure  subsequently. 

The  electrical  method  oj  treatment  of  diphtheritic  paralysis 
has  nothing  specific  about  it,  but  must  be  somewhat  varied  on 
account  of  the  diverse  localisation  with  which  you  have  to  do. 
You  must  first  of  all  determine,  according  to  general  rules,  in 
what  part  of  the  nervous  system  the  special  lesion  is  to  be  looked 
for — in  the  muscles  and  peripheral  nerves,  or  in  the  spinal 
roots,  or  in  the  spinal  cord  and  brain  themselves — and  select 
the  general  method  of  application  accordingly.  You  will  then 
make  a  direct  application  for  the  ocular  paralysis,  the  paralysis 
of  deglutition  and  of  the  diaphragm  and  the  extremities,  in 
the  way  that  I  have  described  under  its  proper  heading. 

For  the  treatment  of  the  cardiac  iveaJcness,  which  appears 
to  proceed  sometimes  from  the  excito-motor  tract  and  some- 
times from  the  vagus,  you  may  also  make  a  trial  of  electricity, 
and  you  may  proceed  according  to  the  recently  published 
investigations  of  von  Ziemssen  (vide  sup.  p.  121),  (although 
from  the  experiments  of  Herbst  and  Dixon  Mann  it  appears  to 
be  very  doubtful  whether  any  considerable  influence  can  be 
produced  on  the  heart  when  the  thoracic  wall  is  intact).  Von 
Ziemssen's  method  may  be  tried  especially  when  the  action 
of  the  heart  is  retarded  or  weakened.    The  method  is  :  large 
electrodes,  applied  one  on  the  cardiac  region,  the  other  on  the 
dorsal  vertebrae,  then  a  current  of  the  greatest  intensity,  with 
from  seventy  to  eighty  reversals  in  a  minute,  always  taking  care 
to  begin  with  weak  currents  when  the  cardiac  nervous  system 
is  diseased. 

Further,  in  diphtheritic  weakness  of  the  heart  galvanisation 
of  the  cervical  cord  and  of  the  medulla,  and  stimulation  of  the 
vagi  and  the  cervical  sympathetic,  may  be  recommended,  in 
much  the  same  way  as  I  have  described  in  the  treatment  of  the 
larynx  (p.  491). 

K  K  2 
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The  results  of  electrical  treatment  in  diphtheritic  paralysis 
are  on  the  whole  very  favourable ;  but  it  is  sometimes  impos- 
sible, in  spite  of  all  pains  taken,  to  prevent  the  progress  of  the 
paralysis  and  its  fatal  termination.  But  under  any  circum- 
stances we  must  be  prepared  for  a  course  of  treatment  lasting 
for  several  weeks,  and  often  even  for  several  months,  to  effect  a 
cure  of  the  disease. 

Other  forms  of  paralysis  after  acute  illnesses  (typhus, 
cholera,  dysentery,  acute  exanthemata,  especially  variola,  puer- 
peral fever,  intermittent  fever,  &c.)  are  to  be  treated  according 
to  similar  rules.  Here  also  we  have  to  do  with  very  varied 
alterations  and  in  diverse  situations,  sometimes  peripheral, 
sometimes  spinal  or  cerebral,  with  severe  or  slight  lesions,  and 
all  their  consequences  and  symptoms.  Electrical  treatment 
must  be  carried  out  accordingly  in  each  case  with  due  reference 
to  the  general  principles  laid  down  elsewhere. 


13.  Satuenine  and  other  Toxic  Paralyses. 

The  paralysis  which  occurs  in  consequence  of  chronic  lead 
poisoning  comes  very  often  under  the  notice  of  electrothera- 
peutists,  and  is  of  great  theoretical  interest  in  many  ways; 
and,  as  it  interferes  seriously  with  occupation,  and  occurs  with 
comparatively  great  frequency,  it  is  of  considerable  practical 
importance. 

Paralysis  is  not  generally  one  of  the  first  manifestations  of 
lead  poisoning  ;  it  has  usually  been  preceded  by  other  sym- 
ptoms, especially  by  repeated  attacks  of  colic,  and  in  any  case 
the  individual  concerned  has  already  lived  for  a  long  time 
under  the  deleterious  influence  of  the  lead. 

Lead  paralysis  occurs  most  frequently  by  far  in  a  very 
special  and  even  typical  form,  as  paralysis  of  the  extensors  of 
one  or  both  forearms,  and  generally  in  such  a  way  that  first 
the  extensor  communis  digitorum,  then  the  extensors  of  the 
wrist,  the  long  thumb  muscles,  &c.,  are  affected,  while  the 
supinators  remain  free,  the  supinator  brevis  for  a  long  time 
and  the  supinator  longus  generally  permanently,  and  this  is 
highly  characteristic,  and  in  contradistinction  to  most  other 
forms  of  radial  paralysis.    The  triceps  too  is  never  affected. 
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The  development  of  the  paralysis  is  generally  very  gradual, 
proceeding  from  one  section  of  the  extensor  communis  and 
spreading  over  the  muscles  already  mentioned;  very  soon 
marked  atrophy  and  constant  ED  is  found,  even  if  the  peculiar 
development  of  the  paralysis  is  carried  out  in  a  somewhat 
modified  manner.  Sensibility  always  remains  perfectly  intact. 
Very  commonly  the  affection  attacks  both  arms  shortly  after 
each  other. 

This  is  the  common  and  very  characteristic  form,  but 
occasionally  other  localisations  occur;  E.  Eemak  ^las  found  that 
the  frequently  mentioned  group  of  muscles  (deltoid,  flexors  of 
the  forearm,  supinators,  infraspinatus)  is  occasionally  affected 
to  a  preponderating  extent  (upper  arm  type),  so  that  my  '  com- 
bined shoulder-arm  paralysis  '  may  also  occur  through  lead. 
Not  seldom  we  also  see  the  lead  paralysis  extend  itself  to  other 
muscles  of  the  arm,  and  affect  the  median  region  in  the  small 
muscles  of  the  hand,  going  on  even  to  the  ulnar  region,  the 
deltoid,  &c.,  and  thus  it  may  come  eventually  to  a  general 
saturnine  -paralysis,  in  which  the  muscles  of  the  trunk,  the 
diaphragm,  the  lower  extremities  (also  with  typical  localisation, 
with  atrophy  and  ED)  may  be  involved. 

Electrical  examination  shows  the  constant  occurrence  of 
ED  in  lead  poisoning ;  its  advance  keeps  pace  with  that  of  the 
paralysis;  when  this  is  rapid  ED  becomes  completely  developed; 
if  it  is  slow  the  stage  of  increased  galvanic  irritability  is 
delayed  and  only  the  characteristic  qualitative  anomalies  re- 
main (tardy  contraction,  ACC>KCC,  increased  mechanical 
irritability).  It  is  especially  in  lead  paralysis  that  those  re- 
markable cases  have  been  found  of  isolated  galvanic  ED  in 
muscles  which  are  not  paralysed  at  all,  or  which  are  scarcely 
affected  in  their  motility  (Erb,  Bernhardt,  Kast';  cf.  p.  208), 
irrespective  of  the  fact  that  partial  ED  occasionally  occurs  here. 
From  the  long  duration  of  lead  paralysis  and  the  frequently 
occurring  relapses,  the  condition  of  the  electrical  excitability 
may  be  considerably  complicated,  indistinct,  and  confused,  so 
that  sometimes  nothing  definite  can  be  evolved  from  the 
electrical  examination. 

ED  does  not  always,  however,  affect  all  the  paralysed 
muscles,  but  some  may  remain  free  from  it,  displaying  either  a 
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simple  and  moderate  diminution  of  electrical  excitability  or  no 
anomalies  at  all. 

This  is  decisive  for  the  prognosis  ;  for  those  muscles  with- 
out ED  generally  return  speedily  to  their  normal  condition, 
while  those  with  ED  generally  require  a  very  long  time  for 
their  recovery.  With  respect  to  the  diagnosis  too  a  decided 
conclusion  may  be  drawn  from  ED  as  to  the  presence  of  de- 
generative atrophy,  and  at  the  same  time  its  presence  speaks 
in  favour  of  a  neurotic  and  against  a  myopathic  origin  of  the 
atrophy,  and,  with  the  perfectly  intact  sensibility,  very  probably 
in  favour  of  a  spinal  origin  of  the  paralysis,  or  at  least  an  origin 
in  the  anterior  roots. 

At  the  same  time,  and  in  spite  of  the  numerous  recent  in- 
vestigations, the  question  of  the  essence  and  seat  of  lead 
paralysis  is  still  disputed.    It  certainly  seems  to  be  beyond  a 
doubt  that  it  cannot  have  its  seat  primarily  in  the  muscles 
themselves,  but  must  be  of  neurotic  origin ;  but  whether  the 
primary  lesion  is  to  be  sought  for  in  the  peripheral  nerves,  and 
only  in  their  motor  fibres,  or  in  the  grey  anterior  columns  of 
the  cord,  is  not  yet  definitely  settled.     The  more  recent 
observations,  which  have  proved  a  parenchymatous  degenera- 
tion of  the  peripheral  nerves,  but  only  negative  appearances  in 
the  cord,  are  contradicted  by  others  which  have  proved  positive 
alterations  in  the  grey  anterior  columns.    And  although  in 
many  cases  the  only  thing  that  can  be  definitely  established  is 
degeneration  of  the  peripheral  nerves,  still  I  cannot  regard 
it  as  certainly  proved  that  the  spinal  cord  is  not  primarily 
affected.    What  can  be  proved  by  negative  results  with  oiu: 
imperfect  methods  of  microscopic  investigation?  Coarser 
lesions  are  certainly  not  to  be  expected  in  a  toxic  lesion,  which 
generally  recovers  within  a  short  time  ;  and  the  function  of 
the  grey  anterior  columns  and  of  their  ganglion  cells  might  be 
very  considerably  interfered  with  by  the  lead,  without  our  being 
able  to  demonstrate  it  microscopically.    And  this  disturbance 
of  function  is  just  as  likely  as  actual  disease  of  these  tracts  to 
cause  degenerative  atrophy  of  the  peripheral  nerves. 

The  clinical  reasons,  which  I  have  already  enumerated  in 
detail  (' Krankheiten  der  peripheren  Nerven,'  2nd  edit.  p. 
516),  appear  to  me  so  weighty  that  at  present  I  consider  a 
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spinal  origin  of  lead  paralysis  to  be  more  probable,  but  I  shall 
accept  any  other  pathogenesis  as  soon  as  it  is  conclusively  proved. 
So  far  as  I  see  none  has  yet  been  suggested,'  and  therefore  it 
appears  to  me  absolutely  imperative  to  consider  the  possibility 
of  spinal  localisation  in  the  choice  of  treatment. 

I  refrain  from  giving  any  examples  of  saturnine  paralysis  ; 
they  are  already  sufficiently  represented  in  literature  and  they 
are  not  rare  in  practice. 

In  the  electrical  treatment  we  must  begin  to  work  upon  the 
seat  of  the  lesion  (subordinately,  of  course,  to  the  other  neces- 
sary treatment  of  lead  intoxication).  I  consider  it  best  to 
treat  first  the  cervical  enlargement  of  the  cord,  for  two 
reasons — in  the  first  place  because  I  regard  that  as  the  most 
probable  seat  of  lesion ;  and  secondly  because  I  assume  that 
an  electrical  influence  on  the  trophic  centres  here  situated 
ought  not  to  be  without  a  favourable  effect  on  the  degeneration 
of  the  peripheral  nerves  (and  muscles),  even  if  they  should  be 
the  primary  seat  of  lesion.  Apply,  therefore,  at  first  a  broad 
('  large')  electrode,  covering  the  whole  of  the  cervical  enlarge- 
ment, to  the  lower  cervical  and  upper  dorsal  vertebra  (as  much 
as  possible  to  the  ujpper  part  of  the  cervical  enlargement, 
where  the  centres  for  the  extensor  region  lie),  and  the  other  elec- 
trode on  the  sternum,  and  let  first  the  anode  and  then  the 
kathode  act  for  one  or  two  minutes  with  a  strong  current 
(10  to  25  ma.,  30°  to  50°  N  defl.),  stabile.  The  galvanisation 
of  the  sympathetic,  recommended  by  the  elder  Eemak,  may  be 
added  to  this,  although  it  probably  acts  only  through  the 
simultaneous  influence  on  the  cervical  cord.  You  must  then 
undertake  in  its  whole  extent,  according  to  the  customary 
method,  the  usual  peripheral  treatment  of  the  extensor  region 
(and  of  any  other  affected  nerve-muscle  regions),  placing  mean- 
while the  anode  on  the  cervical  enlargement.  A  few  minutes 
of  strong  labile  stimulation  is  sufficient  for  this,  but  when  the 
muscular  irritability  is  very  much  diminished  both  electrodes 
may  be  applied  directly  to  the  muscles,  with  reversals  of  the 
current.  A  possible  reflex  action  may  also  be  induced  by  this 
means. 

The  galvanic  current  is,  of  course,  indicated  in  the  first 
place,  on  account  of  the  degenerative  atrophy  ;  but  the  copious 
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experiences  of  Duchenne,  Moritz  Meyer,  and  others  teach  that 
the  faradic  current  is  also  not  without  effect,  perhaps  chiefly  in 
a  reflex  manner. 

The  results  of  this  treatment  are  generally  very  satisfactory, 
but  they  come  on  very  gradually,  and  the  treatment  must  be 
continued  for  many  weeks  and  months ;  most  cases  are  cured, 
but  many  which  are  very  severe  and  of  long  standing,  and 
especially  general  lead  paralysis,  may  resist  all  treatment  and 
remain  incurable. 

Other  forms  of  toxic  paralysis  will  very  seldom  come  under 
your  treatment ;  they  have  been  seen  in  consequence  of  copper, 
mercury,  zinc,  and  most  frequently  chronic  arsenic  poisoning. 
Arsenical  paralysis  occurs  as  a  more  or  less  extensive,  sometimes 
^  general  paralysis  of  the  extremities,  with  rapidly  advancing 
atrophy  and  simple  diminution  of  the  electrical  irritability, 
without  ED  (Seeligmiiller).  Nothing  is  accurately  known 
about  the  primary  lesion.  Its  electrical  treatment  must  be 
carried  out  according  to  general  rules. 

14.  Muscular  Ateophies  and  HypERTROPmES. 

It  only  remains  for  me  now  to  say  a  few  words  about  the 
electrical  treatment  of  the  various  muscular  atrophies  and 
hypertrophies. 

I  have  already  described  fully  those  atrophies  which  form 
part  and  sequence  of  the  various  central  and  peripheral 
paralyses,  and  their  electrical  treatment  is  to  be  carried  out 
according  to  the  general  rules  laid  down  on  p.  437.  This  forms 
a  part,  for  example,  of  the  treatment  of  the  forms  of  polio- 
myelitis, of  amyotrophic  lateral  sclerosis,  of  progressive  muscular 
atrophy  and  bulbar  paralysis,  of  peripheral  rheumatic,  traumatic, 
and  neilritic  paralysis,  of  lead  paralysis,  &c. 

But  there  are  other,  so  to  speak,  idiopathic  or  'purely  mus- 
cular atrophies,  among  which  I  reckon  the  atrophy  caused  by 
want  of  use,  by  long  confinement  to  bed  and  inactivity,  by 
pressure  of  bandages  and  dressings,  by  anchylosis  of  the  joints, 
&c. ;  perhaps  a  part  of  what  falls  under  the  wide  designation 
of  progressive  muscular  atrophy  belongs  to  this  category,  espe- 
cially the  'juvenile  '  form,  and  in  particular  the  very  frequent 


MUSCULAR  ATROFIIIES. 


505 


muscular  atrophy  which  sets  in  in  consequence  of  acute  and 
chronic  inflammation  of  the  joints.  Its  pathogenesis  is  by  no 
means  explained  ;  certainly  only  a  very  small  number  of  cases 
result  from  a  myositis  following  the  articular  inflammation ;  in 
some  cases  it  may  be  a  neuritis,  which  has  led  to  paralysis  of 
the  muscles  concerned  and  to  consequent  atrophy.  But,  for 
the  most  part,  there  is  nothing  of  that  sort  to  be  made  out, 
and  we  have  only  to  do  with  a  rapidly  progressive  simple  atrophy 
with  corresponding  weakness  and  paresis  of  the  muscles,  which 
may  be  accounted  for,  perhaps,  by  spinal,  reflex  influences, 
proceeding  from  the  irritation  of  the  joint  and  interfering  with 
nutrition  (Valtat,  Charcot) ;  that,  however,  is  not  yet  quite 
clear. 

These  muscular  atrophies  are  especially  frequent  and  im- 
portant in  affections  of  the  shoulder  and  knee  joints,  and  they 
affect  chiefly  the  deltoid  and  the  quadriceps,  more  rarely  the 
peroneal  region ;  I  have  also  seen  them  several  times  in  hip- 
joint  affections,  affecting  the  muscles  of  the  hip,  buttocks,  and 
thigh.  This  atrophy  may  become  very  extreme,  with  more  or  less 
pronounced  paresis,  and  subsequently  even  complete  paralysis, 
and  it  is  sometimes  associated  with  pain. 

It  is  characteristic,  however,  that  RD  is  never  present  (un- 
less we  have  to  do  with  a  neuritic  paralysis),  but  that  the 
electrical  irritability  shows  only  a  simple,  more  or  less  advanced 
diminution,  never  a  qualitative  change.  This  serves  as  a  clear 
indication  of  the  identity  of  this  atrophy  in  contradistinction 
to  the  neurotic,  degenerative  atrophies. 

86.  Personal  Observation.  Paralysis  and  Atrophy  of  the  Quad- 
riceps in  consequence  of  Inflammation  of  the  Knee  Joint. — A  peasant 
girl,  aged  25.  One  year  ago  a  severe  and  very  obstinate  inflammation 
of  the  knee  joint ;  freedom  from  pain  only  for  4  weeks ;  since  then  the 
leg  noticed  to  be  heavy  and  immovable,  not  set  down  properly  in 
walking.  Present  condition:  Eight  knee  joint  still  somewhat 
thickened,  but  free  from  pain ;  movement  in  it  quite  good.  Complete 
paralysis  of  the  anterior  muscles  of  the  thigh ;  leg  cannot  be  raised 
from  the  perpendicular,  nor  the  limb  bent  at  the  hip  joint.  Marked 
atrophy  of  the  muscles.  Electrical  ii-ritability  simply  diminished, 
without  qualitative  changes.  Sciatic  region  unaffected.  Galvanic 
treatment :  Directly  to  the  muscles,  with  reversals  of  the  current,  one 
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electrode  in  the  groin.  Immediately  afterwards  leg  could  be  extended 
to  an  angle  of  45°.  Second  sitting  the  same,  but  in  addition  currents 
from  the  sjjinal  column  to  the  crural  nerve  with  reversals ;  after  that 
extension  to  70°.  After  the  4th  sitting  the  leg  could  be  raised 
almost  to  the  horizontal  position.  Electrical  irritability  materially 
improved.  After  the  16th  sitting  cure  almost  complete.  Walking 
still  somewhat  embarrassed  by  the  swelhng  of  the  knee. 

87.  Observation  by  Benedikt.  Paralysis  and  Atrophy  of  the 
Quadriceps  in  consequence  of  Gonitis. — A  girl,  aged  14.  Inflamma- 
tion of  the  knee  joint  3  years  ago,  the  flexure  anchylosis  which  re- 
sulted removed  by  forcible  extension.  Total  atrophy  and  paralysis  of 
the  quadriceps  then  discovered;  absence  of  electrical  irritability. 
Local  galvanisation  and  faradisation ;  complete  recovery  of  the  muscle 
after  several  months  of  treatment. 

88.  Observation  by  Le  Fort  {Valtat).  Hydrarthros  Genu  Trau- 
matica. Atrophy  of  the  Quadriceps. — A  man,  aged  35.  Great 
swelling  of  the  knee  and  difficulty  in  walking  in  consequence  of  a 
fall  in  March  1874.  Ordinary  treatment :  Counter-ii-ritation,  firm 
bandaging,  &c.  The  fluid  disappeared,  but  the  difficulties  of  walking 
continued.  In  July  1874  great  atrophy  of  the  anterior  muscles  of 
the  thigh  noticed ;  they  seemed  to  be  completely  useless.  Treatment : 
Daily  faradisation  of  the  atrophic  muscles  for  some  minutes ;  every 
night  an  application  of  a  continuous  galvanic  current  (4  elements — 
Morin),  anode  in  the  groin,  kathode  on  the  calf.  After  14  days 
marked  improvement ;  patient  could  walk  a  little.  Eecovery  complete 
after  a  month. 


The  metJiod  of  treatment  of  this  simple  atrophy  is  in  the 
main  the  same  as  that  of  neurotic  atrophy ;  by  regular  galvanic 
and  faradic  irritation  of  the  muscles  we  try  to  improve  their 
nutrition,  to  restore  their  volume,  and  to  increase  their  power. 
We  must  be  careful  not  to  proceed,  especially  at  the  beginning, 
with  too  strong  currents  and  too  long-continued  action,  in 
order  not  to  over-stimulate ;  we  can  gradually  raise  the  excita- 
tion. It  is  also  advisable  to  stimulate  the  nutrition  of  the 
muscles  by  excitation  of  the  nerve  trunks  and  perhaps  also  of 
the  trophic  central  apparatus. 

According  to  the  views  of  several  French  authors  (Le  Fort, 
Valtat)  the  employment  of  continuous  weak  galvanic  currents 
appears  to  be  of  special  use  in  this  very  muscular  atrophy 
caused  by  joint  affections.    I  have  already  described  Valtat's 


MUSCULAR  ATROPHIES. 


507 


method  (p.  285);  it  appears  desirable  to  combine  it  with 
regular  faradisation  of  the  atrophic  muscles. 

Of  course  the  results  of  the  treatment  of  all  these  atrophies 
vary  essentially  according  to  their  cause ;  you  will  sometimes 
see  rapid,  sometimes  tardy  results,  but  generally  a  consecutive 
and  long-continued  treatment  is  necessary. 

Pseudo-hypertrophy  and  true  hypertrophy  of  the  muscles 
are  still  doubtful  in  their  pathogenesis  ;  the  idea  that  they  are 
caused  by  neurotic  and  specially  by  spinal  disturbances  has  not 
yet  been  proved.  You  may,  therefore,  carry  out  the  electrical 
treatment  exactly  according  to  your  own  discretion  and  your 
theoretical  views;  but  I  would  not  under  any  circumstances 
omit  either  an  intelligent  peripheral  treatment  or  the  galvanic 
treatment  of  the  spinal  tro]3hic  centres  (galvanisation  of  the 
spine  and  of  the  sympathetic).  But  the  results  which  have 
hitherto  been  obtained  by  the  electrotherapeutics  of  this 
disease  are  hardly  worth  mentioning. 

The  same  may  be  said  of  another  rare  and  remarkable  form 
of  disease,  specially  important  to  military  surgeons,  the  so  called 
Thomsen's  disease,  myotonia  congenita  (Striimpell),  which 
I  have  already  noticed  at  length  (p.  213),  on  account  of  its 
very  characteristic  changes  of  electrical  irritability.  It  may  be 
doubtful  in  what  part  of  the  system  this  disease  is  to  be  placed. 
I  am  inclined  to  include  it  in  the  general  neuroses,  with 
tetanus  and  the  like.  I  have  found,  in  excised  fragments  of 
muscle,  very  considerable  alteration  in  the  muscular  fibres, 
especially  enormous  hypertrophy  with  great  increase  in  the 
number  of  nuclei,  but,  as  there  has  not  yet  been  a  thorough 
investigation  of  the  motor  nerves  and  the  central  nervous 
system,  the  disease  may,  for  the  present,  be  included  here 
under  the  head  of  muscular  diseases.  There  is  not  much  to 
say  about  it  from  an  electrotherapeutic  standpoint.  The 
attempts  at  electrical  treatment  which  have  hitherto  been 
made  have  proved  entirely  ineffectual.  Nevertheless,  since 
certain  anatomical  changes  have  been  demonstrated,  I  would 
encourage  you  still  to  further  experiments,  directed  to  the 
muscles  themselves,  such  as  general  faradisation  and  galvanisa- 
tion of  the  muscles,  and  above  all  faradic  and  galvanic  baths. 
Central  galvanic  treatment  must  also  not  be  neglected. 


608 


ELECTR  0  THERAPE  UTICS. 


V.  PAINFUL  NEURALGIC  AND  NEUEALGI- 
FOBM  AFFECTIONS. 

LiTERATTTKB.— Erb :  '  Krankheiten  d.  peripli.  Nerven,'  V.  ZietmserCs 
Handb.  d.  spec.  Pathol,  xii.  1st  and  2nd  edits.  1876.— '  Galvanotherap. 
Mittheil. :  Neuralgien,'  Beutsch.  Arch.  f.  Min.  Med.,  iii.  1,  334,  1867.-0. 
Vanlair:  'Les  NSvralgies,  leurs  Formes  et  leur  Traitement.'  2nd  edit. 
Brussels,  1882. — Van  Holsbeek:  'Du  Traitement  des  Nevralgies  par 
I'Electrisat.  Localis^e,'  Journ.  de  Med.  d.  Brux.,  June  1859. — "W.  Leube : 
'  Beitr.  z.  Bebandlung-  d.  Neuralgien  mit  d.  indue.  Strom.'  Diss.  Tiibingen, 
1862.— E.  Flies:  '  Elektrotberap.  Mittheil.  im  Gebiete  d.  Neuralgien,'  Allg. 
med.  Centralzeitung,  1862,  Nos.  46,  47. — A.  Eulenburg  :  '  Lehrb.  d.  Nerven- 
krankbeiten.'  2nd  edit.  1878. — Yiv.  Poore :  '  Lectures  on  Electrotberapeutics,' 
IV.,  Lancet,  1874. — P.  J.  Miibius :  '  Ueb.  d.  scbmerzstillende  Wirkung  der 
Elektricitiit,'  Beii.  Min.  Woch.,  1880,  No.  35.— Mor.  Meyer:  'Ueber 
scbmerzbafte  Druckpunkte  u.s.w.,'  Berl.  Min.  Woch.,  1875,  No.  61,  and  1881, 
No.  31 . — Brenner  :  '  Bebandlung  v.  Schmerzpunkten  b.  Iscbias  u.s.w.,'  Berl. 
Min.  Woch.,  1880,  No.  21. — Wiesner:  'Zwei  Falle  von  Heilung  scbwerer 
und  langwieriger  Prosopalgic  durcb  den  constanten  Strom,'  Bei-l.  Min. 
Woch.,  1868,  Nos.  17,  18. — R.  Weise :  '  Heilung  einer  Trigeminusneuralpie 
durcb  d.  constanten  Strom,'  Berl.  Min.  Woch.,  1867,  No.  16,  and  1879,  No. 
43. — 0.  Berger :  '  Elektr.  Bebandl.  d.  Tic  doulour.  u.  der  Hemicranie,'  ibid. 

1871,  No.  2. — Bruzelius :  '  Om  elektriske  Bebandl.  af  Tic  doul.,'  Hygiea, 
Oct.  1868. — Frommbold :  '  Die  Migrane  und  ibre  Heilung  durcb  Elektiicitiit.' 
Pestb,  1868. — V.  Hoist:  '  Ueber  d.  Wesen  d.  Hemicranie  u.  ibre  elektro- 
tberap. Bebandlung  nacb  d.  polaren  Metbode,'  Dorpat.  med.  Zeitschr.,  ii.  p. 
261,  1872. — A.  SeeligmuUer :  '  Fall  einer  auf  den  Nerv.  cutan.  bracbii  intern, 
min.  bescbrankten  Neuralgic,'  Arch.  f.  Psych,  u.  Nerv.,  y'l.  p.  575,  1876. — 
'  Neuropatbol.Beobacbt.  Fall  VI.  Coccygodynie.'  Halle,  1873. — '  Krankbeit. 
d.  peripb.  Nerven  u.s.w.  (Gelenkneurosen),'  1882. — E.  Benedikt :  '  Ein 
neues  Verfabren  d.  galvan.  Bebandl.  d.  Iscbialgieu,'  Wien.  med.  Pi:,  1872, 
Nos.  21,  22. — Seeger :  '  Abbandl.  iiber  Neuralgic,  bezw.  Iscbialgie,'  ibid. 

1872,  Nos.  34  to  38.-0.  Berger:  'Zur  Lehre  von  den  Gelenkneuralgien,' 
Berl.  Min.  Woch.,  1873,  Nos.  22-24.— '  Zur  Casuistik  d.  Geleukneur.,' 
Deutsch.  Zeitschr.  f.  pract.  Med.,  1874.— Mor.  Meyer:  'Ueber  Gelenk- 
neurosen,' Berl.  Min.  Woch.,  1874,  No.  26.— Jurasz:  'Ueber  d. Sensibilitat«- 
Neurosen  d.  Racbens  u.  d.  Keblkopfs,'  Volk7n.  Saminhmg  Min.  Vortr.,  No. 
195,  1881.— Leube:  '  V.  Ziemssen's  Handb.  d.  spec.  Patbol.,'  vii.  2,  2nd  edit. 
1878  (Gastralgia  and  Enteralgia).— Vizioli :  '  Oontrib.  alia  Oura  della 
Gastralg.  Nervosa  colla  Corr.  Costaute,'  Morgagui,  1881,  p.  440.— C.  G. 
Rothe  :  '  Elektricitiit  bei  Colica  saturuina,'  Betz  Memorabilien,  1880,  p.  367. 
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— Baierlacher :  '  Ueb.  d.  el.  Behandl.  der  Gastralgien  u.  Enteralgien,'  Bayr. 
drztl.  Intellbl.,  1883,  No.  20. — A.  Eulenburg:  'Angina  pectoris,'  V.  ZiemsserCs 
Sandb.  d.  spec.  Pathol.,  xii.  2,  1877,  2nd  edit. — V.  Huebner :  '  Zur  Therapie 
d.  Angina  pectoris,'  Deutsch.  Arch.f.  hlin.  Med.,  xii.  p.  514,  1873. — Cordes: 
'  Angina  pectoris  vasomot.,'  ibid.  xv.  p.  141,  1874. — Lustig :  '  Zur  Lehre  von 
den  vasomotor.  Neurosen.'  Diss.  Breslau,  1875. — Lowenfeld :  *  Elektro- 
therapie  der  Angina  pect.  u.s.w.,'  Bayr.  arztl.  Intellbl.,  1881,  No.  39. — W. 
Neftel :  '  Beitr.  z.  Kenntniss  u.  Behandl.  visceral.  Neuralgien/  Arch.  f.  Psych, 
u.  Nerv.,  x.  p.  575, 1880. — 'Zur  elekt.  Behandl.  der  Neuralgien  u.  verwandten 
schmerzhaft.  AfFectionen,'  ibid.  xvi.  p.  45,  1885. — Hoist :  '  Ueb.  d.  Verhalt- 
niss  d.  Hysterie  u.  einzeln.  nerv.  Symptome  z.  Gynakologie/  ibid.  xi.  p.  678, 
1881. — Heinlein  :  '  Zur  Casuistik  der  Lumbonbdominalneuralgien,'  Deutsch, 
Arch.  f.  klin.  Med.,  xxvi.  p.  189,  1880.— Zaccaria  Federici:  'Vaginismo 
guarito  coll'  Elettricita,'  Gazz.  Med.  Ital.  Lomb.,  1882,  No.  2. 


LECTUEE  XXVI. 

Introduction  —  Definition  and  Nature  of  Pain  and  Neuralgia  — Neuralgic 
Changes  — Objects  of  Electrotherapeutics  —  Eemoval  of  the  Abnormal 
Nutritive  Conditions  in  the  Nerve  and  the  Eemoval  of  the  Causes  of  the 
Neuralgic  Changes— Actions  of  the  Current  which  will  Bfiect  this— Cases 
— Electrotherapeutic  Methods— Causal  Treatment— Antineuralgic  Proce- 
dures :  Direct— Method  of  the  Application  of  the  Galvanic  and  Faradic 
Current— Indirect— Electrocutaneous  Brushing— Galvanic  Treatment  of 
Painful  Points— General  Plan  of  Treatment— Eesults. 

Those  morbid  irritative  processes  in  the  sensory  nerves  which 
express  themselves  as  hyperaesthesia  and  pain  offer  a  field  as 
wide  as  it  is  successful  to  the  electrotherapeutist.  The  patients 
have  a  longing  desire  to  be  delivered  from  the  tormenting 
ailment,  and  the  physician  is  glad  to  possess  a  remedy  like 
the  electric  current,  which  in  very  many  cases  removes  this 
symptom  in  a  surprisingly  short  time  and  with  a  completeness 
which  leaves  nothing  to  be  desired. 

It  is  especially  against  those  forms  of  painful  irritation  of 
sensory  nerves  which  have  a  certain  individuality,  which  come 
on  as  special  and  distinctly  characterised  forms  of  disease,  and 
which  may  be  spoken  of  collectively  under  the  name'of 'neu 
ralgias  and  neuralgiform  pains,  that  electrotherapeutists  have 
preferred  to  direct  their  labours ;  but  in  not  a  few  eases  the 
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electric  current  has  proved  helpful  against  other  painful  affec- 
tions also  which  have  nothing  to  do  with  neuralgia  and  do 
not  even  deserve  the  name  of  symptomatic  neuralgias. 

The  indications  for  the  employment  of  electric  currents 
against  pain  and  neuralgia  do  not,  perhaps,  present  themselves 
so  spontaneously  as  in  paralysis.  As  long  as  electricity  was 
only  known  as  a  nerve  excitant  its  employment  for  irritative 
conditions  of  sensory  nerves  did  not  appear  very  enticing.  But 
long  before  the  modifying,  soothing  actions  of  electric  currents 
were  known  they  were  undoubtedly  employed  for  pain  and 
neuralgia  (I  do  not  know  on  what  ground) ;  and  the  indubitable 
and  frequent  results  of  these  first  experiments  soon  formed  a 
wide  basis  for  further  investigations  in  this  therapeutic  domain, 
so  that  to-day  we  possess,  in  the  electric  current,  one  of  the 
surest  and  most  brilliant  remedies  for  neuralgia,  although  we 
must  acknowledge  that  we  have  not  yet  advanced  very  far  in 
the  knowledge  and  understanding  of  its  mode  of  action  in  these 
forms  of  disease. 

Here,  just  as  in  paralysis,  it  seems  indispensable  for  the  un- 
derstanding of  the  electrotherapeutic  actions  and  for  the  esta- 
blishment of  the  most  serviceable  antineuralgic  methods,  first 
to  enquire  into  the  nature  of  the  pain  and  the  neuralgia,  and 
find  out  what  pathogenetic  conditions  have  been  at  work 
in  their  production,  for  it  is  only  in  this  way  that  we  can 
really  attain  a  rational  procedure  for  their  relief. 

This  certainly  looks  hopeless  enough  ;  in  spite  of  the  daily 
occurrence  of  these  symptoms  or  forms  of  disease,  in  spite  of 
thousands  of  years  of  old  observations  and  repeated  exertions, 
we  find  ourselves  still  in  a  state  of  very  lamentable  imcertainty 
with  regard  to  the  nature  and  pathogenesis  of  pain  and  especially 
of  neuralgia.  This,  of  course,  acts  as  a  hindrance  to  any 
rapid  advance  in  treatment. 

Pain  is  caused  by  every  sensory  irritative  process  which 
goes  beyond  a  certain  intensity;  it  is  the  reaction  in  con- 
sciousness of  a  certain  strength  of  centripetal  excitation.  But 
the  strength  of  this  excitation  may  be  produced  either  by 
the  greater  intensity  of  the  actual  excitation  or  by  an  increase 
in  the  irritability  of  the  sensory  apparatus,  so  that  a  small 
excitation  may  set  up  the  pain-producing  processes.    But  here 
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our  uncertainty  begins ;  for  it  is  only  in  the  rarest  cases  that 
we  know  on  which  of  these  two  the  pain  of  the  affection  de- 
pends. Probably,  however,  there  is  generally  an  increased 
sensitiveness  in  pathological  cases,  caused  by  minute  nutritive 
disturbances  of  the  perceptive  apparatus,  so  that  the  usual, 
slight  physiological  irritations,  the  movements  of  the  blood  and 
of  the  parts  of  the  body,  the  tension  of  the  tissues,  perhaps  also 
chemical  matters  in  the  blood  and  in  the  fluids  of  the  tissues, 
are  sufficient  to  account  for  the  necessary  strength  of  the  ex- 
citing process.  We  know  nothing  more  definite  about  these 
conjectural  facts. 

It  is  still  more  diflficult  to  understand  what  is  described  as 
neuralgia^  and  to  recognise  its  more  intimate  relations  to  its 
determining  causes.  Under  the  head  of  neuralgia  are  com- 
prised pains  of  great  intensity  and  of  varied  and  peculiar 
quality,  which  occur  spontaneously  (i.e.  are  produced  by  patho- 
logical changes  in  the  body  itself),  are  confined  to  one  or  more 
special  nerve  regions,  make  themselves  felt  throughout  their 
whole  extent,  and  show  decided  exacerbations  and  remissions, 
even  complete  intermissions.  These  pains  seem  in  many  cases 
to  be  set  up  by  minute,  nutritive  distm-bances  in  the  nerves, 
which  have  as  yet  baffled  our  histological  investigations  (as  in 
idiopathic  neuralgias,  such  as  occur  from  cold,  malaria,  poisons 
of  all  sorts,  anaemia,  hysteria,  neurasthenia,  spinal  irritation), 
while  they  are  also,  in  a  great  number  of  cases,  the  consequence 
or  even  the  accompaniment  of  grosser  anatomical  changes  in 
the  different  parts  of  the  sensory  apparatus  (traumata,  foreign 
bodies,  compression,  inflammation  and  degeneration  in  the 
peripheral  nerves,  neuroma,  diseases  of  the  spinal  cord,  tabes, 
probably  also  diseases  of  the  brain,  syphilis,  &c.)  Closer  ob- 
servation shows,  however,  that  the  manner  in  which  the  neural- 
gic pains  are  set  up  by  all  these  agents  is  by  no  means  a  direct 
influence,  but  that  the  neuralgia  is  something  quite  different 
from  the  sensory  excitation  set  up  by  its  cause ;  and  we  are 
therefore  driven  to  the  hypothesis  that  through  the  action  of 
these  causes  another  process  must  be  developed  in  the  nerve 
which  gives  origin  to  the  neuralgia.  We  have  therefore  come 
to  the  entirely  hypothetical  conclusion  that  neuralgia  consti- 
lutes  a  special  and  peculiar  form  of  nutritive  disturbance  in 
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the  sensory  nerve  apparatus,  for  which  Mobius  has  employed 
the  name  of '  neuralgic  change.'  This  peculiar  alteration  in  the 
nerve  first  constitutes  the  neuralgia.  So  long  as  it  persists  the 
neuralgia  persists  also ;  if  the  causes  of  it  continue  the  '  neu- 
ralgic change '  must  gain  ground,  or  after  a  temporary  abate- 
ment may  be  set  up  again.  This  alteration  sometimes  attains 
a  certain  independence  and  may  then  persist  after  its  cause 
has  ceased  (habitual  neuralgia).  Moreover  it  may  apparently 
establish  itself  in  various  parts  of  the  sensory  fibres,  in  the 
peripheral  as  well  as  in  the  central  tracts ;  at  all  events 
there  is  nothing  to  prove  that  it  is  always  found  in  a  certain 
spot  (e.g.  in  the  posterior  spinal  roots  or  in  the  ganghon  cells 
of  the  grey  posterior  columns,  as  many  authors  will  have  it). 
We  are  quite  ignorant  of  what  constitutes  this  '  neuralgic 
change,'  but  it  is  very  unlikely  that  hypersemia  or  a  slight 
neuritis  is  always  and  under  all  circumstances  at  the  bottom  of 
the  alteration. 

It  is  not  my  task  here  to  enter  more  particularly  into  the 
symptomatology  of  neuralgias;  I  will  only  point  out  briefly 
that  it  is  of  importance  for  electrotherapeutists  to  inform 
themselves  accurately  as  to  the  nerve  trunk  the  neuralgia 
affects,  if  possible  also  as  to  its  exact  position  in  the  distribu- 
tion of  fibres,  and  as  to  the  probable  grosser  causes.  They 
must  diligently  search  for  the  presence  of  Valleix's  pressure 
points.  In  many  cases  it  is  also  advisable  to  search  for  other 
pressure  points,  especially  in  the  neighbourhood  of  the  spinal 
column  (apophysis  points  of  Trousseau). 

Electrical  examination  has  not  as  yet  acquired  any  im- 
portance in  neuralgia,  nor  has  it  been  conducive  to  the  recogni- 
tion of  the  finer  molecular  changes  in  the  sensory  nerves, 
perhaps  because  it  has  not  been  yet  pushed  far  enough.  The 
insufficient  investigation  of  the  sensory  trunks  generally  (p.  225 
et  seq.)  makes  itself  felt  in  this  department,  and  for  a  long 
time  nothing  has  been  accurately  known  of  the  changes  in  the 
law  of  sensory  reaction  or  of  any  increase  and  diminution  of 
the  electric  irritability  in  neuralgic  nerve  trunks.  All  that 
has  as  yet  been  found  out  by  electrical  examination  is  limited 
to  certain  questions  which  can  be  settled  by  other  methods  of 
investigation,  such  as  the  demonstration  of  hypera^sthesia  or 
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anfesthesia  in  the  neuralgic  cutaneous  region,  of  painful  points 
in  the  nerve  trunk  or  its  branches,  or,  finally,  of  galvanic  pain- 
ful points  in  the  vertebral  column  (Moritz  Meyer,  Brenner), 
things  which  are  not  exactly  unimportant,  but  which  are  of 
very  little  service  for  the  pathology  of  neuralgias. 

According  to  these  introductory  considerations,  then,  the 
first  electrotherapeutic  task  with  respect  to  neuralgias  is  the 
removal  of  the  abnormal  nutritive  and  irritative  conditions  in 
the  nerve— the  removal  of  the  '  neuralgic  change.'  But  even 
when  this  is  effected — and  the  electric  current  appears  to  accom- 
plish it  with  some  degree  of  certainty  in  many  cases — it  will  not 
in  all  cases  sufiice  for  the  permanent  cure  of  the  neuralgia ;  if 
its  causes  continue  the  neuralgia  will  always  return.  We  have, 
therefore,  a  second  and  often  a  much  more  important  and 
difiicult  task — that  is,  the  removal  of  the  causes  of  the  neuralgic 
change. 

After  what  we  have  had  the  occasion  of  repeating  more  than 
once  you  will  have  no  doubt  as  to  the  fact  that  the  electric  current 
can  easily  fulfil  both  these  tasks  under  suitable  circumstances  ; 
and  I  may,  therefore,  confine  myself  to  a  short  indication  of 
those  actions  of  the  current  from  which  we  may  expect,  with 
more  or  less  reason,  a  favourable  influence  on  the  neuralgia. 

As  the  clinical  symptoms  compel  us  to  assume  that  the 
changes  in  the  nutrition  and  in  the  molecular  relations  of  the 
neuralgic  nerves  is  very  slight— for  there  can  be  no  serious 
nutritive  disturbances  in  a  nerve  whose  function  is  perfectly 
normal  between  the  paroxysms  of  pain— and  as  we  must 
consider  these  changes  as  being  in  most  cases  accompanied  by 
an  increase  of  the  irritability,  the  modifying  action  of  the 
electric  current  is  to  be  first  resorted  to  ;  by  which  is  meant 
the  diminution  of  the  irritability,  the  production  of  anelectro- 
tonus,  the  so  called  soothing  (antineuralgic)  action. 

In  the  same  direction,  however,  for  the  removal  of  more 
minute  nutritive  disturbances  the  katalytic  actions  in  the 
wider  sense  of  the  word  may  be  employed  ;  and  these  have  a 
decided  influence  also  in  a  whole  series  of  causes  of  neuralo-ia 
—hypersemia,  neuritis,  degeneration,  and  various  diseases  of  the 
brain  and  spinal  cord.  Hence  in  neuralgia  also  the  most 
extensive  field  is  probably  occupied  by  these  katalytic  actions 
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Finally,  the  stimulating  actions  may  also  be  resorted  to, 
and  in  such  a  way  as  to  produce  very  strong  sensory  excitation, 
which,  as  the  so  called  counter-irritation,  is  very  extensively 
employed  in  neuralgias  and  other  painful  affections.  However 
vague  this  conception  may  be  it  still  remains  firmly  settled  by 
experience  that  abnormal  sensory  irritative  conditions  may  be  re- 
lieved, temporarily  or  permanently,  by  strong  sensory  excitation 
either  in  the  same  or  in  symmetrical  or  distant  nerve  tracts, 
whether  it  be  by  molecular  inversion,  by  over-stimulation  and 
exhaustion,  or  by  central  limitation  (perhaps  by  means  of  ^reflex 
circulatory  changes  and  the  like).    We  do  not  yet  know  any- 
thing more  certain  concerning  it ;  but  in  any  case  the  electric 
current  is  one  of  the  surest  and  most  energetic,  as  well  as  a 
perfectly  harmless  means  of  producing  a  strong  counter-irrita- 
tion. ,       -L-  -L 

Whether  these  are  the  only  actions  of  the  current  which 
are  useful  for  neuralgia  or  not,  whether  or  not  other  influences, 
as  yet  unknown  to  us,  may  also  play  their  part,  so  much  is 
certain,  that  literature,  as  well  as  the  personal  experience  of 
every  electrotherapeutist,  furnishes  numerous  examples  of  the 
excellent  results  of  this  treatment  in  neuralgia,  though  _o 
course  accompanied  by  a  certain  number  of  failures.  I  will 
cite  briefly  a  few  examples,  in  order  to  show  you  the  different 
methods  of  attaining  good  results. 

89  Observation  by  Weise  {Hitzicj).  Nmralgia  SupraorUtalis 
De.tra  Typica.-M  the  end  of  December  1866,  following  a  common 
fold  an  attack  of  supraorbital  neuralgia,  which  took  on  a  typical 
character  and  returned  in  daily,  very  violent  paroxysms  of  pam,  ending 
with  T^ersoiration.  Quinine  and  arsenic  useless.  On  January  I  , 
r  67  ^1^2  t— ^  :  A  on  the  supraorbital  foramen  K  on  the 
i  ck  sTabZ  8  elements,  for  3  minutes.  Considerable  relief  at  once ; 
necJi,  staoue,  ^  neuralgia  after  the  termmation  of  the 

r  uninfluenced  by  quinine,  and  also  again  cured  by  a  sn.glc 

90.  1  "SOiMi  Characteristic  locabsation 

Typioa..-^  'f  ■;,    °„  ,,i,io,y  of  malu-ia.    Sovo.-e  pin 

iu  the  supraortatahs;      f  ;  ^  tu,,.  an  intev„,ission 
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1882.   Galvanic  treatment  with  A  stabile;  3  days  free  from  attacks. 

On  February  20  pains  again,  second  application ;  pain  again  disap- 
peared, only  returning  in  slight  twinges.  Permanent  cure  from  2 
more  sittings. 

91.  Personal  Observation.  Neuralgia  of  Third  Branch  of  Right 
Trigeminus.— A  woman,  aged  40.  Had  a  similar  affection  on  the  left 
side  10  years  ago,  which  lasted  for  one  year.  For  2  months  pain  in 
the  i-egion  of  the  right  inframaxillary  and  auriculo-temporal  nerves, 
coming  on  with  great  severity  especially  towards  evening  and  in  the 
night.  Tenderness  on  pressure  on  the  mental  foramen  and  in  front 
of  the  ear.  February  16,  1866.  Galvanic  treatment,  descending 
current  stabile  through  the  amiculo-temporal  nerve  and  along  the 
lower  jaw  for  2  or  3  minutes  in  each  case.  During  the  night  followincr 
no  pam  for  the  first  time  for  many  weeks.  Five  more  similar  appHca*^ 
tions  resulted  in  permanent  cure. 

92.  Personal  Observation.  Neuralgia  Nervi  Trig emini  Dextrii Tic 
Douloureux).— A  peasant  woman,  aged  47.   Suffered  for  4  years  from 
an  increasingly  severe  nem-algia  of  the  face,  principaUy  confined  to 
the  infraorbital  nerve,  affecting  the  cheek  bone,  the  upper  iaw  the 
nose,  and  the  upper  teeth,  but  during  the  height  of  the  paroxisms 
spreadmg  also  to  the  lower  jaw  and  the  under  teeth.  Severe  convulsive 
twitching  of  the  angle  of  the  mouth  with  each  attack.    Very  typical 
case,  without  any  other  symptoms  at  all.    Cause  unknown  ■  no  dis 
tmct  pam  on  pressure.    Galvanic  treatment :  A  stabile  to  the  upper 
and  lower  jaw  and  in  front  of  the  ear  for  3  or  4  minutes,  the  current 
being  increased  and  diminished;  after  5  sittings  no  sign  of  improve- 
ment    Then  8  elements  from  the  forehead  to  the  nape  of  the  neck 
stabile,  galvanisation  of  the  sympathetic,  and  A  stabile  in  front  of  the 
ear;  no  improvement  after  3  sittings.  Thereupon  faradisation  trans- 
versely through  the  head,  K  on  the  right,  with  increasing  current 

mprovement  set  m  immediately,  making  great  progress  in  the  next 
U  days;  comp  ete  rest  during  the  night,  disappearance  of  the  reflex 

witcbngs  and  only  rare  and  slight  paroxysms  during  the  day 
Treatment  obliged  to  be  broken  off. 

93.  Observation  by  Moritz  Meyer.  Neuralgia  Nervi  Trinemini  ~ 
A  lady  aged  35.  Suffered  for  about  3  months  f^om  severe  neC^l  of 

he  left  tngeminus,  principally  in  the  third  division,  severe  attacks 

ve  or  SIX  i.mes  a  day.    Quinine,  arsenic,  veratria  ointment  ii  it 
..radic  brushing  of  the  nape  of  the  neck  (with  the  electric  m  v  )' 
caused  first  a  considerable  increase  of  the  pain  for  half  a  tu 
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94.  Observation  by  Wiesner.  Neuralgia  Nervi  Trigemini  (Tic 
Douloureux). — A  forester,  aged  64.  Suffered  for  4  years  from  left 
trigemin\is  neuralgia  (cheek  bone  and  depths  of  the  skull) ;  vai-ious 
operations  brought  only  temporary  relief ;  attacks  at  last  of  frightful 
severity  20  or  30  times  a  day;  5  decigrammes  (7^  grs.)  of  morphia 
taken  daily.  Galvanic  treatment,  the  specially  painful  spots  being 
placed  between  the  sponge  electrodes,  twice  a  day  for  5  minutes.  Im- 
provement after  2  days ;  progress  slow.  After  2  months  no  more 
attacks ;  patient  discharged  as  cured  for  the  present. 

95.  Observation  hy  Moritz  Meyer.  Neuralgia  Occipitalis  Dextra. — 
An  officer,  aged  32,  suffering  for  2  months  (as  several  times  before) 
from  severe  pains  in  the  right  occiput  and  nape  of  the  neck,  showing 
themselves  to  be  occasioned  by  occipital  neuralgia.  Energetic  faradic 
brushing  to  the  neck  ;  immediate  cessation  of  pain ;  complete  recovery 
after  2  more  sittings. 

96.  Personal  Observation.  Neuralgia  of  Median  Nerve. — A 
■woman,  aged  28,  suflfering  for  6  weeks  from  severe  neuralgic  weakness 
in  the  region  of  the  right  median  nerve,  from  the  elbow  to  the  fingers. 
Nocturnal  exacerbation  of  the  pain.  Galvanic  treatment,  descending 
stabile  through  the  median  nerve  for  3  or  4  minutes.  Much  less  pain 
during  the  following  night.    Cure  after  the  second  application. 

97.  Personal  Observrotion.  Neuralgia  of  Musculo-S^nral— A  girl, 
aged  8.  Had  suffered  for  9  weeks  from  severe  pain  and  great  hyper- 
esthesia of  the  right  thumb,  the  pain  extending  along  the  radial 
margin  of  the  thumb  and  forearm  over  the  external  surface  of  the 
elbow  up  to  the  shoulder ;  pain  on  pressure  very  distinct  in  several 
places.  The  thumb  itself  acutely  painful  on  the  slightest  touch  ; 
complete  inability  to  use  the  hand  ;  no  swelling,  inflammation,  or  the 
like  Galvanic  treatment  :  8  to  12  elements  descending  and  stabile 
from  the  radial  nerve  in  the  upper  arm  to  the  thumb  and  wrist,  8 
elements  with  A  stabile  on  the  plexus.  After  2  sittings  decided 
improvement;  after  7  sittings  complete  cure;  tenderness  of  the 
thumb  completely  disappeared,  hand  again  useful.^ 

98  Observation  by  Seeligmuller.  Neurj^lgia  of  Left  Musculo- 
cutaneous Nerve.- A  woman,  aged  43.  Suffering  for  8  years 
with  neuralgic  wealaiess  in  the  left  arm,  occurring  with  greater  or 
less  intensity  Examination  showed  that  it  depended  on  neuralgia, 
confined  to  the  musculo-cutaneous  nerve  of  the  arm.  Tenderness  on 
pressure  near  the  spinal  column.  Galvanic  treatment:  K  on  the 
tender  spots,  A  on  the  nerve  in  the  upper  arm,  stabile  for  6  or  10 
minutes,  the  current  being  increased  and  diminished.  After  the  first 
setting  24  hours'  freedom  from  pain  for  the  first  time  for  8  years. 
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After  a  few  more  sittings,  interrupted  for  a  few  weeks  by  an  attack 
of  facial  erysipelas,  patient  could  go  home  cured. 

99.  Personal  Observation.  Intercostal  Neuralgia.  Herpes  Zoster. 
— A  girl  aged  15.  Zoster  intercostalis  for  4  days,  corresponding 
to  the  intercostal  nerves  from  the  fourth  to  the  seventh,  from  the 
back  to  the  mamma,  and  on  the  extensor  surface  of  the  upper  arm, 
with  neuralgic  pains  in  the  same  region.  These  pains  continued  14 
days,  in  spite  of  indifferent  treatment  at  first,  afterwards  morphia. 
Galvanic  treatment ;  pains  completely  cured  in  5  days.  Treatment 
discontinued  ;  pains  returned  in  5  days.  Galvanic  treatment  resumed, 
resulting  in  cure  after  10  days. 

100.  Personal  Observation.  Intercostal  Neuralgia.  Mastodynia. 
—A  servant  girl,  aged  26,  suffering  for  about  8  or  9  months  from 
stabbing  pains  in  the  breasts,  accompanied  by  secretion  of  milk. 
Pains  sometimes  very  severe,  with  strong  remissions,  coming  on  in 
frequent  attacks,  radiating  to  the  back  and  the  internal  surface  of  the 
upper  arm.  Tenderness  in  most  of  the  dorsal  spinous  processes. 
Anaemia.  Galvanic  treatment:  A  on  the  dorsal  vertebrce,  K  on 
the  sternum,  14  to  20  elements,  stabile,  diminishing  gradually  to 
nothing.  After  a  few  days  decided  improvement,  but  no  further 
progress.  Thereupon  faradic  treatment  (strong  currents  with  large 
moist  electrodes)  was  instituted;  decided  improvement,  the  affec- 
tion being  reduced  to  two  mild  attacks  in  the  day.  Complete  cm^e  not 
attained. 

101.  Personal  Observation.  Sciatic  Neuralgia.— A  man,  aged 
23.  Neui-algic  pains  for  5  days,  from  chill,  in  both  legs,  from 
the  hips  to  the  feet.  Exacerbations  during  the  night,  preventin^r 
sleep.  Parffisthesiae  of  the  feet.  Galvanic  treatment :  Descending 
by  6  inches  at  a  time  along  the  course  of  the  sciatic  nerves,  with  some 
interruptions.  Pain  less,  sleep  good,  and  leg  tolerably  free  from  pain. 
After  the  second  application  no  pain  at  night.  Cure  after  the  fourth 
application. 

102.  Personal  Observation.  Sciatic  Neuralgia.— A  man,  aged 
55.  Suffering  for  3  months  from  left  sciatica.  Characteristic  localisa- 
tion of  the  pain,  with  tender  points  on  pressure;  severe  paroxysms 
especially  m  the  night;  sleep  much  disturbed;  left  leg  somewhat 
emaciated,  walking  much  embarrassed.  Subcutaneous  injections  of 
morphia  useless.  Galvanic  treatment:  Descending  stabile  through 
the  nerves,  fimshing  up  with  some  interruptions  of  the  current 
Considerable  improvement  eveu  after  the  first  application  which 
progressed  irom  day  to  day,  so  that  patient  was  discharged  cui-ed 
alter  9  sittings. 
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103.  Observation  by  Moritz  Meyer.  Sciatic  Neuralxjia. — A 
merchant,  aged  44.  Suffering  for  6  months  from  riglit  sciatica,  in 
consequence  of  a  railway  accident.  Very  severe  pain.  Spot  over  the 
sciatic  foramen  painful  on  pressure.  Faradic  brushing  in  this  region  ; 
immediate  disappearance  of  the  pain,  which  returned  slightly  on  the 
following  day.    Cured  after  2  more  sittings. 

104.  Observation  by  Brenner.  Sciatic  Neuralgia. — The  patient, 
a  steward,  suffered  for  4  months  from  excessively  severe  sciatica, 
obliging  him  at  first  to  remain  in  bed  for  a  month.  Peripheral 
electric  treatment  relieved  the  pains  in  the  lower  part  of  the  leg,  but 
not  in  the  upper  part  of  the  sciatic  nerve  nor  in  the  ilio-hypogastric 
nerve.  Examination  showed  intolerable  pain  on  being  touched  with 
the  kathode  in  the  lumbar  and  sacral  vertebrae,  which  were  not 
painful  on  pressure.  Treatment  with  the  anode  on  these  situations 
was  followed  by  immediate  relief,  and  after  8  further  applications  the 
patient  was  nearly  free  from  neuralgic  pains,  the  galvanic  painful 
points  having  disappeared. 

105.  Self-Observation  by  Brenner.  Neuralgic  Pains  in  the  Foot, 
in  consequence  of  Articidar  Rheumatism. — In  consequence  of  acute 
rheumatic  polyarthritis,  affecting  both  anlde  joints,  Brenner  suffered 
from  severe  paroxysmal  pains,  radiating  into  the  feet,  which  resisted 
all  remedies  and  made  sleep  almost  impossible  for  3  weeks,  A  single 
application  of  a  moderately  strong  faradic  current,  conducted  through 
the  ankles  by  means  of  broad,  moist  electrodes,  reUeved  the  raging 
pain  at  once  and  permanently. 

Compare  also  Obs.  25,  26,  29,  and  31  (neuralgias  in  tabes); 
Obs.  44,  46,  and  48  (neuralgias  of  the  trigeminus  and  occipital) ; 
Obs.  36,  42,  43,  and  47  (neuralgias  of  the  ujiper  extremity),  and 
Obs.  45  (sciatica). 

From  these  observations  it  may  be  gathered  with  certainty 
that  many  nem-algias  are  cured  in  a  surprisingly  rapid  manner 
by  means  of  the  electric  current,  and  that  this  is  possible  with  |  \ 
very  various  methods  ;  but  a  superiority  of  one  method  of 
appUcation  over  another  is  by  no  means  to  be  inferred  from 
them,  and  is  certainly  not  to  be  deduced  from  the  assertions  of 
those  who  have  cultivated  the  one  or  the  other  method  more  or 
less  exclusively.  In  some  cases  it  appears,  indeed,  as  if,  when  i  f 
one  method  has  failed,  another  might  be  successful ;  but  that 
is  by  no  means  frequent,  and  I  have  very  often  received  the 
impression  that  those  forms  of  disease  which  yield  to  the 
electric  treatment  at  all  arc  beneHcially  influenced  by  every 
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kind  of  current  and  by  every  method  of  application  which  is  not 
entirely  irrational. 

In  determining  the  electrotherapeutic  methods  for  neu- 
ralgia you  have  to  regard  the  removal  of  the  causal  affection 
as  the  first  duty  in  many  cases.  On  this  point  I  have  hardly  any- 
thing to  add  here  to  what  I  have  said  in  former  lectures  (Lec- 
tures XVI.  to  XXI.)  In  the  first  place  we  have  to  do  with  the 
electric  treatment  of  those  diseases  of  the  brain,  the  spinal  cord, 
and  the  peripheral  nerves,  which  occasion  the  neuralgias  or  the 
neuralgiform  pains.  This  is  carried  out  exactly  according  to 
the  rules  and  methods  which  have  already  been  given  you,  and 
it  is  what  has  first  to  be  attended  'to  in  the  so  called  sympto- 
matic neuralgias  (in  tabes,  meningitis,  neuritis,  &c.)  As  a  rule 
we  shall  have  to  have  recourse  to  a  suitable  employment  of  the 
galvanic  currents,  or  more  rarely  to  make  use  of  the  faradic 
current  for  its  reflex  action  on  the  skin. 

But,  as  not  a  few  neuralgias  develope  on  the  soil  of  general 
neuroses  (hysteria,  neurasthenia,  spinal  irritation,  diabetes,  &c.), 
or  on  that  of  general  constitutional  anomalies  (anaemia, 
chlorosis,  cache xite  of  all  kinds,  &c.),  electrical  treatment — not 
to  speak  of  other  remedies,  which  are  not  to  be  considered  here 
— may  occasionally  be  of  service  in  these  diseases  also,  and  here 
the  'general  faradisation,'  which  was  much  recommended  by 
Beard  and  Eockwell  for  this  kind  of  neuralgia,  as  well  as  the 
'general'  and  'central  galvanisation,'  may  be  employed. 
Neftel  specially  recommends  galvanisation  of  the  brain  and  in 
many  cases  very  energetic  galvanisation  of  the  cervical  sympa- 
thetic.   I  will  return  to  this  in  subsequent  lectures. 

But  the  principal  thing  which  has  to  be  done  under  all 
circumstances  in  idiopathic  and  symptomatic  neuralgias,  and 
which  may  be  tried  even  in  incurable  affections  and  be  of  use 
as  a  palliative  in  them,  is  the  removal  of  the  diseased  condition 
in  the  sensory  nerve  itself— the  removal  of  the  'neuralgic 
change,'  i.e.  the  attainment  of  the  soothing,  antineuralgic 
action  of  the  electric  current.  This  may  be  done  either  directly 
or  indirectly. 

The  first,  the  direct  vfny,  naturally  lies  nearest;  we  take  it 
first,  therefore,  as  a  rule,  and  we  may  make  use  either  of  the 
galvanic  or  of  the  faradic  current.    The  aim  must  always  be  to 
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diminish  the  irritability,  and  to  act  in  a  modifying  manner  on 
the  nutritive  relations  of  the  sensory  nerves,  in  a  certain  sense 
in  a  katalytic  manner.  For  this  puqDose  the  stabile  action  of 
the  galvanic  current  is  to  be  tried  before  everything  else,  and 
you  will  first  employ  the  stabile  action  of  the  anode  on  the 
diseased  part,  on  account  of  its  notoriously  soothing  anelectro- 
tonic  action.  The  anode  is  to  be  applied  to  the  diseased  spot 
itself,  or  at  all  events  as  extensively  as  possible  to  the  painful 
nerve  trunk,  and  subsequently  to  the  several  painful  and  tender 
points.  Von  Ziemssen  recommends  for  this  very  large  plates 
(<  giant  electrodes  '),  which  should,  wherever  possible,  cover  the 
entire  region  of  the  diseased  nerve.  A  moderately  strong 
application,  gradually  increasing  in  intensity  and  somewhat 
prolonged,  should  properly  be  made  ;  all  stronger  excitation,  and 
especially  every  interruption  of  the  crurent,  is  to  be  carefully 
avoided,  and  in  many  cases  it  is  necessary  for  the  result  to 
remove  the  current  gradually  at  the  end  of  the  period  of  the 
anode,  in  order  to  prevent  the  shock  of  opening  and  the  .con- 
sequent positive  modification  of  the  irritability.  This  is  easily 
managed  by  the  slow  diminution  of  the  number  of  elements 
or  by  means  of  a  suitable  rheostat.  The  position  of  the 
kathode  may  be  an  entirely  indifi"erent  one,  and  it  is  in  any 
case  so  to  be  chosen  that  the  anode,  according  to  the  laws  of 
current  diffusion,  may  have  as  intense  and  widespread  an 
influence  as  possible.  The  kathode  may  also  be  applied  at  the 
same  time  to  the  special  painful  points,  or,  according  to  Neftel, 
in  many  cases  (especially  in  hysterical  neuralgia)  to  the  part  on 
the  other  side  of  the  body  symmetrical  to  that  occupied  by  the 
anode  (symmetrical  polar  method).  This  procedure  does  not 
always  lead  to  the  desired  result,  and  then  an  attempt  with  the 
stabile  action  of  the  kathode  is  by  no  means  excluded.  It  is 
possible  indeed  that  the  katalytic  action  of  this  pole  may  have 
a  more  favourable  influence  on  the  '  neuralgic  change  '  and  so 
act  cui-atively ;  in  any  case  manifold  experience  teaches  that 
the  influence  of  the  kathode  on  the  painful  spots  may  have  a 
beneficial  antineuralgic  eiiect  (even  if  the  anode  is  not  placed 
directly  on  the  nerve  trunk).  I  have  myself  seen  the  lancinat- 
ing pains  of  tabes,  esijecially  if  they  were  associated  with 
circumscript  hyperaesthesia  of  the  skin,  disappear  in  a  magical 
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manner  by  the  application  of  the  kathode  on  these  cutaneous 
spots,  the  anode  being  on  the  spinal  column.' 

As  we  have  frequently  to  influence  great  tracts  of  nerve — as, 
for  example,  the  nerves  of  the  extremities — "we  may  apply  both 
poles  to  the  nerve  and  allow  the  current  to  pass  either  in  an 
ascending  or  a  descending  direction  ;  the  descending  current  is 
generally  preferred  for  this  purpose,  and  is  considered  to  have  a 
greater  '  soothing '  influence,  whether  justly  or  not  it  is 
hardly  possible  to  say.    Probably  it  dej)ends  on  the  fact  that 
the  anode  is  placed  upon  the  central  portion  of  the  nerve ;  the 
stabile  application  is   here   again   indicated,  together  with 
the  prevention  of  unnecessary  irritation.    The  anode  will  be 
placed  as  centrally  as  possible  on  the  nerve  trunk,  or  on  the 
sj)ine,  and  the  kathode  on  a  more  peripheral  position,  especially 
on  the  several  painful  spots.    In  very  long  nerves,  such  as  the 
sciatic,  a  succession  of  several  of  such  applications  may  be  made, 
one  after  the  other,  from  the  centre  towards  the  periphery,  the 
electrode  being  about  20  to  25  centimetres  apart.    In  the  case 
of  neuralgias  of  mixed  nerves,  with  stiffness,  weakness,  and  pain 
on  movement,  it  may  be  useful,  according  to  Eemak's  custom, 
to  excite  muscular  contractions  by  means  of  a  few  closures  of 
the  current  at  the  end  of  the  sitting ;  this  generally  removes 
these  complications. 

Another  method  which  works  in  the  same  direction  is  the 
contimcous  action  of  iveah  galvanic  currents  (vide  p.  284), 
which  has  been  recommended  on  many  sides.  I  have  not  much 
personal  experience  of  it,  but  I  believe  the  procedure  to  be 
worthy  of  occasional  trial,  especially  for  very  irritable  indivi- 
duals with  fugitive  or  frequently  recurring  neuralgias,  parti- 
cularly, therefore,  ia  spinal  irritation  and  hysteria.  In  the 
choice  of  the  site  of  application  it  must  not  be  forgotten  that 
in  the  simple  galvanic  elements  the  zinc  plate  is  the  anode. 

Thejpassage  of  a  moderately  strong  faradic  current  through 
the  diseased  nerve  (by  means  of  moist  electrodes)  serves  the  same 
purpose;  it  is  difficult  to  say  how  this  acts,  but  the  fact  of  its 
efficacy  is  indubitable.    It  is  best  to  begin  at  first  with  mode- 

'  Neftel  Las  successfully  treated  very  obstinate  neuralgias  with  stationary 
painful  spots  (neuroma  7)  by  means  of  electrolytic  action  (K  needle  ou  the 
pamful  spot). 
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rately  strong  currents,  which  will  be  passed  through  the  nerves 
in  a  regular  manner  for  from  3  to  10  minutes  ;  this  causes  great 
relief  at  first  and  cure  on  frequent  repetition.  If  this  fails  a 
stronger  current  is  to  be  employed,  and  if  necessary  the  so 
called  '  swelling '  current. 

Eesults  may  be  attained  in  neuralgia  indirectly  also  in  a 
number  of  different  ways,  and  first  by  setting  up  a  severe 
counter -irriiation  by  means  of  the  faradic  brush.  This 
method,  specially  developed  by  Duchenne  and  Moritz  Meyer, 
and  often  employed  with  brilliant  results,  although  not  very 
agreeable  to  the  patients  on  account  of  its  pain,  consists  in 
stimulating  the  skin  very  energetically  by  means  of  the  electric 
brush  (faradic  or  galvanic).    According  to  Duchenne  the  skin 
in  the  neighbourhood  of  the  painful  spot,  or  beyond  it  if  this 
be  not  sufficiently  sensitive,  should  at  the  same  time  be  brushed 
in  the  usual  manner  ;  but  Meyer  has  seen  this  method  answer 
only  if  anaesthesia  of  the  skin  exists  simultaneously  with  the 
neuralgia,  and  he  has  found  it  to  be  still  more  efficacious  to 
employ  the  so  called  electric  moxa  (fixing  of  the  faradic  brush 
on  a  particular  part  of  the  skin,  or,  still  more  intense,  the 
passage  of  sparks  from  the  brush  held  one  millimetre  away 
from  the  skin)  on  the  most  painful  spot  in  the  nerve,  or  over 
its  point  of  exit  from  the  central  organ  ;  this  application  lasts 
from  a  few  seconds  to  one  minute.    If  this  does  not  lead  to  the 
desired  result  soon  (after  2  to  5  sittings)  we  may  try  the 
application  of  this  powerful  counter-irritation  to  symmetrical 
points  on  the  sound  side  of  the  body,  or  in  the  region  of 
neighbouring  cutaneous  nerves,  or  even  on  distant  parts  of 
the  skin  (the  great  toe,  nostrils,  nipples,  neck,  &c.)    But  a 
very  strong  and  very  painful  stimulation  is  always  necessary 
for  this. 

A  case  communicated  by  Wiesner  shows  that  the  galvanic 
brush  (K),  which  is  perhaps  still  more  painful,  is  also  useful  in 
the  same  way.  An  older  colleague  of  my  acquaintance  ciu-ed 
a  very  severe  supraorbitral  neuralgia  of  many  years'  standing 
by  the  application  of  the  galvanic  brush  to  the  forehead,  but 
he  modified  somewhat  the  disagreeableness  of  the  procedure  by 
(he  interposition  of  moist  blotting-paper.  Seeger  employed  a 
similar  method  in  sciatica.    He  touched  large  surfaces  of  skin 
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over  the  diseased  nerve  with  the  kathodic  brush  until  redness 
and  wheals  were  produced,  and  then  made  use  of  these  places, 
which  were  rendered  more  accessible  to  the  current,  to  lay 
moist  blotting-paper  over  them  and  pass  the  current  through 
them  by  means  of  ordinary  electrodes. 

The  gcdvanic  treatment  of  painful  spots  on  the  spine  and 
the  like  may  be  regarded  as  an  indirect  treatment  of  neuralgia. 
Moritz  Meyer,  Seeger,  and  Brenner  have  directed  their  atten- 
tion to  this,  and  have  found  it  very  useful  in  many  severe  neu- 
ralgias (brachial  and  intercostal  neuralgias,  sciatica,  &c.)  The 
method  consists  in  the  stabile  action  of  the  anode  of  a  mode- 
rately strong  current. 

Greneral  rules,  and  more  especially,  of  course,  the  peculiari- 
ties of  the  special  case,  must  determine  the  intensity  and 
duration  of  all  these  different  methods  of  treatment.  It  is 
advisable,  under  all  circumstances,  to  begin  with  weak  currents 
and  short  sittings,  to  avoid  all  unnecessary  irritation,  sudden 
closing  and  opening  of  the  current,  and  the  like,  and  to 
increase  the  intensity  and  duration  and  remove  the  current 
very  gradually.  More  than  3  to  5  minutes  of  a  galvanic 
and  5  to  10  minutes  of  a  faradic  action  is  hardly  necessary  ; 
sometimes  several  sittings  on  the  same  day  prove  useful.  Von 
Ziemssen  recommends  the  current  to  be  applied  as  often  as 
there  is  an  exacerbation  of  pain,  which  must  of  course  be 
attended  to  by  the  patient  at  home. 

With  regard  to  the  general  plan  of  treatment,  it  is  better  to 
begin  at  first  with  the  milder  procedures,  especially  if  we  have 
to  do  with  unknown  and  perhaps  very  sensitive  individuals.  At 
first,  then,  besides  the  causal  treatment  which  may  be  necessary, 
let  us  employ  the  stabile  action  of  the  anode,  or  weak  descend- 
ing galvanic  currents,  and  subsequently  weak  faradic  currents, 
which,  in  particularly  sensitive  individuals,  may  be  applied  by 
means  of  the  '  electric  hand.'  Only  when  these  are  ineffectual 
should  we  employ  stronger  currents,  the  faradic  brush,  or  the 
moxa. 

The  results  of  these  different  kinds  of  treatment  are  fre- 
quently very  brilliant,  and  we  may  say  in  general  that  neu- 
ralgias of  the  most  varying  kinds  and  in  every  situation  are 
among  the  most  gratifying  subjects  for  electrotherapeutics.  In 
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almost  every  case  a  momentary  result  at  least  will  be  obtained  ; 
the  patients  experience  relief  during  the  passage  of  the  current, 
and  after  the  conclusion  of  the  application  the  pain  has 
either  entirely  disappeared  or  is  considerably  lessened.  But 
that  is  not  always  the  case,  for  there  are  forms  in  which  not 
even  a  momentary  relief  is  obtained,  the  pains  continuing  to 
rage  with  unabated  violence  and  even  increasing  with  the 
application  of  the  current ;  it  is  seldom  that  such  an  increase 
of  the  affection  is  followed  by  a  lasting  relief  (Obs.  93).  In 
such  cases,  therefore,  the  treatment  need  not  be  continued 
for  long. 

In  favourable  cases  this  momentary  improvement  may  con- 
tinue, the  disease  being  cured  by  one  or  two  applications ;  or  the 
pain  may  return  again  after  a  shorter  or  longer  period,  even  if 
with  diminished  intensity,  each  sitting  causing  an  improvement, 
until  at  last,  sooner  or  later,  sometimes  after  a  few,  sometimes 
only  after  many  sittings,  a  cure  is  effected ;  in  such  cases  you 
must  not  let  yourself  be  discouraged  by  the  trouble  of  a  long- 
continued  or  a  frequently  repeated  treatment.  In  unfavourable 
cases,  however,  we  have  only  momentary  improvement ;  the 
patient  makes  no  real  advance,  and  the  neuralgia  remains 
uncured.  The  reason  of  this  generally  Hes  in  the  nature  and 
incurability  of  the  fundamental  lesion  itself ;  but  we  are  not 
always  in  a  position  to  diagnose  this  correctly,  and  apparently 
favourable  idiopathic  neuralgias  may  present  unexpected  resist- 
ance to  the  electric  treatment. 

It  is  not  easy  to  say  beforehand  whether  a  neuralgia  is 
curable  by  electricity  or  whether  it  can  with  certainty  be  cured 
at  all.  With  regard  to  this  our  diagnosis  is  often  much  too 
uncertain  ;  but  experience  teaches  that  relatively  favoui-able 
prospects  are  present  in  purely  idiopathic  neuralgias,  in  the 
rheumatic  and  neuritic  forms,  in  those  caused  by  antemia, 
neurasthenia,  and  hysteria,  and  perhaps  also  in  many  organic 
neuralgias.  The  neuralgias  which  are  mostly  symptomatic, 
on  the  contrary,  are  unfavourable,  and  yield  at  most  only 
palliative  results,  as,  for  example,  in  cerebral  and  spinal  affec- 
tions, in  severe  peripheral  nerve  lesions,  in  very  long-standmg 
hysteria  and  neurasthenia,  and  especially  in  the  severe  facial 
neuralgias  which  are  regarded  as  true  tic  douloureux.    In  such 
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cases  you  may  certainly  make  a  trial  with  the  electrical  current, 
but  you  must  not  promise  either  yourself  or  the  patients  too 
much  from  its  application. 


LECTUEE  XXVII. 

Various  Forms  of  Neuralgia — 1,  Neuralgia  of  the  Trigeminus  —  Practical 
Remarks  on  the  Various  Methods  of  Treatment  —  2,  Cervico-occipital 
Neuralgia — 3,  Cephalalgia  and  Migraine — Diiierent  Methods  of  Treat- 
ment— 4,  Cervico-brachial  Neuralgia — 5,  Intercostal  Neuralgia — 6,  Neu- 
ralgia of  the  Lumbar  Plexus — 7,  Sciatica — Various  Methods  of  Galvanic 
and  Faradic  Treatment— Neuralgia  of  the  TTrinary  and  Genital  Organs 
— Coccygodynia — 8,  Neuralgia  of  the  Joints  —  9,  Visceral  Neuralgia  — 
Neuralgia  of  the  Fauces  and  Larynx  —  Angina  Pectoris  —  Gastralgia 
— Enteralgia  —  Lead  Colic  —  Neuralgia  in  the  Region  of  the  Pelvic 
Nerves. 

After  the  full  details  which  have  already  been  given  of  the 
electrotherapeutics  of  neuralgias  in  general  I  may  pass  at  once 
to  the  description  of  the  individual  forms,  confining  myself 
in  each  case  to  a  few  remarks  of  a  practical  nature. 

1.  Neuralgia  of  the  trigeminus  and  its  branches  presents 
very  considerable  diflBculties  to  electrical  treatment,  on  account 
of  the  deep  position  of  the  nerve  and  its  branches,  and  fre- 
quently too  on  account  of  the  severity  and  incurability  of  the 
affection  (diseases  at  the  base  of  the  skull,  aneurism  of  the 
carotid).*  A  little  consideration  shows  that  it  is  by  no  means 
easy  to  reach  by  means  of  the  electric  current  the  trunk  of  the 
nerve  (lying  deep  down  in  the  middle  cranial  fossa),  the  G-asserian 
ganglion,  and  the  three  main  divisions,  and  the  same  holds  good 
for  part  of  the  course  of  the  deep  branches  and  for  those  along 
the  floor  of  the  orbit  and  in  the  pterygo-palatine  fossa.  It 
will  not  be  easy  here  to  develope  an  energetic  polar  action, 
and  still  less  need  we  expect  a  definite  and  effectual  passage 
of  the  current  into  the  nerve.  In  order  to  attain  polar 
action  it  will  be  most  effectual  to  pass  the  current  transversely 
or  obliquely  from  the  middle  of  the  temporal  region,  imme- 
diately above  the  zygomatic  arch,  to  the  oj)posite  side,  or 
behind  the  ear  and  towards  the  opposite  side  of  the  nape  of 
the  neck  ;  but,  in  order  to  attain  a  particular  direction  in  the 
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principal  trunks,  the  passage  of  the  current  from  the  nape  of 
the  neck  to  the  different  points  of  exit  on  the  face  will  hardly 
be  sufficient.  We  must  help  ourselves  as  well  as  we  can  in 
this  matter,  and  I  believe  it  is  best,  keeping  this  aim  always 
before  our  eyes,  to  bring  the  presumably  diseased  section  of 
the  nerve  into  the  region  of  the  densest  current  waves — that  is, 
exactly  between  the  electrodes,  or  as  near  as  possible  to  one  of 
them.  In  this  respect  some  of  the  peripheral  branches  of  the 
trigeminus,  especially  the  supra-orbital,  the  auriculo-temporal, 
and  the  inferior  maxillary,  are  much  more  favourably  placed 
than  others,  and  they  may  be  easily  and  accurately  reached  by 
polar  actions,  as  well  as  traversed  by  a  descending  current. 
This  is  least  easy  in  the  case  of  the  infra-orbital,  of  which  only 
the  very  terminal  twigs  can  be  energetically  acted  upon,  and, 
as  we  know,  this  nerve  is  the  favourite  seat  of  the  severe 
'  epileptiform '  neuralgia,  the  true  tic  douloureux. 

You  will  find  it  best  to  begin  the  treatment  of  these 
neuralgias  with  the  stabile  action  of  the  anode  on  the  various 
branches  and  points  of  exit  in  the  neighbourhood  of  the  main 
trunk,  if  possible.  The  kathode  may  be  placed  on  the  sternum 
or  on  the  hand  of  the  opposite  side,  or  perhaps  on  the  nape  of 
the  neck,  posteriorly  or  laterally.  The  current  must  be  gradu- 
ally increased  and  diminished,  its  strength  being  moderate  at 
first,  afterwards  greater,  and  if  you  suspect  the  seat  of  lesion  to 
be  at  the  base  of  the  skull  you  must  pass  on  to  tolerably 
strong  currents.  0.  Berger  got  very  good  results  from  this 
method,  and  it  is  sufficient  for  most  of  the  less  severe  cases. 
If  it  is  not  effectual  you  may  try,  while  the  anode  remains  on 
the  nape  of  the  neck,  to  treat  the  several  points  of  exit  with  the 
kathode,  stabile  (the  so  called  descending  current  of  some 
writers),  or  to  send  a  descending  current  through  the  different 
peripheral  twigs,  which  is  possible  in  some  of  the  above-men- 
tioned instances,  or  you  may  make  the  same  application  with 
weak,  gradually  increasing,  or  '  swelling  '  faradic  currents,  for 
which  Bruzelius  recommends  very  long  sittings  (10  to  30 
minutes).  Finally,  there  still  remains  to  be  tried  the  faradic 
brush,  the  faradic  moxa,  and,  if  necessary,  also  the  galvanic  brush. 
This,  indeed,  can  hardly  be  employed  for  the  face,  althotigh 
I  have  tried  it  repeatedly  ;  and  it  is,  therefore,  better  to  try 
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brushing  the  nape  of  the  neck.  Moritz  Meyer  takes  two 
brushes  for  this  purpose,  one  of  which  is  placed  firmly  on  the 
neck,  whilst  the  other  is  held  about  1  millimetre  from  the  skin 
in  the  immediate  neighbourhood,  so  that  sparks  may  pass  from  it 
to  the  skin.  Faradic  brushing  of  the  helix  may  also  be  resorted 
to  for  this  purpose. 

But  you  will  often  meet  with  cases  in  which  all  these 
methods  of  treatment  fail,  and  the  true  tics  especially  will 
drive  the  physician  to  despair,  for  permanent  results  are  very 
rare  in  these  cases.  I  acknowledge  frankly  that  I  cannot  my- 
self boast  of  one  single  brilliant  and  lasting  cure  in  these 
severe,  long-standing  neuralgias,  although  I  have  treated  them 
methodically  and  perseveringly.  The  best  that  I  have  been 
able  to  attain  to  has  been  temporary  cessation  of  the  attacks  or 
varying  degrees  of  relief,  although  here  and  there  a  cure  may 
j)erhaps  result.  In  such  cases  I  will  leave  it  to  your  own 
sagacity,  after  you  have  tried  all  the  methods  mentioned,  to 
find  out  new  ones  and  to  discover  new  points  of  departure.  I 
will  only  remind  you  that  you  have  your  choice  between  treat- 
ment of  the  brain  longitudinally  and  transversely,  treatment  of 
the  sympathetic,  central  galvanisation,  general  faradisation, 
treatment  of  points  painful  on  pressure,  and  the  employ- 
ment of  weak  continuous  currents.  I  will  also  remark  that, 
in  many  cases,  two  or  more  sittings  in  one  day  appear  to  me  to 
be  useful. 

2.  The  electrical  treatment  of  cervico-occipital  neuralgia 
does  not  present  the  slightest  difficulty,  as  we  have  to  do  with 
superficial,  tolerably  long  nerve  trunks,  which  are  easily  reached 
up  to  their  entrance  into  the  central  organ,  and  whose  most 
frequently  diseased  portions  are  generally  easy  to  hit  upon. 
The  methods  may  be  very  simply  defined :  in  the  first  place 
the  anode  stabile  on  the  points  of  exit — namely,  the  upper 
cervical  vertebraj— the  kathode  being  on  the  sternum  ;  or  a 
descending  stabile  current,  the  kathode  being  placed  on  the 
well-moistened  vertex  ;  the  employment  of  the  feradic  current 
in  the  same  way  with  moist  electrodes  j  and,  finally,  the  faradic 
brush  or  the  moxa  high  up  in  the  nape  of  the  neck.  The  results 
are  generally  excellent,  all  hough  here  also  there  are  cases 
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which  defy  all  treatment.  The  rare  neuralgia  phrenica  may 
be  treated  according  to  exactly  the  same  rules. 

3.  I  must  devote  a  little  consideration  to  the  electrical 
treatment  of  cephalalgia  and  migraine,  as  it  is  sometimes  of 
great  service  to  the  patients. 

I  refer,  of  course,  only  to  the  so  called  '  nervous '  cepha- 
lalgia, occurring  under  the  most  varying  circumstances,  with  or 
without  grosser  lesions  on  or  in  the  skull,  in  nem-asthenic, 
hysterical,  and  anaemic  patients,  or  as  rheumatic,  toxic  cepha- 
lalgia, &c. ;  other  forms  (occurring  in  fever,  syphilis,  inflam- 
mation of  the  cranial  structures,  catarrh,  meningitis,  &c.)  will 
hardly  ever  be  made  the  subjects  of  electrotherapeutic  experi- 
ments. 

It  is  unnecessary  to  say  that  in  all  such  cases  the  discovery 
of  the  cause  of  the  nervous  pain  will  be  our  guide  to  the 
treatment,  and  some  other  treatment  than  the  electric  will 
often  fulfil  the  causal  indications  better.  In  neurasthenia, 
hysteria,  and  the  like,  however,  the  causal  indication  may  be 
sometimes  fulfilled  by  '  general  faradisation '  or  other  elec- 
trical procedures.  But  besides  this,  and  in  all  cases  in 
which  no  causal  indication  is  to  be  found  or  fulfilled,  you  may 
try  the  direct  treatment  of  the  headache.  This  may  be  done 
in  various  ways,  which  have  still  to  be  accurately  determined. 
When  the  pain  is  more  diffused  (pressure  in  the  head)  you 
had  better  begin  with  the  passage  of  weak  galvanic  currents 
longitudinally  through  the  skull.  If  distinct  vasomotor  dis- 
turbances are  present  you  may,  according  to  circumstances, 
place  either  the  anode  or  the  kathode  on  the  forehead,  founding 
your  choice  on  Lowenfeld's  discoveries,  or  galvanisation  of  the 
sympathetic  or  of  the  cervical  cord  may  be  tried.  The  stabile 
action  of  the  anode  (large  head  electrode)  on  the  skull  is  also 
often  effectual,  the  kathode  being  placed  on  the  sternum,  thigh, 
or  hand,  with  a  moderately  strong  current,  which  may  be 
gradually,  perhaps,  increased  or  diminished.  I  have  often  seen 
very  good  results  from  the  passage  of  a  weak  foradic  current 
from  the  forehead  to  the  nape  of  the  neck,  preferably  by  means 
of  the  '  electric  hand,'  for  2  to  5  minutes  ;  and  faradic  brushing 
of  the  skin  of  the  neck,  the  chest,  the  back,  and  upper  ex- 


SICK  HEADACHE.  529 

tremities  (according  to  Eumpf ;  vide  p.  264)  may  also  be  useful 
in  some  cases,  especially  if  vasomotor  disturbances  are  present. 
If  the  pain  in  the  head  is  more  local,  with  separate  painful 
spots  and  the  like,  the  stabile  anodic  treatment  of  the  spots,  or 
their  faradisation  with  moist  electrodes,  will  prove  very  helpful. 
The  results  of  all  these  experiments  are  not  to  be  depended  on," 
electricity,  like  other  remedies,  having  sometimes  very  brilliant^ 
sometimes  entirely  negative  results  in  these  obscure  and  un- 
mtelligible  forms  of  disease. 

That  form  of  nervous  headache  which  occurs  in  periodical 
typical  attacks  of  generally  one-sided  and  very  severe  pain  com- 
^  bmed  with  nausea,  vomiting,  general  prostration,  various  vaso- 
motor disturbances,  &c.,  which  is  known  as  hemicrania  or 
migrmne,  and  from  which  innumerable  '  nervous  '  individuals 
suffer,  has,  of  course,  again  and  again  led  to  electrotherapeutic 
mvestigations.  I  must  say  that  these  experiments  have  gene- 
rally been  sadly  ineffectual.  The  apparently  brilliant  results 
which  individual  authors  (e.g.  Frommhold)  claim  to  have  ob- 
tamed  have  not  been  confirmed  by  others,  and  this  fact  separates 
migraine  from  the  other  neuralgias,  with  regard  to  which 
electrotherapeutics  boasts  of  its  greatest  triumphs 

Migrame  is,  in  the  majority  of  cases,  the  exi3ression  of  a 
congenital  or  acquired  nervous  disposition,  and  rarely  the  con- 
sequence of  temporary  and  occasional  injuries.     That  which 

ZX^riT'""  "^^'^^^  orincreasel^ht 

severity  and  frequency  of  the  attacks,  in  nervously  disposed 

ndinduals  may  also  produce  the  affection  for  some^lenSh  of 

hrattackTf        '"i^"  ''''''''  -  --1^  — 

the  attacks  are  generally  isolated  and  not  very  severe     It  is 

he  latter  that  present  by  far  the  most  favourable  "haiice 

or  electrical  treatment,  and  I  have  often  seen    uch  ca 

recover  very  quickly.    On  the  other  hand  the  true  reZll 

migraine,  occurring  in  so  many  neuropathically  affl  cted  women 

nn;!:^"''^"^  especially  in\rain-w'orke  'd  re! 
rally  continuing  mto  advanced  life,  is  an  affection  ;hich?t  is 
very  difficult  to  influence,  and  which  can  very  seldo^be  redid 
even  by  the  most  careful  electrical  treatment.  fs 

rare  ^Tth^r°"'"f^''^^^'  considerable  relief  rve  ! 

are     In  his  respect  my  own  experiences  agree  entirely  wi  h 
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those  of  0.  Berger,  although  I  cannot  fully  agree  with  the  view 
expressed  by  that  author  as  to  the  absolute  uselessness  of  every 
kind  of  electrical  treatment. 

The  real  nature  of  migraine  is  still  entirely  unknown  to  us, 
and  therein  consists  part  of  the  difficulty  of  its  treatment,  as 
we  neither  know  in  what  part  of  the  cranium  or  the  cranial 
contents  the  pain  has  its  seat  nor  what  is  its  exact  patho- 
genesis. I  consider  that  the  attempt  to  refer  the  pain  to  vaso- 
motor disturbances — spasm  or  paralysis  of  the  vessels — and  to 
seek  the  nature  of  migraine  in  a  disease  of  the  sympathetic 
has  failed ;  for  in  by  far  the  greater  number  of  cases  which  I 
have  had  the  opportunity  of  observing  the  oft-mentioned  an- 
giospastic and  angioparalytic  symptoms  have  been  entirely 
wanting  during  the  attack.  Even  where  they  are  present  I  can 
only  regard  them  as  the  consequent  or  accompanying  symptoms 
of  the  whole  seizure,  whose  essential  nature  still  appears  to  me 

perfectly  obscure. 

Electric  treatment,  therefore,  must  be  limited  in  migraine 
almost  entirely  to  an  empirical  experiment,  and  we  shall  find 
clearer  indications  for  the  choice  of  methods  only  where 
decided  vasomotor  disturbances— symptoms  of  irritation  or 
paralysis  of  the  cervical  sympathetic — are  present. 

Of  course  you  must  first  try  what  electrotherapeutics  can 
do  for  the  cure  of  the  fundamental  disease,  the  constitutional 
neuropathia,  neurasthenia,  hysteria,  antemia,  &c.  (by  means  of 
general  faradisation,  central  galvanisation,  electric  baths,  &c.) 
You  must  then  find  out  whether  marked  vasomotor  disturb- 
ances are  present  or  not  during  the  attack ;  and  if  they  are 
then  the  method  of  treatment  of  the  sympathetic  which  was 
developed  by  Hoist  after  the  rules  of  polarity  must  be  begun, 
according  to  whether  spasm  or  paralysis  is  present.  In  the 
anqiosvcistic  form  of  migraine,  where  the  face  is  pale  and  cool 
the  arteries  small  and  hard,  the  pupil  and  the  interpalpebral 
space  enlarged,  and  the  pain  increased  by  compression  of  the 
caiotid  you  will  proceed  to  employ  the  stabile,  long-continued 
action  of  the  anode  on  the  cervical  sympathetic  (the  kathode 
being  in  the  hand  or  on  the  nape  of  the  neck)  for  from  2  to  5 
minutes,  the  current  being  begun  and  ended  gradually.  In  the 
anrjiovaralytic  forr^i,  on  the  other  hand,  with  flushed,  hot  face, 
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pulsation  of  the  dilated  arteries,  liyperaemia  of  the  retina,  con- 
tracted pupil  and  interpalpebral  space,  with  relief  of  the  pain 
during  compression  of  the  carotid,  the  kathode  is  to  be  aj^plied 
to  the  cervical  sympathetic,  and  a  moderately  strong  current 
to  be  passed  through  for  one  or  two  minutes,  which  must  be 
repeatedly  opened  and  closed,  and  perhaps  reversed  once  or 
twice ;  but  too  strong  irritation  must  be  avoided,  or  the  vessels 
will  become  still  more  dilated. 

Engelskjon  treats  the  angiospastic  forms  with  the  faradic  current 
and  the  angioparalytic  with  the  galvanic,  passing  the  current  from 
the  medulla  to  the  region  above  the  larynx,  apparently  with  brilliant 
results.  C.  W.  Muller  speaks  highly  of  galvanisation  of  the  cervical 
sympathetic  and  of  the  nape  of  the  neck,  generally  with  the  anode, 
but  sometimes  with  the  kathode,  stabile,  the  action  of  the  current 
being  stronger  and  more  prolonged  (density  i,  duration  2  to  3  minutes) 
in  the  spastic  and  shorter  in  the  paralytic  form. 

If  no  distinct  vasomotor  disturbances  are  to  be  made  out 
you  may  still  try  first  one  and  then  the  other  of  these  methods 
^  of  Hoist's  ;  and  I  have,  besides,  found  the  simple  transverse  and 
longitudmal  passage  of  the  current  through  the  head  to  be  of 
service,  combined  with  the  usual  galvanisation  of  the  sympa- 
thetic. Moritz  Meyer  cured  a  case  by  treating  the  points  on 
the  cervical  part  of  the  spine  which  were  painful  on  pressure. 

Finally,  you  may  also  try  the  faradic  current,  either  in  the 
form  of  weak,  long-continued  faradisation  of  the  head,  preferably 
with  the  electrical  hand,  or  in  that  form  of  '  swelling  faradic  cur- 
rents so  extraordinarily  vaunted  by  Frommhold.  Theprimarv 
■fararhc  current,  which  must  be  suitably  weakened  by  means  of 
a  tube  of  water,  is  to  be  passed  from  the  nape  of  the  neck 
(anode)  to  the  forehtad,  or  to  the  spots,  on  the  temples  or 
elsewhere,  which  are  regularly  affected  with  the  pain,  laro-e 
flat  sponge  electrodes  being  used.  You  must  begin  with  a  verv 
gentle  current,  increasing  it  slowly  and  gradually  until  the 
perception  of  it  in  the  head  is  intense  ;  this  you  will  do  for 
3  to  5  minutes  daily. 

_    AH  these  methods  of  treatment  must  be  continued  at 
intervals  for  a  long  time,  generally  for  months  or  even  years  if 
hey  are  to  have  permanent  results  ;  and  improvement  or  cure 
cannot  be  considered  to  have  taken  phwe  uni  il,  on  the  usual 
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occasions,  well  known  to  the  patient,  especially  during  mens- 
truation in  women,  the  attacks  either  no  longer  come  on  or 
are  at  least  much  diminished  in  number  and  intensity. 

The  electrical  treatment  of  the  attack  itself  is  generally 
quite  useless,  scarcely  producing  a  momentary  relief.  Still 
Hoist  reports  some  favourable  results  with  his  method  in 
attacks  characterised  by  well-marked  vasomotor  symptoms, 
which  he  was  able  to  cut  short ;  and  Frommhold  also  claims  to 
have  frequently  achieved,  with  his  method,  temporary  improve- 
ment, lasting  for  some  hom-s.  I  myself  have  hardly  ever  been 
so  fortunate,  but  quite  recently,  in  a  case  of  very  severe 
(anomalous)  migraine,  I  succeeded,  to  my  great  astonishment, 
in  producing  a  magical  effect  on  the  agonising  pain  with  the 
galvanic  current.  Still  these  are  exceptions,  and  electricity  is 
no  sure  palliative  for  attacks  of  migraine. 


Hi 


4.  Cervico-hrachial  neuralgias,  in  theu-  various  forms, 
come  often  enough  before  the  eyes  of  electrotherapeutists,  and 
the  selection  of  the  suitable  methods  of  treatment  presents  no 
difficulty.  The  results  too  in  most  of  the  rheumatic,  neuritic, 
and  such  like  brachial  neuralgias  are  generally  very  satisfactory  ; 
still  we  may  sometimes  stumble  upon  unexpected  resistance, 
and  here  of  course,  as  everywhere,  the  severe  symptomatic  neu- 
ralgias are  entirely  unfavourable. 

The  choice  of  the  methods  of  treatment  is  to  be  made  accord- 
ing to  our  general  rules— in  the  first  place,  if  possible,  causal 
treatment;  then,  according  to  inclination,  the  faradic  current, 
passed  longitudinally  through  the  principally  affected  nerve 
trunks  ;  or  the  faradic  brush  to  the  affected  nerve  region 
itself  or  to  the  spinal  column  in  the  region  of  the  point  of  exit  J 
of  thL  spinal  nerves  concerned.  With  the  galvanic  cm-rent 
the  painful  points  which  may  be  present  in  the  spine  in  the 
plexus  or  in  the  affected  nerves  themselves,  must  first  be  11 
sought  out  and  treated  with  the  anode  stabile,  the  kathode  II 
being  on  the  sternum  or  on  the  back.  In  many  such  cases  U 
the  treatment  of  the  brachial  plexus  in  the  supraclavicular  ■  ' 
space  with  the  anode  (current  gradually  made  and  broken)  is 
important.  Subsequently  descending  stabile  currents  may  be  ^ 
tried,  the  anode  being  on  the  plexus  and  the  kathode  on  the 
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peripheral  nerve  trunks,  especially  on  any  tender  spots  which 
may  be  present.  If  some  improvement  is  gained  by  this  treat- 
ment the  symptoms  of  stiffness  and  weakness  of  the  arm 
muscles  which  may  remain  behind  can  be  removed  by  means 
of  a  few  kathodic  closures  or  labile  treatment.  Where  there  is 
any  complication  with  paralysis  you  must  first  conquer  the 
neuralgia  and  only  then  attack  the  paralysis.  ^ 

5.  Intercostal  neuralgias,  which  sometimes  occur  in  a 
very  obstinate  form,  are  generally  less  favourable  for  treat- 
ment. The  rheumatic,  neuritic,  and  traumatic  forms  are 
generally  comparatively  favourable  ;  but,  on  the  other  hand,  the 
intercostal  neuralgias  caused  by  vertebral  disease  (caries, 
carcinoma),  meningeal  tumours,  pulmonary  phthisis,  tabes,  and 
the  like  are  very  obstinate  and  often  incurable,  and  the  forms 
which  occur  in  connection  with  herpes  zoster  in  old  people  are 
oiten  of  surprisingly  long  duration. 

If  the  causal  treatment  is  unsuccessful  intercostal  neu- 
ralgia may  be  relieved  by  the  faradic  current;  but  the  galvanic 
current  is  often  more  effectual,  applied  either  with  the  anode 
on  the  different  painful  points  or  successively  along  the 
whole  course  of  the  nerve  (the  kathode  indifferently  placed 
and  the  current  strong),  or  else  with  the  anode  on  or  near 
the  spine  and  the  kathode  on  the  several  painful  spots 
laterally  and  anteriorly.  Mastodynia,  which  is  only  a  sub- 
form  of  intercostal  neuralgia,  must  be  treated  in  exactly  ,  the 
same  way. 


6.  Neuralgia  of  the  lumbar  'plexus,  with  its  varieties 
(crural,  lumbo-abdominal,  obturator,  and  lateral  femoral  cuta- 
neous), is  to  be  treated  according  to  the  same  rules  as  sciatica, 
of  which  we  shall  speak  immediately.  In  cases  where  it  does 
not  proceed  from  serious  disease  of  the  spine,  the  psoas,  the 
pelvic  organs,  &c.,  it  yields,  as  a  rule,  quickly  and  promptly 
to  electrical  treatment.  As  a  necessary  condition  of  success 
the  nerve  region  which  is  affected  must  be  determined  with  as 
much  certainty  as  possible.  The  more  obvious  method  of  treat- 
ment is  a  descending  stabile  current  from  the  spine  (anode)  to 
the  affected  nerve  trunks  themselves;  the  stabile  action  of  the 
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anode  on  tlie  spine  and  then  on  the  nerve  trunks  and  their 
principal  painful  points  (the  kathode  being  on  the  posterior 
surface  of  the  thigh  or  on  the  knee) ;  or  the  faradic  current 
may  be  employed  in  the  usual  manner.  If  the  saphenous 
nerve  is  implicated  it  may  sometimes  require  separate  treat- 
ment in  the  leg.  A  few  kathodic  closures  or  labile  excitation 
at  the  close  of  the  treatment  appear  to  be  of  some  effect. 

7.  Neuralgia  ischiadica,  or  sciatica,  one  of  the  most 
frequent  of  all  the  neuralgias,  is  accessible  to  electrical  treat- 
ment in  very  many  cases,  and  interests  the  electrotherapeutist 
in  a  great  variety  of  ways.  Cases  of  sciatica  are  of  daily 
occurrence  in  the  out-patient  clinics  frequented  by  the  work- 
ing classes,  but  it  is  not  unknown  in  other  ranks.  Individual 
cases  differ  very  much  among  themselves  in  respect  to  aetio- 
logy, localisation  in  the  different  nerve  tracks,  the  intensity 
and  th  e  curability  of  the  affection ;  and  the  results  are,  conse- 
quently, very  varying.  They  are  always  favourable  in  the 
rheumatic  and  neuritic  forms  of  sciatica,  especially  in  recent 
and  slight  cases,  and  also  in  neuralgias  resulting  from  articular 
inflammation  and  injury;  but  much  more  uncertain  and  fre- 
quently entirely  negative  in  the  symptomatic  forms  proceeding 
from  pelvic,  vertebral,  and  spinal  diseases.  If  you  obtain  any 
relief  in  individual  patients  it  is  only  exceptional,  and  you  will 
very  soon  give  up  the  electrical  treatment  as  useless. 

The  r)%ethods  of  treatment  are  the  usual  ones,  modified  by 
the  deep  position  and  the  great  extent  of  the  nerve,  and 
perhaps  also  by  the  seat  of  the  lesion.  The  galvanic  current 
must  always  be  tried  first  in  the  rheumatic  forms  which  are  so 
frequent,  and,  in  consequence  of  the  great  length  of  the  nerve, 
first  the  descending  stabile  current,  the  anode  being  placed  on 
the  sacrum,  in  the  neighbourhood  of  the  plexus,  or  near  the 
sciatic  foramen  (if  that  is  the  chief  seat  of  the  lesion),  and 
the  kathode  resting  lower  down  the  nerve  on  the  several 
painful  points  or  on  the  chief  branches.  According  to  Eemak 
it  is  advisable  to  include  separate  sections  of  the  nerve,  of 
about  20  to  25  centimetres  long,  in  the  current  circuit,  and 
in  that  way  to  proceed  gradually  down  the  nerve  from  tlie 
sacrum  to  the  foot  (as,  for  example,  first  from  the  sacrum 
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to  the  sciatic  foramen,  then  from  there  to  the  patella,  and 
lastly  from  the  patella  to  the  malleolus  or  the  ankle  joint),  and 
at  each  "situation  to  let  the  current  act  stabile  for  from  1  to 
3  minutes.  After  some  improvement  has  been  attained  a  few- 
closures  of  the  current  or  a  short  labile  application  may  be 
made,  which  will  be  the  best  means  of  removing  the  stiffness 
and  heaviness  which  may  be  present  in  the  muscles.  The  deep 
position  of  the  nerve  and  the  great  resistance  of  the  skin  in 
the  parts  concerned  (with  the  exception  of  the  neighbourhood 
of  the  knee  joint)  require  strong  currents  and  large,  disk- 
shaped  electrodes,  especially  when  we  have  to  do  with  very 
corpulent  individuals.  The  duration  of  the  whole  sitting 
should  be  4  to  10  minutes.  It  is  often  necessary  to  follow 
up  neuralgia  as  far  as  the  individual  twigs  of  the  nerve  by 
direct  treatment  of  them. 

I  have  oft^n  obtained  equally  good  results  with  the  purely 
polar  method,  by  allowing  the  anode,  stabile,  to  act  on  the 
different  sections  of  the  coiu'se  of  the  nerve  (lumbar  vertebrae, 
plexus,  sciatic  foramen,  painful  points),  the  kathode  being 
placed  on  the  anterior  abdominal  wall  or  on  the  thigh ;  strong 
currents  are  necessary  here  also,  and  some  interruptions  are 
often  useful  in  increasing  the  action.  What  Remak  has 
employed  under  the  name  of  '  circular  currents  '  (fixation  of 
the  anode  on  the  seat  of  lesion  or  of  pain,  whilst  the  kathode 
is  applied  successively  to  a  great  number  of  points  in  a  circle 
round  the  anode)  suits  well  in  connection  with  this  polar  anodic 
treatment. 

In  particularly  obstinate  cases  you  must  include  the  sciatic 
plexus  as  directly  as  possible  in  the  region  of  greatest  current 
density,  and  so  reach  the  lesion  more  thoroughly,  by  intro- 
ducing one  electrode  into  the  rectum  and  applying  the  other  to 
the  sacrum  and  the  lumbar  region.  Ciniselli  recommends  the 
continuous  wearing  of  a  simple  galvanic  element  as  effectual 
against  sciatica.  It  may  be  fastened  to  the  leg  and  the  sacrum, 
and  worn  for  days  and  even  weeks  together. 

Treatment  with  the  faradic  curreyd  has  given  very  good 
results ;  it  is  carried  out  in  the  usual  way,  either  with  the 
passage  of  a  strong  faradic  current  through  the  nerve  trunk  and 
its  twigs  themselves  or  with  the  employment  of  the  faradic 
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brush  to  the  skin  of  the  sciatic  region,  and  the  faradic  moxa 
over  the  sciatic  foramen,  the  sacrum,  the  lumbar  vertebrcE, 
&c.  Seeger  has  also  employed  the  galvanic  brush  with  good 
effect. 

Any  special  symptoms  which  may  be  present—angesthesia, 
paralysis,  or  muscular  twitchings  and  spasms — require  a  special 
treatment  according  to  the  general  rules  already  laid  down. 

All  other  forms  of  sciatica  must  be  treated  according  to  the 
same  methods,  except  that  in  many  cases,  such  as,  for  instance, 
tabes  or  other  spinal  affections,  a  specially  causal  application 
may  be  added. 

Neuralgias  of  the  urinary  and  genital  organs  (pudendo- 
hsemorrhoidal,  spermatical,  urethral,  ano-vesical  varieties),  which 
certainly  belong  to  the  sacral  plexus,  are  rare  occurrences, 
about  which  there  are  not  yet  sufficient  electrotherapeutic 
experiences.  Of  course  galvanic  and  faradic  currents  may 
be  employed  in  these  forms,  often  with  great  benefit,  and 
it  will  not  be  difficult  for  you  to  determine  the  suitable 
method  for  each  individual  case  and  then  to  have  recoiuse  to 
it.  This  holds  good  also  for  the  so  called  coccygodynia,  in  so 
far  as  it  is  really  of  a  neuralgic  character,  and  thus  suitable  for 
the  employment  of  electricity.  In  this  form  some  favourable 
results  have  been  obtained  (Seeligmiiller). 

8.  Neuralgias  of  i^e  ^yom^s  (articular  neuroses)  also  deserve 
a  short  notice  in  this  place.  These  belong,  without  a  doubt, 
partly  to  the  true  neuralgias,  although  they  are  developed,  in 
the  great  majority  of  cases,  on  a  hysterical  basis,  so  that  their 
treatment  forms  a  part  of  the  treatment  of  hysteria  (Lect. 
XXXI.)  They  occur  most  frequently  in  the  knee  and  hij) 
joints,  more  rarely  in  the  wrist,  ankle  and  shoulder  joints. 
They  may  exist  alongside  of  all  the  classical  symptoms  of  hys- 
teria, but  may  often  present  great  difficulties  of  diagnosis  from 
inflammatory,  carious,  and  fungoid  processes  in  the  joints. 
However  in  all  such  cases  an  attempt  at  electrical  treatment 
can  never  do  any  harm,  while  the  rapid  results  of  the  experi- 
ment may  sometimes  lead  to  confirmation  of  the  diagnosis. 

The  various  antineuralgic  methods  of  application  of  elec- 
tricity may  also  be  of  service  in  articular  neuroses.  Besides 
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the  treatment   directed  against   the  fundamental  affection 
you  ma^  employ  the  transverse  passage  of  weak  and  after- 
wards strong  galvanic  currents  through  the  diseased  joint ;  or 
the  isolated  action  of  the  anode  stabile  upon  it,  with  the  help 
of  large  sponge  electrodes  or  wet  compresses,  surrounding  the 
whole  joint  and  serving  as  the  anode,  the  kathode  being  fixed 
elsewhere.    You  may  also  act  with  small  electrodes  on  the 
painful  spots  about  the  joint  and  on  any  tender  points  which 
may  be  present  in  the  spinal  column  ;  and  an  anodic  treatment 
of  the  nerve  trunks  belonging  to  the  joint  may  also  be  of  service. 
If  this  is  not  effectual  you  may  send  strong  faradic  currents 
transversely  through  the  joint,  or  allow  the  faradic  brush  to  act 
energetically  upon  the  skin  over  the  joint,  the  painful  spot,  or 
the  corresponding  portions  of  the  spine.    The  experiences  of 
0.  Berger  and  Moritz  Meyer,  which  I  can  in  part  confirm,  teach 
us  that  occasionally  results,  sometimes  even  very  striking  and 
satisfactory,  may  be  obtained  by  all  these  methods.  Frequently, 
however,  you  will  be  obliged  to  treat  such  cases  for  a  long  time,' 
and  even  then  be  disappointed  in  the  result. 

106.  Observation  hy  Berger.  Articular  Neuralgia.— K  peasant 
woman,  aged  38.  Increasingly  severe  pain  in  the  knee  joint  after 
a  contusion.    Rest  in  bed,  vesicants  j  enveloping  in  cotton  wool,  &c., 

P  only  increased  the  afifection,  which  was  complicated,  later  on,  with 
muscular  twitching  and  formication.  Condition  after  4  weeks: 
Limping,  pain  in  the  knee,  no  external  anomaly  in  the  joint,  painful 
contraction  of  the  flexors,  tibial  nerve  painful  on  pressure,  extreme 
cutaneous  hyperalgesia  of  the  knee  joint  and  the  lower  third  of  the 
thigh.  Treatment :  Faradisation,  anode  on  the  knee  cap  ;  faradic 
brushing  of  the  skin  over  the  knee  and  its  neighbourhood,  with  a 
strong  current,  for  4  minutes;  faradic  moxa  to  a  painful  spot  near 
the  patella.  Immediately  afterwards  patient  could  walk  for  half  an 
hour  without  pain.  Another  sitting  the  next  day,  although  the 
symptoms  had  disappeared.    The  cure  was  maintamed. 

107.  Observation  hy  Berger.    Articular  Neuralgia.— An  anemic 

"il.rZT  ''^'^  ^"^'^^^^i^^  «f  the  right  knee  in  December 
1872.  After  several  weeks  severe  pain  in  the  joint,  radiating  up- 
wards and  downwards  and  defying  all  treatment,  finally  affecting  the 
left  knee  also.  Bandaged  for  8  weeks  in  bed,  without  improvement 
in  July  1872  cutaneous  anesthesia  and  analgesia  of  the  ri-ht  knee 
joint,  with  frequent  formication ;  point  painful  on  pressure  at  the  head 
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of  the  fibula  on  both  sides,  as  well  as  in  the  right  knee-cap.  The 
patient  could  only  ■walk  a  few  steps,  supported,  and  with  the  most 
acute  pain.  Treatment :  Stabile  galvanisation  of  both  knee  jointf-:, 
with  a  moderately  strong  current,  for  8  minutes.  Considerable  im- 
provement immediately  after  the  sitting ;  after  7  sittings  cure  of 
the  affection,  that  had  lasted  many  months.  Cure  remained  per- 
manent. 

9.  The  so  called  visceral  nmralgias  present  so  mucli 
that  is  obscure  and  uncertain  in  their  nature  and  onset  that  it 
is  difficult  to  approach  them  with  rationally  founded  therapeu- 
tical suggestions.  Their  occurrence  is  so  often  connected  with 
the  simultaneous  presence  of  serious  anatomical  changes  in  the 
organs  concerned  (heart  disease,  aneurisms,  atheroma,  gastric 
ulcer,  carcinoma,  &c.),  or  else  it  is  so  difficult  to  separate  them 
with  certainty  from  such  affections,  that  a  certain  obscm'ity 
in  their  therapeutics  is  only  too  easily  explained,  and  we  must 
generally  limit  ourselves  to  palliative  measures.  Electricity, 
therefore,  has  only  been  emx:)loyed  timidly  in  such  cases,  and 
the  methods  are  by  no  means  developed  to  any  great  extent. 
This  depends  on  the  fact  that  we  are  generally  ignorant  in 
which  nerves  (fibres  or  centres) — whether  in  the  sympathetic, 
or  in  the  cerebral,  or  in  the  spinal  system — these  neuralgias 
have  their  seat,  and  whether  they  have  a  peripheral  or  central 
origin. 

But  if  you  are  certain  of  the  diagnosis  of  such  a  neuralgia 
you  may  always  try  electricity,  as  our  most  important  anti- 
neuralgic  remedy ;  and  this  must  be  done  according  to  the  general 
rules,  the  methods  of  application  being  liable  to  numerous 
little  modifications,  according  to  the  position  of  the  diseased 
nerve  regions  and  the  views  regarding  the  actual  seat  of  the 
affection. 

Neuralgias  of  the  pharynx  and  larynx  are  by  no  means 
rare,  according  to  the  most  recent  observations  of  Jurasz. 
Hyperesthesia  and  para3sthesia  of  these  structures,  requiring 
the  same  therapeutical  measures,  are  much  more  frequent.  If 
you  have  convinced  yourself  of  the  absence  of  all  grosser 
changes  in  the  pharynx  and  larynx,  or  have  tried  in  vain  all  the 
usual  local  remedies,  an  attempt  with  the  electric  current  is 
certainly  justifiable.  Various  ways  may  then  be  tried  in  turn— 
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the  transverse  passage  of  a  stabile  galvanic  current  through  the 
larynx  and  the  neighbourhood  of  the  pharynx,  or  a  stabile  cur- 
rent from  the  nape  of  the  neck  to  the  angle  of  the  jaw  and  the 
laryiLx:,  or  the  stabile  action  of  the  anode  on  the  larynx,  the 
kathode  being  on  an  indifferent  point,  e.g.  the  dorsal  vertebrae. 
The  faradic  current  may  be  employed  in  the  same  way,  with 
moist  electrodes,  but  in  many  cases  the  faradic  brush,  applied 
to  the  region  of  the  larynx  and  pharynx,  acts  much  more 
powerfully,  and  it  commends  itself  specially  for  hysterical  and 
hypochondriacal  hyperassthesia  and  pargesthesia.  You  must  not 
think  of  the  endopharyngeal  or  endolaryngeal  use  of  the  current 
in  such  cases. 

Neuralgia  of  the  nerves  of  the  heart,  angina  pectoris,  occurs 
much  more  frequently,  and  appears  in  many  cases  with  the 
well-marked  features  of  a  true  neuralgia ;  but  still  it  is  very 
difficult  to  determine  how  much  is  purely  sensory  irritation  and 
how  much  motor  stimulation  as  well,  whether  this  latter  is  pro- 
duced directly  or  reflexly,  whether  the  affection  has  its  seat  in 
the  vagus  or  in  the  sympathetic  tract,  &c. 

Those  forms  and  those  attacks  in  which  the  neuralgic  sym- 
l^toms  come  to  the  front  will  specially  be  the  subject  of  elec- 
trical treatment,  even  although  by  . the  more  recent  experiences 
of  von  Ziemssen  the  possibility  of  a  direct  action  on  the  moti- 
lity of  the  heart  appears  to  lie  nearer  at  hand  (vide  sup.  p.  121). 
Any  affection  of  the  heart  or  of  the  large  vessels  which  may 
possibly  be  present  does  not  preclude  the  trial  of  electricity, 
as  by  the  reasonable  employment  of  it  no  harm  can  be  done, 
and  at  least  a  palliative  effect  may  be  produced. 

The  most  varied  applications  of  the  electric  current  have 
been  tried ;  Duchenne  first  recommended  the  use  of  the  fara- 
dic brush  as  a  powerful  cutaneous  irritant;  he  faradised  the 
neighbourhood  of  the  heart,  and  especially  the  nipple,  with  in- 
tense currents,  and  has  cut  short  attacks  in  several  cases  in 
this  manner,  sometimes  even  producing  a  cure  by  continuing  the 
use  of  this  procedure. 

108.  Observation  by  Duchenne.   Angina  Pectoris  {Idiopathic).  A 

tanner,  aged  50,  formerly  healthy.  Noticed  suddenly,  in  November 
1852,  a  deep-seated  burning  in  the  breast,  with  radiating  pains  in  the 
left  arm,  combined  with  formication,  palpitation  of  the  heart,  oppression 
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in  the  chest,  great  feeling  of  anxiety,  bent  position.  Eelief  in  18  hours 
after  bleeding.  Attacks  occurred  on  the  least  provocation,  with 
every  movement  or  agitation,  even  in  the  horizontal  position.  Gradual 
diminution  in  the  number  and  severity  of  the  attacks,  but  patient 
condemned  to  almost  absolute  rest.  Heart  and  lungs  perfectly 
normal  in  repose ;  attack  produced  by  any  movement,  even  a  simple 
bending  forwards ;  acute  pain  with  a  feeling  of  constriction  below 
the  upper  part  of  the  sternum,  radiating  towards  the  left  arm,  with 
formication  in  that  situation.  Position  bent  forwards,  pain  increased 
by  walking.  Respiration  short  and  tumultuous,  sevei-e  palpitation, 
abundant  pei-spiration,  expression  of  great  anxiety  in  the  face,  &c. 
Duration  of  the  attack  8  to  10  minutes.  At  the  beginning  of  one 
of  these  attacks  (April  1853)  a  strong  faradic  current  was  directed 
on  the  nipple  by  means  of  two  metallic  electrodes  ;  with  the  frightful 
pain  which  this  caused  the  symptoms  in  the  chest  disappeared  imme- 
diately, and  the  patient  returned  to  his  normal  condition.  It  was 
now  much  more  difficult  to  induce  a  second  attack,  and  when  this  was 
at  last  done  it  was  also  immediately  cut  short  by  the  electrocutaneous 
irritation  of  the  upper  part  of  the  sternum.  Marked  improvement 
on  the  following  day ;  considerable  exertion  required  to  induce  an 
attack,  which  was  stopped  in  2  or  3  seconds  by  means  of  farado- 
cutaneous  irritation  of  the  thorax.  ISfo  more  attacks  from  that  day 
forward ;  4  or  5  more  applications,  in  about  14  days,  made  the  patient 
completely  and  permanently  capable  of  work. 

The  direct  faradisation  of  the  cardiac  region  with  large 
electrodes  (transversely  from  the  heart  to  the  spine),  or  the 
faradisation  of  the  cervical  cord,  the  vagus,  and  the  sympathetic 
in  the  neck,  though  it  deserves  less  confidence,  may  yet  also  be 
tried. 

Eulenburg,  on  the  other  hand,  expects  specially  favom-able 
results  from  the  galvanic  current.  It  also  may  be  employed 
in  a  great  variety  of  ways.  The  most  obvious  is  the  stabile 
action  of  the  anode  direct  to  the  neighbourhood  of  the  heart 
and  the  region  of  the  cardiac  plexus  (wii.h  large  disk-shaped 
electrodes),  the  kathode  being  placed  opposite,  on  tlie  spine. 
Eulenburg  places  the  anode  on  the  sternum,  the  kathode  on  the 
lower  cervical  vertebras.  The  next  thing  to  be  done  is  to 
influence  the  large  nerve  trunks  in  the  neck  (vagus,  sympathe- 
tic), either  by  placing  the  kathode  on  the  cardiac  region  and 
the  anode  on  these  nerves,  or  after  the  manner  of  the  ordinary 
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galvanisation  of  the  sympathetic,  or  with  an  ascending  current 
from  the  lower  to  the  higher  cervical  sympathetic  ganglion, 
from  which  Lowenfeld  has  lately  reported  good  results.  In  any 
case  it  appears  to  me  important  regularly  to  include  in  the 
treatment  the  cervical  cord  in  its  whole  extent,  as  well  as  the 
medulla  oblongata  ;  but  you  may  try  various  methods.  Gralvan- 
isation  of  the  sympathetic  is  also  frequently  successful  in  the 
so  called  vasomotor  angina  pectoris ;  von  Hiibner  had  good 
results  from  it  in  his  case. 

109.  Observation  hy  von  Huhner.  Angina  Pectoris. — A  landowner, 
aged  47.  Taken  ill,  after  a  fatiguing  journey  in  an  open  post-chaise, 
with  dyspepsia  and  a  tight  feeling  in  the  cardiac  region  ;  a  few  days 
after  (March  16)  the  first  really  sharp  attack  of  angina  pectoris,  re- 
curring in  the  following  week  from  1  to  4  times  daily,  in  part  very 
severe  and  lasting  for  about  3  hours.  Remedies  generally  without  any 
result.  On  March  25  the  first  galvanic  treatment,  ascending  to  the 
cervical  sympathetic ;  then  the  kathode  on  some  of  the  painful  spots 
in  the  back,  and  labile  and  stabile  over  the  cardiac  region,  the  anode 
on  the  third  ganglion.  From  this  sitting  onwards  the  attacks  ceased 
and  did  not  return.    Twelve  more  applications  were  made. 

The  choice  of  the  strength  of  the  current  must  be  made 
with  a  certain  amount  of  caution,  and  both  it  and  the  length 
of  the  sittings  must  be  increased  very  gradually  indeed. 
Eulenburg  advises  the  avoidance  of  strong  stimulation  of  the 
skin  where  signs  of  irritation  of  the  vagus  and  of  paralysis  of 
the  vessels  have  shown  themselves  ;  but  the  method  of  proce- 
dure requires  to  be  more  thoroughly  elaborated.  I  have  quite 
lately  seen  good  palliative  results,  lasting  for  a  number  of 
months,  in  a  very  severe  case  of  angina,  from  the  galvanisation 
of  the  neck  and  directly  to  the  heart. 

In  neuralgia  of  the  gastric  nerves — cardialgia  or  gas- 
tralgia — we  are  generally  in  uncertainty,  in  the  same  wa,y 
as  in  angina  pectoris,  as  to  whether  the  affection  has  its  seat  in 
the  vagus  or  in  the  sympathetic,  and  whether  changes  in  the 
stomach  (ulcer,  commencing  carcinoma,  &c.)  may  be  at  the 
bottom  of  it  or  not.  Leube  has  for  this  reason  recommended 
electricity  as  a  help  to  the  diagnosis.  There  are  always  not  a 
few  cases  (in  hysteria,  neurasthenia,  chlorosis,  &c.)  in  which  the 
true  nervous  nature  of  the  affection  cannot  be  doubted  for  a 
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moment,  and  in  which  a  trial  of  electricity  appears  to  be 
indicated.  This  plan  is  strongly  recommended  by  Leube  and 
its  very  great  success  extolled ;  he  places  the  anode  on  the 
epigastrium,  and  especially  on  any  painful  spots  which  may  be 
present,  and  the  kathode  in  the  left  axillary  line  or  more  towards 
the  spine  ;  and  allows  a  strong  stabile  current  to  pass  through 
for  from  5  to  1 0  minutes.  Vizioli  has  also  recently  cured  a 
very  severe  hysterical  gastralgia  by  the  action  of  the  anode, 
the  kathode  being  in  the  hand, 

110.  Observation  hy  Leuhe.  Gastralgia. — A  foreman,  aged  40,  a 
vegetarian.  Weight  in  the  epigastrium  for  3  weeks,  alternating  with 
pain,  which  reached  to  the  back,  disappeared  on  lying,  and  came  on 
with  gurgling  when  particularly  severe.  No  eflfect  from  eating ;  appe- 
tite good,  no  vomiting.  A  painful,  tender  spot,  about  the  size  of  a 
florin,  in  the  gastric  region.  Diagnostic  uncertainty  between  ulcer 
and  gastralgia.  Galvanic  treatment :  Anode  on  the  painful  spot  in 
the  epigastrium ;  immediate  disappearance  of  the  acute  pain.  The 
same  effect  with  each  repetition  of  the  galvanisation.  Recovery  after 
a  few  weeks. 

Here  also  the  treatment  of  the  spinal  cord  or  of  the  sympa- 
thetic and  the  vagus  in  the  neck  may  be  tried  with  advantage. 
Beard  specially  recommends  his  '  central  galvanisation '  (vide 
Lect.  XIV.)  as  a  sovereign  remedy  against  nervous  cardialgia. 
Direct  faradisation  of  the  gastric  region  or  faradic  brushing  of 
the  epigastrium  are  also  indicated  as  alternative  methods. 

Neuralgia  of  the  intestinal  nerves^  enteralgia,  colic,  may 
be  looked  at  from  the  same  points  of  view  as  gastralgia ;  there 
is,  as  yet,  very  little  experience  available  as  to  its  electrothera- 
peutics. It  is  difficult  here  also  to  divide  true,  nervous  colic 
from  those  other  forms  occasioned  by  disease  of  the  intestine, 
foreign  bodies,  worms,  &c.  You  will  have  recourse  to  electrical 
treatment  most  readily  in  the  case  of  hysterical  patients,  while 
the  most  frequent  form  of  colic— lead  colic— generally  yields  so 
quickly  to  other  suitable  treatment  that  the  eventual  electrical 
treatment  scarcely  ever  comes  into  question  at  all. 

If  you  wish  to  try  it  you  may  apply  the  anode,  first  of  all, 
stabile,  to  the  abdomen,  on  the  specially  painful  points  or  in 
the  neighbourhood  of  the  coeliac  plexus  and  the  abdominal 
aorta,  with  large,  disk-shaped  electrodes ;  you  may  also  place 
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the  anode  on  the  dorsal  vertebrae  in  the  region  of  the  splanchnic 
nerves  (from  the  6th  to  the  12th  dorsal  vertebrae),  the  kathode 
being  on  the  abdomen,  with  a  tolerably  strong  current. 

The  same  points  of  application  are  suitable  for  the  faradic 
current,  applied  by  means  of  moist  electrodes ;  while  the  skin 
of  the  abdomen,  especially  at  the  epigastrium  and  the  groins, 
is  most  suitable  for  the  application  of  the  faradic  brush. 

In  lead  colic  especially  it  has  recently  been  recommended 
to  induce  a  stool  by  introducing  one  electrode  into  the  rectum 
and  passing  the  other  over  the  whole  abdominal  surface  with 
strong  faradic  currents,  and  thereby  to  arrest  an  attack  of 
colic. 

111.  Observation  hy  Rothe.  Saturnioie  Colic. — A  typefounder. 
Severe  lead  colic  for  6  days,  with  complete  constipation.  Injections  of 
morphia  and  the  strongest  drastic  purgatives  quite  ineflectual,  like- 
wise enemata  of  soapsuds.  Treatment :  A  long  rectal  electrode  intro- 
duced as  high  up  as  possible,  and  the  other,  broad  sponge  electrode, 
applied  labile  over  the  ahdommal  walls  and  to  the  lumbar  vertebral 
column,  a  strong  faradic  current  being  passed  through  for  8  or  10 
minutes.  Pain  almost  disappeared  after  this  application;  a  few 
minutes  later  an  enormous  evacuation  occurred  with  the  removal  of 
all  discomfort.    The  attack  was  over. 

Finally,  there  remain  certain  neuralgias  in  the  neighbour- 
hood of  the  pelvic  nerves  to  be  mentioned,  among  which 
we  may  reckon  a  number  of  painful  affections  which  are 
known  under  different  names,  such  as  neuralgia  hypogastrica 
or  uterina ;  hysteralgia ;  dysmenorrhcea  ;  neuralgia  spermatica, 
urethralis,  ano-vesicalis,  &c.  Certain  cases  of  vaginismus,  and 
certainly  also  '  ovarie  '  (ovarian  hypertesthesia),  may  be  counted 
in  this  category.  None  of  these  affections  have  yet  been 
properly  or  exhaustively  studied  by  electrotherapeutists,  and 
still  less  by  gynaecologists,  within  whose  province  these  forms 
of  disease  generally  fall ;  but  it  is  likely  that  in  them  there 
is  often  something  to  be  gained  by  electrical  treatment. 
Neftel  has  recently  made  the  attempt  to  manage  them  all 
from  a  single  point  of  view,  and  indicates  a  method  of  gal- 
vanic treatment,  to  which  he  ascribes  great  results.  He 
calls  it  '  galvanisation  of  the  genito-spinal  centre  and  of  the 
splanchnic  nerves,'  proceeding  from  the  hyj)othesis  that  the 
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therapeutical  result  depends  essentially  upon  the  influencing  of 
these  parts.  The  method  is  the  following :  The  anode  is  applied 
to  the  back,  over  the  lumbar  enlargement,  and  the  kathode  in 
the  middle  of  the  hypogastrium,  close  over  the  symphysis ;  a 
few  reversals  of  the  current  are  made  next;  the  cuiTent  is 
diminished,  and  the  anode  passed  slowly  up  and  down  along  the 
whole  spinal  column.  The  kathode  is  then  placed  first  on  the 
one,  then  on  the  other  inguinal  region,  and  the  same  procedure 
carried  on  with  the  anode  and  with  repeated  reversals.  This 
energetic  method  is  said  to  be  specially  suitable  for  severe 
attacks  of  dysmenorrhcea,  and  is  said  to  remove  the  pain  at 
once,  or  at  all  events  to  diminish  it  greatly.  After  the  cessa- 
tion of  the  menses  it  should  be  continued  in  a  milder  manner, 
with  weaker  currents,  for  a  long  time  (1  to  3  months).  Neftel 
also  recommends  exactly  the  same  procedure,  with  a  correspond- 
ing alteration  in  the  points  of  application,  for  the  other  visceral 
neuralgias.  He  adds,  however,  by  way  of  caution  that  the 
strong  currents  and  the  reversals  are  not  well  borne  by  hysterical 
patients.  Hoist  has  also  treated  a  case  of  dysmenorrhcea  accord- 
ing to  this  method  with  good  results.  Pregnancy  is  of  com-se 
a  contra-indication. 

The  attempt  may  also  be  made  to  reach  these  neuralgias 
with  the  faradic  current,  by  means  of  the  two  usual  methods  of 
application.  Heinlein  has  cured  a  spermatic  neuralgia  very 
quickly  by  means  of  a  weak  faradic  current  (electric  hand). 

Von  Hoist  has  employed  galvanic  treatment  with  good 
results  in  ovarian  pain,  by  placing  one  pole  on  a  painful 
point  in  the  spine  and  the  other  on  the  tender  ovary ;  this 
ought  to  be  tried  further,  in  view  of  the  importance  of  this 
symptom  in  hysteria. 

Neftel  has  described  as  rectal  neuralgias  conditions  of 
great  pain  and  unpleasant  sensations  in  the  rectum,  coming  on 
after  each  defeecation  and  lasting  for  many  hours,  everything 
being  found  perfectly  normal  on  examination ;  and  he  has 
treated  this  also,  with  good  results,  by  means  of  his  method, 
just  described.  A  similar  condition  occurs  in  the  bladder  and 
urethra  after  micturition. 
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VI.  SPASM  AND  CONTRACTURE. 

LiTEEATTJEE— W.  Erb :  'Handb.  d.  Kraukh.  d,  periphemi  Nerven.' 
2ud  edit.  1876.— A.  Eiileiiburg  :  '  Lehrlo.  d.  Nervenkrankh.'  2nd  edit.  1878. 
— R.  Eemak:    '  Ueber  d.  Auwendnng  galvan.  Strome  z.  Heilung  v. 
Lahmiiugeu  u.   Oontracturen,'  Sitzunff.sber.  d.  Huf eland' schen  Gesellsch. 
March  28.  1856.—'  Beitr.  z.  physiol.  Therapie  d."  Lahm.  u.  Contract 
Beutsch.  Klin.,  1856,  iNo.  35.-'  Ueb.  d.  Losung  paralyt.  Oontracturen  mit- 
telst  const,  galvan.  Strome,'  ibid.  1856,  No.  28.— '  Ueber  Krampfe  u. 
Epilepsie,'  Miff.  med.  Centralzeitimff,  1864,  Nos.  23,28,  29.—'  Ueber  Spasmus 
alternans  transvers.,'  Berl.  Mm.  Woch.,  1864,  No.  10.—'  Ueb.  Gesicbtsmus- 
kelkrampf,'  ibid.  1864,  No.  21  ff,  and  1865,  No.  27.— Ranke :  'Ueb  d 
krampfstillende  Wirkimg  d.  const,  elektr.  Stroms,'  Zeitschr.  f.  Biol,  ii  p 
398,  1867.-Benedikt:  'Zur  Behandluug  von  kloniscben 'Xrjimpfen,'' 
m,n  med.  Zeit.,  1870,  No.  40.-Mor.  Meyer:  '  Schmerzhafte  Druckpunkte 
d.  Wirbelsaule  u.s.w.,'  Berl.  klin.  Woch.,  1875,  No.  51,  and  1881,  No  31  — 
Vivian  Poore :  '  Electric,  in  Spasmodic  Affections  and  Writer's  Cramp  ' 
Lancet  Jan.  23,  1875.-Bernhardt :  'Zur  Pathol,  u.  Tlier.  d.  Facialis- 
krampfs,   Zeitschr.  f.  klin.  Med.,  iii.  1881.-H.  Macher:  '  Electrother. 
Erfahrungen  bei  Augenaffectionen.'   Diss.    Erlangen,  1880.-O  Berger  • 
Zur  elektr.  Behandlung  d.  Tic  convuls.  u.  d.  Chorea  minor,'  Centralbl.  f. 
NerveMk.  u.s.^o.,  1879,  No.  10.-' Zur  elektr.  Behandlung  des  mimischen 
Gresichtskrampfes,'  Neurol.  Centralbl.,  1883,  No.  19.-Erb :    'Kramnf  d 

V"p  ^r^l  ^-  ^p''"^"'''        f-   ^-^^  -  p  518; 

IF  !rf««?T  L  ^'^V I^^^l^^l-     Ther.  localis.  Muskelkrampfe,'  Berl.  Ui^. 

Woch  1881,  No.  21.-Mor.  Meyer:  'lOon.  Krampf  d.  hint,  linksseit.  Hals- 
mu8keln  U  S.W.,  Beutsch.  med.  Woch.,  1876,  No.  18.-Dumontpallier :  '  Cas 
rare  de  Hoquet  Nerveux,'  Union  MM.,  1867,  No.  150.-M.  A.  Fritsche  • 

Z.  Oasuistik  d  Aphonia  spastica,'  Berl.  klin.  Woch.,  1880,  Nos.  15,  16  - 
Wwmkel:  'Elektrotherap.  Casuistik,'  Arch.  d.  HeUL,  ix.  1868.-ieloir • 

Heureux  Effets  .         des  Courants  Continus  dans  un  Cas  de  Contractur^ 
Hyst^nque,'  Gaz.  Med.  d.  Bar.,  1879,  No.  40.-M.  Meyer:   'Ueber  d 
mr^'  Tl  ^""''^  Alternativen,'  Berl.  klin.  Woch  ' 
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LECTUEE  XXVIir. 

Introduction — Nature  and  Pathogenesis  of  Convulsions— Spasl  ic  Changes — 
Electrical  Irritability — Electrotherapeutic  Problems — Kenioval  of  Direct 
Motor  Irritability—  Removal  of  Reflex  Irritation — Introduct  ion  of  Strong 
Restraints — Cases — Electrotherapeutic  Methods  —  Causal  Treatment  — 
Direct  Antispastic  Treatment  and  its  Methods,  Galvanic  and  Paradic — 
General  Plan  of  Treatment — Results — Separate  Forms  of  Spasm — Spasm 
of  the  Muscles  of  Mastication — Imitative  Facial  Convulsions — Blepharo- 
spasmus — Spasm  in  the  Region  of  the  Accessorius  and  in  the  Nape  of  the 
Neck — Spasm  in  the  Muscles  of  the  Trunk — Respiratory  Spasms,  Singul- 
tus, &c. — Spasms  in  the  Upper  and  Lov^rer  Extremities. 

Gentlemen,  in  turning  now  to  the  consideration  of  the  electro- 
therapeutics of  spasm  and  convulsions  I  enter  upon  a  subject 
which  has  certain  analogies  with,  but  is  much  more  complicated 
than,  that  of  neuralgias.  The  theory  of  spasm  forms  one  of  the 
most  obscure  chaxDters  in  the  pathology  of  the  nervous  system, 
and  in  many  of  the  wonderful  forms  of  disease  which  belong  to 
it  we  are  still  without  any  certainty  as  to  the  seat  and  nature 
of  the  fundamental  lesion  and  the  finer  processes  which  deter- 
mine the  peculiar  character  of  the  affection  ;  we  know  little  of 
the  relation  of  spasms  to  the  numerous  causes  of  their  mode  of 
origin — in  a  word,  of  their  pathogeny. 

It  is  clear  that  this  undeveloped  and,  in  many  essential 
points ,  still  highly  deficient  'pathology  of  spasms  touches 
their  therapeutics,  and  especially  their  electrotherapeutics, 
very  closely,  and  is  calculated  to  restrain  its  scientific  develop- 
ment at  every  step.  Our  procedure,  indeed,  rests  here  upon 
a  very  insecure  foundation  :  the  methods  are  not  developed  to 
any  reliable  extent;  the  results  are  sometimes  unexpectedly 
good,  sometimes  equally  unexpectedly  negative,  and  the  elec- 
trotherapeutic successes  in  spasms  are  far  behind  those  in  neu- 
ralgia. We  must,  therefore,  approach  this  branch  of  the 
subject,  almost  more  than  any  other,  with  some  hesitation  ; 
there  is  much  room  here  for  accurate  therapeutical  investiga- 
tions. -1      i.-  F 

We  must  first  occupy  ourselves  with  the  consideration  ot 

spasm  in  general,  and  then  witli  the  cases  in  which  more  or 
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less  localised  spasms  have  acquired  a  certain  independence  and 
occur  as  separate  forms  of  disease,  and  with  those  in  which  such 
local  spasms  only  appear  as  symptoms  of  grosser  local  diseases 
of  the  nervous  system.  On  the  other  hand,  I  will  reserve  for 
future  lectures  the  consideration  of  those  forms  of  spasm  which 
are  described  as  the  so  called  general  neuroses  or  as  central 
(fanctional)  neuroses  in  nervous  pathology  (chorea,  epilepsy, 
tetanus,  paralysis  agitans,  &c.) 

It  is  necessary  here  also,  for  the  foundation  of  electrothera- 
peutic  methods,  to  discuss  briefly  the  nature  and  pathogeny 
of  spasms.     If  we  define  them  as  'involuntary  muscular 
contractions,  induced  by  pathological  processes  '  (certainly  not 
a  very  exhaustive  definition),  we  express  the  fact  that  we  have 
to  do  with  abnormal  irritative  processes — abnormal  in  their 
occurring  either  at  all  or  with  the  intensity  then  present — in  the 
motor  apparatus  in  its  widest  sense,  muscles,  motor  conductive 
tracts,  motor  and  reflex  centres.    But  of  what  nature  the 
nutritive  or  histological  changes  in  these  apparatus  are  which 
induce  the  abnormal  irritative  process,  or  invariably  accompany 
it,  we  know  in  most  cases  absolutely  nothing.    The  simplest 
observation  shows  that  the  spasm  can  certainly  not  be  gene- 
rated by  any  coarse  anatomical  changes,  for  these  are  always 
and  without  exception  followed  by  paralysis ;  and  even  when 
we  find— as  is  not  unfrequently  the  case— grosser  anatomical 
lesions  in  spasmodic  diseases,  we  may  always  assume  with  some 
certainty  that  they  have  not  affected  the  motor  apparatus 
Itself,  but  are  only  present  in  its  neighbourhood,  and  so  exercise 
an  irritative  influence  upon  it.    If  paralysis  and  spasm  occur 
snnultaneously  in  one  and  the  same  motor  tract,  it  must  be 
assumed  that  the  paralysing  change  affects  a  more  central 
portion  of  the  tract  than  that  causing  the  spasm.    We  are 
therefore,  driven  to  the  assumption  that  no  severe  anatomical 
lesion  can  lie  at  the  bottom  of  the  spasms,  but  that  we  have 
chiefly  to  do  with  finer  (molecular,  nutritive,  circulatory) 
changes,  which  may  be  set  up  in  many  different  ways.    And  if 
we  consider  more  carefully  the  relations  of  many  spasms  to 
their  causes,  the  thought  forces  itself  upon  us  that  these  causes 
frequently  do  not  directly  establish  in  the  nerve  the  morbid 
excitation  which  causes  the  spasm,  but  that  they  first  occasion 
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by  their  presence,  a  special  and  peculiar  change  in  the  motor 
apparatus,  a  kind  of  <  spastic  change,'  perfectly  analogous  to 
the  formerly  mentioned  '  neuralgic  change,'  which  represents 
the  nature  of  the  spasmodic  disease  and  induces  the  individual 
spasms  and  spasmodic  attacks.  But  these  are  as  yet  only  more 
or  less  plausible  conjectures. 

With  respect  to  the  pathogeny  of  these  pathological  irri- 
tations we  may  say  that  they  owe  their  origin  either  to  the 
abnormal  magnitude  of  the  irritation  or  to  an.increase  in  the 
irritability  of  the  motor  apparatus  itself.  In  many,  perhaps 
in  most,  cases  it  will  not  be  possible  to  separate  these  two 
causes  definitely  from  each  other.  Both  are  often  present ; 
but  it  is  likely  that  the  rise  of  the  irritability  plays  a  more 
important  part  in  the  pathogenesis  of  spasm  than  the  increase 
of  the  irritation,  and  that  what  I  have  just  designated  the 
*  spastic  change '  in  the  motor  nerves  may  not,  in  the  end,  be 
very  different  from  such  an  increased  irritability.  But  in  what 
way  this  irritable  condition  is  modified,  in  order  to  produce  the 
various  kinds  of  convulsion  (tremor,  spasm,  tetanus,  contrac- 
tion, clonic  convulsions,  &c.),  we  have  no  means  at  all  of 
knowing. 

The  abnormal  irritative  process  may  seize  upon  the  motor 
apparatus  directly,  as  upon  the  muscular  fibres  themselves  and 
the  motorial  end-plates  (fibrillary  contractions,  certain  forms  of 
permanent  contraction,  myotonic  disturbance) ;  or  upon  the  peri- 
pheral tracts  (by  means  of  neuritis,  traumata,  &c.) ;  or  upon  the 
motor  tracts  and  the  central  apparatus  in  the  spinal  cord  (in 
myelitis,  spastic  spinal  paralysis,  &c.);  or,  finally,  upon  the 
various  constituent  parts  of  the  brain  (in  apoplexy,  tumours, 
inflammation,  &c.)  I  would  only  remind  you  of  Nothnagel's  con- 
vulsive centre  in  the  pons,  and  especially  of  the  new  discoveries 
with  regard  to  the  cerebral  cortex,  which  certainly  induce  us  to 
believe  that  we  must  localise  in  it  a  large  number,  probably,  of 
forms  of  spasm  which  are  still  very  obscure. 

But,  on  the  other  hand,  the  irritative  process  in  spasm  is 
often  induced  indirectly,  and  most  frequently  refiexly,  either 
through  the  abnormally  irritable  condition  of  the  sensory 
terminal  apparatus  and  tracts  (as  in  disease  of  the  sensory 
nerves  themselves,  in  irritation  of  highly  nervous  surfaces— the 
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skin,  the  mucous  membrane,  the  retina,  &c.)  or  through  the 
abnormally  increased  irritability  of  the  reflex  centres  in  the 
brain  and  spinal  cord,  which  convert  normal  physiological 
stimuli  into  morbid  centrifugal  irritations  (as  m  myelitis, 
tetanus,  &c.) 

The  question  as  to  how  far  the  impairment  of  the  inhibitory 
mechanism  may  be  answerable  for  the  pathogeny  of  spasm 
cannot  be  investigated  further  at  this  stage,  for  the  knowledge 
which  we  have  as  yet  of  the  localisation,  the  nature,  and  the 
mode  of  action  of  this  mechanism  is  not  sufficient  to  exert 
much  influence  on  our  electrotherapeutic  measures.  I  will 
only  add  that  the  simultaneous  presence  of  general  nem'opathic 
dispositions  or  affections  is  necessary  for  the  production  of 
spasms,  even  of  many  which  are  entirely  local,  and  that  with- 
out such  favouring  predisposition  very  many  local  spasms 
will  not  be  developed  even  with  definite  determining  causes. 
This  holds  good  for  general  neuropathic  affections,  for  hysteria, 
for  neurasthenia,  as  also  for  anaemia  and  chlorosis  and  other 
influences  which  weaken  the  nervous  system ;  and  this  must  be 
taken  into  consideration  in  the  treatment. 

This  is,  of  course,  not  the  place  to  enter,  however  shortly, 
on  the  symptomatology  and  diagnosis  of  the  several  forms  of 
spasm.  I  must  not,  however,  omit  to  say  that  it  is  quite  indis- 
pensable, for  successful  treatment  and  the  inauguration  of 
therapeutical  indications  and  methods,  that  you  should  acquire 
the  most  accurate  knowledge  as  to  the  nerve-muscle  regions 
affected  by  the  spasm  (for  very  important  mistakes  sometimes 
occur — e.g.  confusion  as  to  which  side  of  the  body  is  affected, 
as  in  spasm  of  the  cervical  and  occipital  muscles).  Fmlher, 
you  must  use  every  endeavour  to  find  out  whether  you  have  to 
do  with  a  directly  or  reflexly  engendered  spasm.  In  the  first 
case  you  have  to  determine  the  exact  seat  of  lesion  by  means 
of  all  your  diagnostic  methods  ;  in  the  second  case  to  discover, 
with  the  greatest  care,  the  sensory  nerve-regions  from  which  the 
morbid  stimulus  proceeds.  In  this  connection  I  would  specially 
remind  you  of  the  spasm-exciting  or  spasm-inhibiting  pressure 
points  of  von  Graefe,  Eemak,  and  others,  which  are  of  so  much 
importance  for  electrotherapeutics. 

Unfortunately  I  am  obb'ged  to  confess  that  electrical 
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examination  has  as  yet  contributed  nothing,  or  next  to 
nothing,  towards  the  elucidation  of  all  these  important  subjects. 
In  very  many  cases,  especially  those  which  are  uncomplicated, 
no  alteration  whatever  in  the  electrical  excitability  can  be  found  ; 
in  other  more  complicated  cases  changes  occasionally  occur, 
which  belong  to  the  accompanying  paralysis  and  have,  there- 
fore, nothing  to  do  with  the  spasm.  There  is  no  pecuhar 
change  belonging  to  the  spasm  as  such.  Only  in  the  rarest 
cases,  and  with  accurate  quantitative  examinations,  the  earliest 
expected  change — an  increase  in  the  electrical  excitability — can 
be  made  out.  It  is  only  in  tetany,  as  I  first  established  it 
in  a  definite  manner,  that  this  has  been  done  with  any  regu- 
larity;  I  have  never  been  able  to  confii-m  it  in  chorea.  At  all 
events  other  and  ^tier  methods  of  investigation  would  be 
needed  in  order  to  decide  upon  the  characteristic  changes  in 
spasm.  The  apparent  lowering  of  the  electrical  excitabihty 
which  often  occurs  in  contracted  nerve-muscle  regions,  from  the 
fact  that  weak  stimuli  do  not  affect  the  already  contracted 
muscle,  must  not  be  regarded  as  a  true  diminution.  The 
remaining  details,  not  important  in  themselves,  will  be  gone 
into  in  connection  with  the  separate  forms.  Now  and  then 
it  may  be  possible  to  prove  the  presence  of  points  tender  on 
pressure  by  means  of  the  electrical  examination  ;  in  difficult 
cases,  therefore,  you  should  never  omit  this  test  (with  the 
kathode  on  the  spine,  the  plexus,  &c.) 

After  these  introductory  remarks  you  will  have  formed  an  idea 
of  the  tasks  set  before  the  electrotherapeutist  and  of  the  means 
by  which  they  are  to  be  fulfilled ;  I  need  only  indicate  them 
very  shortly.    In  the  first  place  we  strive  after  the  removal  of  i 
the  direct  irritation  :  this  may  be  done  by  lowering  the  irrita- 
bility by  the  anelectronising  of  the  motor  apparatus  and  the 
modifying  action  of  the  electric  current ;  by  the  removal  of  j 
pathological  irritation  from  the  neighbourhood  of  the  nerves  | 
(hypercGmia,  inflammation,  cicatrices,  &c.),  for  which  we  employ  • 
the  vasomotor  and  katalytic  actions  of  the  current;  or  we 
endeavour  to  utilise  both  categories  of  action,  in  order  to  remove  • 
the  hypothetical  molecular  or  nutritive  disturbance— the  spastic 
change — in  the  motor  nerves. 

A  second  task  consists  in  the  removal  of  the  s^asm-eoxitinr/ 
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refiex  irritation.  This  may  be  done  in  the  same  way  as  in 
nem-algias  and  other  sensory  irritative  conditions,  and  also  by 
means  of  the  modifying  and  katalytic  actions  of  the  current. 
To  this  belongs  also  the  treatment  of  certain  pressure  points, 
so  effectual  in  many  cases  and  the  mechanism  of  which  is  still 
rather  obscure. 

Finally,  we  have  yet  another  method  of  removing  spasms 
— the  introduction  of  inhibitions,  by  means  of  which  the 
motor  irritative  process  may  be  subdued  and  stojDped.  This 
may  be  done  by  strong  peripheral  sensory  stimulation — the 
stimulating  action  of  the  current. 

You  will  hear  later  how  this  latter  may  be  employed  to  pro- 
duce, by  means  of  over-stimulation,  a  kind  of  weariness  and 
exhaustion  of  the  motor  apparatus,  and  thereby  solution  of  the 
spasmodic  conditions,  and  also  to  remove  secondary,  nutritive 
disturbances  (shortening,  atrophy,  &c.),  which  are  sometimes 
developed  in  muscles  which  have  been  long  affected  with 
spasm. 

It  is  also  evident  that  the  different  actions  of  the  current 
may  be  employed  to  fulfil  the  causal  indications,  to  remove  the 
fundamental  affection  causing  the  spasm,  the  neuritis,  myelitis, 
grey  degeneration,  hysteria,  neurasthenia,  &c.  This  is  often 
connected  with  the  direct  antispastic  treatment,  and  sometimes 
forms  the  most  important  part  of  it. 

In  spite  of  these  numerous  sources  of  help  which  the  electric 
cuiTent  appears  'to  afford  us  the  electric  treatment  of  spasms 
presents  much  greater  difficulties  and  uncertainties  than  that 
of  neuralgia.  The  results  are  not  nearly  so  brilliant  nor  so 
sure ;  they  depend  more  upon  chance  than  upon  the  skill  of 
the  electrotherapeutist ;  and  frequently  the  affections  show  a 
surprising  obstinacy,  however  harmless  they  may  have  appeared 
at  first. 

Still  there  are  always  to  be  found  in  literature  and  in  prac- 
tical experience  many  examples  of  the  successful  electric  treat- 
ment of  the  most  varying  forms  of  spasm.  I  will  now  quote  a 
few,  in  order  to  show  you  with  what  difficulties  treatment  often 
lias  to  contend,  but  also  with  what  various  methods  the  spasms 
may  be  overcome,  and  how  surprising  the  results  sometimes 
are. 
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112.  Personal  Observation:  Spasm  of  Left  Facial  {Convul- 
sive Tic).— A  compositor,  aged  48.  Had  suffered  for  10  days  from  a 
sudden  and  apparently  causeless  mimical  spasm  of  the  left  side  of  the 
face,  which  occurred  in  frequent  and  characteristic  attacks.  Other- 
wise perfectly  healthy.  Galvanic  treatment  first  tried  (A,  stabile,  on 
the  plexus  anserinus,  stabile  from  the  nerve  trunk  to  the  muscles ; 
later  also  galvanisation  of  the  sympathetic).  No  improvement,  rather 
aggravation  (12  sittings).  Two  months'  pause  in  the  treatment; 
gradual  improvement  to  8  or  10  attacks  in  the  day.  Eesumption  of 
the  galvanic  treatment;  increase  of  the  attacks  within  the  next  10 
days  to  about  25  in  the  day.  Morphia  injections  for  4  weeks,  without 
result.  Then  employment  of  the  '  swelling  '  faradic  current :  after  the 
5th  sitting  the  number  of  attacks  reduced  from  12  or  16  to  5  or  7  in 
a  day;  after  the  11th  sitting  only  3  in  the  day;  in  the  days 
following  the  12th  sitting  only  3  attacks  in  all,  and  then  a  complete 
cessation  of  them. 

Patient  perfectly  free  for  2  years;  came  again  in  March  1870, 
having  had  facial  spasms  for  8  days,  20  or  30  attacks  in  the  day. 
Treatment  now  begun  with  wavy  faradic  currents ;  no  improvement 
in  the  next  6  days.  Then  galvanic  treatment,  A  stabile,  with  gj-adual 
onset  and  cessation.  No  result  in  15  sittings,  rather  an  increase,  up 
to  50  or  60  attacks  daily.  Then  again  swelling  faradic  currents ;  in  10 
sittings  no  results,  attacks  remaining  at  from  30  to  45,  Then  pot. 
iod.  for  3  weeks ;  gradual  diminution  to  6  or  7  attacks  daily.  Again 
14  sittings  with  the  same  faradic  currents,  and  again  no  result  (12  or  15 
attacks  daily).  Administration  of  valerianate  of  zinc  in  large  doses, 
and  final  disappearance  of  the  spasms  in  14  days. 

In  January  1873  repetition  of  the  affection,  but  only  to  a  moderate 
degree  (3  to  6  attacks  in  the  day) ;  exactly  the  same  reaction  in  the 
branches  of  the  fiicial  on  both  sides  on  electrical  examination.  Elec- 
trical treatment  of  the  most  varying  kinds  without  any  noteworthy 
influence  on  the  affection.  Disappearance  of  the  patient  from  obser- 
vation after  2  months. 

113.  Personal  Observation.  Donble-sidecl  Mimical  Spasm  of  the 
Face  (Ble2)harospasmus). — A  peasant,  aged  24.  For  3  months  severe 
blinking,  coming  on  with  burning  in  the  eyes  and  great  photophobia, 
gradual  increase  np  to  intense  twitching  in  the  face.  Aftection  already 
improved  by  ophthalmological  treatment  (Prof.  0.  Becker).  Condi- 
tion on  Nov.  16,  1870:  Frequent  attacks  of  double-sided  histrionic 
facial  spasm ;  first  repeated  strong  contractions  of  the  eyelids,  then 
wide  opening  of  the  eyes,  energetic  contraction  of  the  frontalis  with 
simultaneous  lively  contraction  of  the  oi-al  muscles.    Attacks  every 
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2  or  3  minutes.  Otherwise  perfectly  healthy.  Galvanic  treatment : 
A  stabile  on  the  eyes  (K  in  the  nape),  then  A  stabile  on  the  plexus 
anserinus  on  both  sides.  Next  day  considerable  improvement ; 
attacks  much  less  frequent ;  after  second  sitting  attacks  nearly  disap- 
peared ;  cure  after  the  5th  sitting. 

In  March  1873  reappearance  of  patient  with  the  same  affection, 
which  had  come  on  3  months  before,  after  a  long  walk  in  the  snow. 
Not  so  severe  as  before.  Attacks  of  the  same  nature,  but  not  so  acute  ; 
no  pressure  points  noticeable.  Galvanic  treatment  repeated ;  cure  in 
2  sittings. 

114.  Personal  Observation.  Left-sided  Histrionic  Facial  Spasvi. — 
A  yovmg  lady,  aged  23.  Operation  on  the  left  eye  for  strabismus  at 
Easter  1866.  In  spring  1867  gradual  development  of  convulsions  on 
the  left  side  of  the  fece,  increasing  gradually  in  frequency  and  severity, 
especially  in  emotional  excitement.  Moderate  amount  of  chloi'osis. 
The  muscles  round  the  left  eye  and  in  front  of  the  upper  jaw  chiefly 
affected.    No  pressure  points.    Otherwise  healthy. 

November  1867.  Galvanic  treatment  :  A  stabile  on  the  plexus 
anserinus  and  behind  the  ear.  After  30  sittings  great  improvement, 
with  some  variations,  and  subsequently  cure. 

115.  Observation  by  Moritz  Meyer.  Clonic  Facial  Muscular  Spasm. 
—A  solicitor,  aged  30.  Gradually  developing  right-sided  facial  spasm 
for  some  months,  localised  chiefly  in  the  muscles  in  front  of  the  ear 
and  the  orbicularis  palpebrarum.  Attacks  frequent.  Pressure  on  the 
small,  tender  projection  over  the  transverse  process  of  the  3rd  or  4th 
cervical  vertebra  on  the  right  side  removed  the  spasm  at  once. 
Treatment  consisted  in  the  application  of  the  A  (10  elements)  to  these 
pressure  points.  Improvement  after  a  few  sittings;  recovery  almost 
complete  after  37  sittings.  Eeturn  of  the  spasm  after  inflammation 
of  the  lungs,  completely  cured  after  23  more  sittings. 

116.  Personal  Observation.  Sjmsm  of  the  Right  Splenius  Muscle. 
— A  woman,  aged  43.  Spasm  came  on  3  months  ago,  in  consequence  of 
great  excitement,  accompanied  by  rheumatic  pains  in  the  occiput  and 
neck.  Head  always  drawn  towards  the  right  side ;  sleep  disturbed 
by  spasm.  No  improvement  from  injections  of  morphia.  More  care- 
ful examination  showed  it  was  the  right  splenius  muscle  in  which  the 
spasm  was  situated.  Came  on  more  strongly  on  movement,  less 
during  repose;  all  employment  interfered  with;  cessation  now  during 
sleep.  No  pressure  points.  Some  ana;mia,  otherwise  perfectly 
healthy.  Galvanic  treatment :  A  stabile  on  the  right  on  the  mu.«cle 
and  in  the  nape  of  the  neck,  then  stabile  transversely  and  obliquely 
through  the  head .    Decided  improvement  after  4  weeks  of  treatment 
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but  no  further  progress.  Swellimj  furadic  currents  then  tried :  decided 
improvement  after  3  weeks;  head  quiet  when  in  repose,  in  reading, 
and  with  easy  manual  labour ;  spasm  in  a  slight  degree  only  on 
walking.  Discharged. 

1 1 7.  Observation  by  E.  Remak.  Spasm  of  the  Cervical  iMuscles.— 
.  A  sempstress,  aged  52.    For  nearly  3  years  the  most  intense  spasms 

of  the  cervical  muscles,  increasing  in  severity  (principally  in  the  right 
accessorius,  but  affecting  also  the  splenius,  digastric,  &c.,  and  accom- 
panied by  spasmus  nictitans  and  spasmodic  rotatory  movements  of  the 
eyeball).  Had  been  treated  17  years  before  by  Remak,  senior,  for  the 
same  affection  with  galvanisation  of  the  right  cervical  transverse  pro- 
cesses. Had  remained  perfectly  well  for  15  years.  Another  form  of 
galvanic  treatment  tried  recently  without  any  result.  Found  this 
time  also  that  anodic  treatment  of  the  right  cervical  transverse  processes 
by  means  of  a  medium  stabile  current  (5  to  17  ma.)  was  beneficial ; 
temporary  relief  of  the  spasm  at  once,  and  gradually  (after  84  sittings) 
a  marked  improvement. 

118.  Observation  by  Moritz  Meyer.  Clonic  Sj)asm  of  Individual 
Cervical  Muscles. — A  lady,  aged  26.  For  a  long  time  spasmodic 
movement  of  the  head  towards  the  left  and  posteriorly,  combined 
with  crepitation  and  crackling  in  the  neighbourhood  of  the  lower 
cervical  vertebrfB  and  various  spasmodic  twitchings  in  the  extremities. 
Examination  showed  abnormal  tension  of  the  posterior  muscles  in  the 
upper  region  of  the  neck,  with  tenderness  on  pressure  over  the  trans- 
verse processes  of  the  middle  cervical  vertebrae,  on  the  left  side. 
Spasm  almost  constant  and  very  troublesome.  Treatment :  Stabile 
action  of  the  A  on  the  tqyper  left  side  of  the  neck,  K  on  the  submaxil- 
lary fossa,  for  10  minutes,  an  assistant  carefully  steadying  the  head, 
which  was  bent  forward.  After  4  weeks  head  held  without  support 
in  the  normal  position  for  a  few  seconds ;  not  till  after  1 75  sittings  so 
great  an  advance  in  improvement  that  the  patient  could  go  to  the 
baths.    Afterwards  cured. 

119.  Observationby Erdmann.  Rheumatic  Torticollis. — A  straw- 
hat  worker,  suffering  from  rheumatic  torticollis  for  4  months ; 
head  turned  to  the  right,  forwards  and  downwards ;  chin  near  the 
right  shoulder.  Passive  movements  painful.  Faradic  brtishing  of 
the  neck ;  immediate  relief  to  the  movements  of  the  head  for  some 
hours.  Removal  of  the  affection  in  10  sittings  by  this  means  and 
the  direct  faradic  excitation  of  the  left  splenius  muscle. 

120.  Observation  by  M.  Rosenthal.  Rheumatic  Torticollis. — 
A  maidservant,  aged  30.  Contraction  of  the  right  trapezius,  in 
consequence  of  a  thorough  wetting  ;  head  inclined  backwards  and  to 
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the  right,  chin  towards  the  left.  Passage  of  a  galvanic  current 
through  the  muscle;  movements  of  the  head  easier  at  once.  (Jure 
after  a  second  sitting. 

121.  Observation  hy  Moritz  Meyer.  Rheumatic  Contraction  of 
the  Levator  Anguli  Scajmlce.  — A  gir],  Aged  12.  Contraction  of  the 
left  lev.  ang.  scap.,  coming  on  during  the  night,  from  cold  ;  belly  of 
the  muscle  distinctly  projecting.  J  few  reversals  of  the  current 
through  the  muscle ;  immediate  relaxation  of  the  tension.  Complete 
cure  after  2  more  sittings. 

122.  Personal  Observation.  Tussis  Nervosa. — A  girl,  aged  12. 
Spasmodic  fits  of  coughing  for  6  months,  occurring  every  few  seconds 
in  the  form  of  a  hoarse,  toneless  cough,  combined  with  slight  twitch- 
ing movements  of  the  shoulders  and  the  lips.  Complaints  of  pain  in 
the  region  of  the  larynx.  Objectively  everything  normal.  Patient 
suffered  fi'om  migraine.  Faradisation  of  the  larynx  for  2  days; 
disappearance  of  the  pain  in  the  throat ;  no  alteration  in  the  cough. 
Then  galvanic  treatment :  stabile,  transversely  through  the  larynx. 
Rapid  improvement ;  complete  disappearance  of  the  cough  after  5 
days.  Patient  returned  home.  Return  of  the  cough  after  a  few  dayo. 
Came  again  under  treatment  4  weeks  later ;  again  disappearance  of 
cough  after  4  days  of  galvanic  treatment,  which  was  continued  a  few 
weeks  longer.  Cure. 

123.  Observation  by  Moritz  Meyer.  Singultus  with  Simultaneous 
Weakness  of  the  Left  Arm.— K  gymnastic  teacher,  aged  40,  very 
nervous.  In  consequence  of  great  exertion  1 6  years  ago  a  feeling  of 
weakness  in  the  left  arm,  combined  with  a  feeling  of  oppression  on 
the  left  side  of  the  thorax,  and  frequent  hiccuping.  Pressure  on  the 
spinous  process  of  the  seventh  cervical  vertebra  induced  pain  and 
severe  hiccup,  recurring  about  20  times  in  half  a  minute ;  pressure  on 
the  transverse  processes  of  the  third  to  the  fifth  cervical  vertebrse 
painful.  Immediate  improvement  after  anodic  treatment  of  these 
pressure  points,  and  almost  complete  cure  of  the  affection  after  9 
sittings. 

124.  Personal  Observation.  Spasm  of  the  Recti  Abdominis  and 
I^atissimi  Lorsi. — A  female  ftictory  hand,  aged  24,  very  antemic. 
Spasmodic  twitching  in  the  abdomen  for  1^  year,  painless  but  in- 
creasing in  frequency  and  severity,  with  intermissions  of  a  day  or 
longer.  Examination  showed  isolated,  short,  and  lightning-like 
twitchings  in  both  recti  abdominis,  and,  synchronous  with  this,  a 
somewhat  weaker  twitching  in  both  latissimi,  and  at  intervals  also 
in  the  pectoralis  major.  Pressure  of  variable  duration  to  the  abdomen 
excited  the  spasm.    No  signs  of  hysteria.    Considerable  improve- 
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on  passing  stabile  galvanic  currents  from  the  spine  to  the  ejn- 


125.  Observation  hj  Moritz  Meyer,  Tremor  of  the  Right  Arm.— 
A  boy,  aged  14.  For  2  years  a  gradually  increasing  trembling  in 
the  right  arm.  Stabile  galvanic  current,  ascending,  from  the  radial 
nerve  to  the  plexus,  and  labile  galvanisation  of  the  extensors  of  the 
forearm.  Decided  improvement  after  3  sittings;  after  10,  a  quarter 
of  an  hour's  writing  without  trembling.    Cure  after  19  sittings. 

126.  Personal  Observation.    Clonic  Spasm  of  the  Lower  Ex- 
tremity, in  consequence  of  Articular  Neurosis  — An  officer,  aged  28, 
nervous.     Struck  on  the  left  internal  malleolus  by  a  rebounding 
shot  in  the  beginning  of  July  1866.    Inflammation  and  swelling  of 
the  whole  leg ;  permanent  pain  and  tenderness  in  the  left  knee, 
which  had  suffered  from  traumatic  inflammation  14  years  before. 
Pain  so  great  as  to  prevent  walking  and  standing  on  the  left  leg. 
Subsequently  twitching  in  the  calf  and  thigh  muscles,  increased  on 
bending  the  knee  and  interfering  considerably  with  sleep.  Condition 
on  August  30,  1866  :  Left  leg  kept  perfectly  stiff ;  knee  joint  slightly 
swollen,  excessively  tender  on  pressure  ;  lively  fibrillary  and  clonic 
twitching  in  the  calf  and  in  the  thigh,  increased  by  touching  the 
knee  cap  and  by  any  attempt  at  flexion.    Sensibility  quite  normal. 
Galvanic  treatment :  A  stabile  on  the  knee  joint  for  2  or  3  minutes, 
then  descending  stabile  through  the  crural  and  the  sciatic  nerves, 
3  to  4  minutes  on  each ;  later,  in  the  same  way,  through  the  lower 
part  of  the  spine.    Hypertesthesia  of  the  knee  less  immediately  after 
the  1st  application,  and  sleep  better.     After  the  4th  application 
disappearance  of  the  hypersesthesia,  and  almost  of  the  twitching ; 
flexion  of  the  Imee  easy.    Walking  possible  on  even  ground  without 
a  stick.    A  long  walk  after  the  14th  application.    Discharged  cured 
after  the  18th. 

127.  Observation  by  R.  Remah.  Hemiplegia  Contraction. — A 
patient  who  had  suffered  for  2  years  from  hemiplegia  with  contraction. 
Primary  faradic  current  passed  through  the  affected  flexors  of  the 
forearm  ;  the  hand  immediately  opened  passively  with  ease,  and  the 
fingers  straightened.  In  the  same  patient  the  contraction  was  relieved 
in  a  surprising  manner  by  the  passage  of  descending  galvanic  currents 
through  the  nerves  of  the  conti-acted  flexor  muscles,  with  simultaneous 
increase  of  voluntary  power  over  the  paralysed  muscles. 

128.  Observation  by  R.  Remah.  Rheumatic  Contraction.— A. 
female  weaver,  aged  49.  Chronic  articular  rheumatism  of  the  upper 
extremities  for  1 7  yeai's ;  contraction  of  the  flexor  muscles  from  the 
shoulder  to  the  hand.    Galvanic  current  through  the  muscles  of  the 
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right  shoulder  and  the  right  upper  arm  for  6  minutes.  Arm  imme- 
diately raised  higher  than  for  1 7  years.  Continued  improvement  on 
the  following  day.  The  muscles  of  the  forearm  and  hand  treated  in 
the  same  manner,  with  a  similar  result,  and  at  a  later  period  the  left 
arm  also. 

129.  Observation  by  Bdrwinkel.  Contraction  after  Myelitis  from 
Compression. — A  boy,  aged  6.  Paraplegia  from  caries  of  the  vertebrae, 
paralysis  and  antesthesia  of  the  legs,  greatly  exaggerated  reflexes, 
flexure  contraction  in  the  knee,  extensive  contraction  in  the  foot. 
Strong  galvanic  ciorrent  from  the  upper  siu-face  of  the  kyphosis  to 
the  sacrum  (in  either  direction,  but  the  ascending  more  effectual) ; 
immediate  relaxation  of  the  ankle  joint  while  the  current  remains 
closed,  and  for  a  few  moments  longer.  Knee  and  hip  joint  uninfluenced. 

130.  Observationhy  Leloir.  Hysterical  Contraction. — A  woman, 
aged  22.  Anaesthesia  of  the  left  hand  and  forearm,  left  ovarial 
hyperaesthesiaand  hysterical  contraction  of  the  left  hand  for  2  months. 
Oared  in  11  days  by  the  permanent  apjjlication  of  a  weak  galvanic 
current  of  5  to  10  elements,  for  6  hours  daily. 

131.  Observation  by  Moritz  Meyer.  Reflex  Contraction  of  the 
Quadratus  Lumborum. — A  preacher,  aged  33.  "Weakness  in  the  left 
knee  and  ankle  since  February  1879,  with  swelling  in  the  left  gluteal 
rind  dorsal  muscles.  Gradual  improvement,  then  aggravation,  with 
flexion  of  the  spine  towards  the  right,  necessitating  a  steel  corset  and 
a  thick  layer  of  cork  in  the  right  boot.  The  scoliosis  of  the  lower 
dorsal  and  lumbar  vertebral  region  apparently  caused  by  very  firm 
contraction  of  the  left  quadratus  lumborum  (in  consequence  of 
periostitis  of  the  lumbar  vertebrae  1)  No  great  result  from  the  passage 
of  a  galvanic  current  through  the  muscle,  but  considerable  and 
immediate  improvement  on  placing  one  pole  on  the  quadratus  lumbo- 
rum, the  other  on  the  sacro-lumbalis,  and  -pussmg  reversals  of  a  strong 
galvanic  current  (40  to  50  elements).  Striking  improvement ;  dis- 
appearance of  the  scoliosis  after  14  sittings  and  ability  to  take  a  3- 
hours'  walk. 

In  deciding  upon  the  electrotherapeutic  methods  the  re- 
moval of  any  accessible  lesion  whicli  may  be  present  in  the 
nervous  system  must  be  thoxight  of — that  is,  causal  indications 
must  be  fulfilled.  This  will  be  done  by  the  electric  treatment 
of  the  organic  diseases  of  the  brain,  spinal  cord,  or  peripheral 
nerves  which  may  be  present,  according  to  known  methods. 
There  is  no  doubt  that  something  may  often  be  effected 


558 


ELECT  R  O  THEUA  PE  UTl  VS. 


by  means  of  this  procedure,  which  will  be  specially  successful 
in  the  removal  of  many  reflex  irritations.  It  is  only  to  be  re- 
gretted that  in  so  many  cases  such  a  causal  disease  cannot  be 
proved  with  certainty. 

You  will  generally  have  to  employ  the  direct  antispastic 
action  of  the  current,  and  you  will  often  be  perplexed  as  to 
where  the  electrodes  ought  really  to  be  applied  in  order  to 
influence  the  specially  diseased  section — whether  on  the  muscles 
themselves,  on  the  peripheral  motor  nerves,  on  the  spinal 
roots,  on  the  spinal  cord  or  brain  as  far  as  the  cortex,  or, 
finally,  on  quite  distant  parts,  tender  spots,  sensory  nerves,  &c. 
Very  often  we  are  not  in  a  position  to  decide  this  with  any 
probability,  and  we  are  then  obliged  to  seek  the  proper  method 
and  to  effect  cure  by  means  of  systematic  experimentation  on 
the  different  localities.  This  may  be  very  elaborate  and  tedious, 
and  it  does  not  always  succeed,  as  I  could  prove  by  many 
observations. 

The  various  methods  of  antispastic  treatment  correspond 
pretty  closely  to  those  of  the  antineuralgic  treatment ;  and  I 
may,  therefore,  describe  them  very  shortly.    In  order  to  induce 
the  required  modifying  and  katalytic  action  in  the  motor-nerve 
apparatus  you  will  first  employ  the  galvanic  current;  and 
here,  as  in  neuralgia,  the  stabile  action  is  to  be  preferred.  You 
place  the  anode  on  the  nerve  trunk  (or  on  the  spinal  cord,  brain, 
or  whatever  point  you  wish  to  influence),  beginning  preferably 
with  a  very  weak  current,  gradually  increasing  it  by  the 
smallest  possible  increment  and  after  some  time  gradually 
diminishing  it  again  in  the  same  way.    This  stabile  anodic 
treatment,  for  which,  as  a  rule,  only  currents  of  moderate 
strength  are  to  be  recommended,  proves  useful  in  many  cases. 
If  it  is  unsuccessful  you  may  try  the  kathode  in  the  same  way, 
as  it  may  have  other  katalytic  actions.    Descending  stabile 
currents  passed  through  the  motor  nerves,  to  which  R.  Eemak 
first  ascriioed  distinct  antispastic  effects  in  contraction,  act  in 
the  same  way  ;  still  the  ascending  current  seems  sometimes  to 
have  been  more  effectual.  He  has  also  seen  a  similarly  beneficial 
effect  from  the  frequently  repeated  interruptions  of  a  descend- 
ing current  passed  through  the  nerve  and  muscle,  especially  in 
tonic  reflex  spasms.     The  fact  discovered  by  Ranke,  that 
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galvanic  currents  of  a  certain  strength,  passed  through  the 
spinal  cord,  restrain  the  reflex  spasms,  in  strychnia  poisoning, 
finds,  perhaps,  its  analogy  in  the  good  results  which  Barwinkel 
relates  of  diseased  individuals  (vide  Obs.  129).  The  direction 
of  the  current  appears  to  be  immaterial  for  this  purpose,  if  only 
its  strength  is  suflBcient. 

But  you  may  also  attain  antispastic  effects  with  the  faradic 
current ;  either  by  sending  weak  faradic  currents  with  moist 
electrodes  through  the  motor  apparatus  (perhaps  also  through 
the  head  and  the  spine),  or  strong  faradic  currents  through  the 
peripheral  nerves  and  the  muscles.  Proceeding*  from  the  phy- 
siological fact  that  during  the  strong  faradisation  of  muscles 
their  extensibility  increases,  Eemak  has  employed  such  currents 
for  the  removal  of  paralytic  contraction,  and  with  good  results  • 
the  faradised  muscles  could  be  easily  stretched,  and  remained 
flaccid  and  supple  for  some  time— several  hours.  The  best 
method  of  obtaining  this  effect  is  the  application  of  '  swelling  ' 
faradic  currents,  which  have  been  successfully  employed  by 
Frommhold,  Benedikt,  and  myself. 

It  is  not  yet  settled  whether  these  procedures  act  by  over- 
stimulation and  consequent  exhaustion  of  the  motor  apparatus 
by  alteration  of  the  tissue  metamorphosis,  or  by  the  diminution 
of  the  irritability.  Probably  the  already  mentioned  frequently 
repeated  mterruptions  of  the  galvanic  current,  i.e.  frequently 
repeated  KC,  may  act  in  the  same  way:  and  perhaps  also  the 
frequently  repeated  reversals  of  the  current  in  the  region  of 
the  spasm,  to  which  Benedikt  ascribes  a  very  special  effect  in 
many  spasms,  especially  in  convulsive  tic,  and  which  Moritz 
Meyer  has  recently  recommended  for  contraction  fvide  Obs  121 
and  131).  ^ 

A  second  manner  of  treating  spasm  is  by  the  removal  of 
^peripheral  %rritaUons  in  the  so  called  reflex  spasms.  Here  the 
usual  methods  in  neuralgia  and  other  sensory  irritative  con- 
ditions may  be  employed ;  therefore  here  again  chiefly  stabile 
galvanic  currents,  &c.,  but  applied  to  the  sensory  nerves  and 
heir  expansions  To  this  place  belongs  also  the  electrical 
treatment  of  tender  spots  and  of  sympathetic  tracts  and  ganglia 
with  which  E.  Eemak  was  very  successful,  and  which  has  .l.n 
yielded  some  splendid  results  to  other  observers ;  but  it'is  mi 
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fortunate  that  these  tender  spots  are  so  rare  and  that  they  do  not 
occur  nearly  so  often  as  one  would  expect  from  Remak's  de- 
scriptions. The  stabile  anodic  treatment  of  these  spots  is  first 
to  be  tried ;  sometimes  their  effect  is  exhausted  after  a  time, 
and  other  points  must  be  sought  out. 

Another  occasionally  successful  plan  consists  in  inducing 
inhibitory  effects  by  means  of  very  strong  peripheral  irritation. 
This  may  be  accomplished  either,  as  in  neuralgia,  by  removing 
the  sensory,  reflex-exciting  irritation,  or  by  exercising  an 
inhibitory  effect  directly  on  the  motor  stimulation  by  means 
of  a  stronff  irritation.  The  faradic  brush  or  the  moxa  will 
answer  this  purpose,  applied  to  various  parts  of  the  skin,  either 
in  the  near  neighbourhood  of  or  distant  from  the  affected 
motor  nerves,  over  the  spine,  or  in  the  epigastrium.  In  many 
cases  it  is  useful  to  stimulate  the  tender  points  which  may  be 
present,  either  with  the  faradic  brush  or  with  the  kathode 
stabile,  if  there  are  any  whose  irritation  causes  cessation  of  the 
spasm. 

I  may  remark,  finally,  that  in  long-standing  rheumatic  and 
other  contractions  it  has  been  attempted  to  improve  the  con- 
traction, deformity,  and  mobility  of  the  parts  by  means  of 
faradic  stimulation  of  the  muscles  antagonistic  to  those  which  are 
contracted.  Duchenne  and  Erdmann  have  tried  this  with  success 
in  all  sorts  of  contractions  of  the  trunk  muscles,  and  Brenner 
has  recommended  it  for  the  cure  of  contraction  after  severe 
rheumatic  facial  paralysis.  It  is  evident  that  this  is  not  a 
real  cure  of  the  spasm,  but  only  a  kind  of  electro-orthopcedics 
and  gymnastics  ;  still  it  is  occasionally  useful. 

In  paralytic  contraction  the  treatment  of  the  paralysed 
antagonistic  muscles  is  often  useful ;  for  it  is  plain  that  the  re- 
instalment  and  strengthening  of  the  influence  of  the  will  on  the 
paralysed  muscles  is  the  best  means  of  combating  the  contraction 
resulting  from  the  paralysis,  just  as,  conversely,  the  removal 
of  the  contraction  is  useful  for  the  improvement  of  the  para- 
lysis.  But  this  also  is  only  an  indirect  treatment  of  the  spasm. 

As  you  see,  gentlemen,  a  great  number  of  methods  of  elec- 
trical treatment  are  at  our  disposal  against  spasm,  and  it  is  often 
difficult  to  decide  for  one  or  the  other  of  them.  No  certain 
indications  have  as  yet  been  established,  and  very  often  the 
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method  on  which  we  have  counted  most  surely  fails  us,  and  we 
do  not  succeed  until  after  other  trials.  Of  course  you  will 
first  choose  your  procedure  according  to  established  rules  and 
the  peculiarities  of  the  case,  but  you  must  be  prepared  for 
failing  and  for  being  obliged  to  try  all  other  methods  in  turn. 
As  a  general  plan  of  treatment  I  would  recommend  you  first  to 
seek  out  causal  diseases  and  the  peculiar  localisation  of  the 
affection,  and  to  attack  them  first ;  afterwards  the  greatest  care 
must  be  devoted  to  finding  out  reflex  irritation  and  tender 
spots,  for  cases  in  which  these  are  present  are  gradually  more 
favourable  for  treatment.  For  the  direct  treatment  I  would 
advise  beginning  always  with  the  mildest  method,  the  stabile 
anodic  treatment,  and  then,  perhaps,  proceeding  to  the  descend- 
ing stabile  currents,  to  simple  or  '  swelling '  faradic  currents, 
then  to  the  faradic  brush,  and  finally  to  reversals  of  the  current. 
Sometimes  a  method  that  has  failed  at  first  succeeds  later;  in 
obstinate  cases,  therefore,  the  different  methods  of  application 
may  even  be  tried  several  times.  The  skill  and  good  fortune 
of  electrotherapeutics  have  here  a  wide  field  of  action. 

The  intensity  and  duration  of  the  different  applications  are 
determined  by  the  individual  circumstances.  It  is  always 
advisable  to  begin  with  weak  currents  and  short  sittings,  but 
to  advance  gradually  to  stronger  measures,  and  perhaps  to  repeat 
them  several  times  a  day.  The  duration  of  the  whole  treatment 
must  often  be  very  long,  and  you  must  not  weary  of  it.  When 
the  spasm  has  been  diminished  to  a  few  traces  we  ought,  accord- 
mg  to  Eemak,  to  discontinue  the  treatment  and  leave  the  full 
cure  to  nature.  You  must  always  be  prepared  for  relapses, 
which  come  on  very  frequently  and  easily,  even  after  long  inter- 
missions. 

The  results  of  electrical  treatment  in  spasms  are  in  the 
ighest  degree  uncertain  ;  it  can  hardly  ever  be  predicted,  or 
even  expected  with  any  degree  of  probability,  that  a  cure  will 
result.  Sometimes  the  results  are  surprising  and  brilliant ;  at 
other  times  the  obstinacy  of  the  affection  reduces  doctor  'and 
patients  to  sheer  despair.  Even  apparently  slight  cases  in 
otherwise  healthy  individuals,  may  defy  electrical  and  all  other 
treatment ;  and  you  must  always  be  prepared  for  this  in  cases 
of  spasm.  We  can  hardly,  therefore,  lay  down  any  general  rules 
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with  regard  to  the  prognosis  of  the  electrical  treatment; 
the  rheumatic  muscular  contractures,  and  the  spasms  caused  by 
cold,  neuritis,  trauma,  and  the  like,  are  comparatively  favoura- 
ble, reflex  spasms  and  those  accompanied  by  distinct  tender 
spots  particularly  so ;  the  forms  depending  on  severe  neuropathic 
diathesis,  frequently  relapsing  spasms,  and  spasms  in  organic 
diseases  of  the  brain  and  spinal  cord  are  very  obstinate  ;  while 
other  more  functional  central  spasmodic  diseases  warrant  a  more 
favourable  prognosis. 

In  describing  the  different  forms  of  spasm  I  may  confine 
myself  to  mentioning  a  few  individual  peculiarities. 

Spasm  of  the  muscles  of  mastication  (in  the  tonic  form  as 
trismus,  in  the  clonic  form  as  grinding  or  gnashing  of  teeth) 
is  very  rarely  found  by  itself;  it  is  more  frequently  an  accom- 
panying symptom  of  general  forms  of  spasm.  The  isolated 
forms  sometimes  occur  from  direct  disease  of  the  motor  portion 
of  the  fifth  nerve,  but  more  frequently  in  a  reflex  manner— m 
irritative  conditions  in  the  region  of  the  fifth  nerve,  dental 
affections,  disease  of  the  articulation  of  the  lower  jaw,  peri- 
pheral injuries,  worms,  &c.  The  electrical  treatment  must  be 
directed  to  these  points,  but  otherwise  it  presents  no  pecuhan- 
ties  and  may  be  employed  in  the  greatest  possible  variety  of 

"^""^But  histrionic  convulsion  of  the  face,  facial  spasm  tic 
convulsif,  is  observed  most  frequently,  in  all  its  varied^  forms 
-partial  or  diffused,  tonic  and  clonic  spasm,  and  occasionally 
also  in  the  form  of  slight  contraction  (after  facial  paralysis).  It 
xnay  occur  from  very  different  causes,  but  the  worst  form  is 
Tnerally  just  that  in  which  no  cause  at  all  can  be  ascertamed, 
Sal  whih  the  true,  diffuse  tic  convulsif  continues  or  year. 
Peripheral  and  central  diseases  are  sometimes  ^ound  t  be  ^^^^^^ 
causL;  and  the  recent  investigations  in  o  ^^^^^  ^ 

snasmhave  urged  us  to  the  supposition  that  part  at  least  ot 
tTe  ^dlpl^^^  clonic  facial  spasm  is  to  be  referred  to  disease 
^l^probX-P-ceptible--of  the  cerebral  cortex,  m  the  region 

^^^^r^Sc?—  of  these  spasms— ^^1 
acuteness  and  patience  from  the  physician;  all  the  ^arlous 
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methods  may  be  tried  here — must  often  be  tried  in  turn — and 
will  often  be  tried  in  vain  :  the  stabile  action  of  the  anode  with 
increasing  and  diminishing  strength  of  current  on  the  plexus 
anserinus  or  behind  the  ear  on  the  trunk  of  the  facial ;  trans- 
verse passage  of  the  current  through  the  mastoid  processes 
(anode  on  the  affected  side) ;  and  stabile  action  of  the  anode  on 
the  opposite  cranial  region,  in  the  neighbourhoood  of  the  facial 
centre  (bottom  of  ascending  frontal  convolution,  fig.  29,  p.  292). 
This  last  method,  first  recommended  by  me,  has  been  employed 
with  good  results  by  0.  Berger  in  different  cases.    The  '  large 
head  electrode  '  makes  the  best  anode,  applied  to  the  well- 
moistened  cranial  region  (K  on  the  back  or  in  the  opposite 
hand)  stabile,  gradually  increasing  and  diminishing,  the  strength 
of  the  current  being  medium  and  the  duration  5  to  10  minutes 
(according  to  Berger).    This  writer  has  lately  cured,  in  a  sur- 
prisingly short  time,  a  very  severe  case  of  double-sided  facial 
spasm  of  reflex  origin  (in  consequence  of  a  blow  in  the  region 
of  the  infra-orbital  nerve),  by  means  of  stabile  anodic  treatment 
to  the  occiput  (K  being  in  the  hand).    This  cure  was  pro- 
bably effected  by  the  action  of  the  current  on  the  morbidly 
excited  reflex  centre  in  the  medulla,  and  this  method,  therefore, 
may  be  deserving  of  a  trial.  Later  on  you  may  try  descending 
stabile  currents  in  the  separate  nerve  twigs,  or  frequently 
repeated  KC  or  reversals  of  the  current,  to  which  Benedikt 
owed  a  number  of  good  results.    If  you  find  tender  spots  (on 
the  spme,  on  the  face,  inside  the  mouth,  behind  the  ear,  &c.) 
you  must  make  them  the  subject  of  anodic  treatment;  and  do 
not  forget  in  severe  cases  to  treat  the  several  ganglia  of  the 
cervical  sympathetic  also,  especially  if  they  are  tender  on 
pressure.    Remak  ascribes  an  especial  efficacy  to  this  treatment 
and  reminds  us  of  the  presence  of  the  sympathic  nerve  twigs 
passmg  from  the  cervical  ganglia  to  the  large  vessels  of  the 
head,  especially  that  to  the  vertebral  artery,  which  also  contains 
an  important  vertebral  branch  from  the  first  thoracic  ganglion. 
This  application  possibly  induces  indirect  katalytic  effects. 

But  you  may  also  employ  faradic  currents  to  the  nerves 
often  with  good  effect;  and  also  faradic  currents  transversely 
and  longitudinally  through  the  head  or  the  cortical  regions 
in  question ;   and,  finally,  there  remains  the  trial  with  the 
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faradic  brush,  which  you  may  apply  to  the  skin  of  the  nape  of 
the  neck,  to  the  posterior  auricular  region,  or  to  the  tender  spots 
which  may  be  present. 

Partial  facial  spasms,  especially  the  common  blepharospasm, 
may  be  treated  in  an  exactly  analogous  manner.  Anodic  treat- 
ment on  the  closed  eyelids  and  the  region  of  the  supra-orbital 
nerve  is  to  be  recommended  in  the  first  place,  and  then  the 
seeking  out  and  treatment  of  the  tender  points,  which  play  so 
important  a  part  in  this  very  form,  according  to  the  splendid 
investigations  of  v.  Grafe  and  Remak;  to  which  may  be  added 
galvanic  treatment  of  the  sympathetic  and  its  several  ganglia. 
For  the  rest,  patience  and  perseverance  are  necessary  before 
obtaining  any  results. 

I  shall  only  advert  in  passing  to  the  treatment  of  spasms  of 
the.  tongue  and  ocular  muscles,  which  are  very  rare  afi'ections  ; 
you  must  treat  them,  as  the  cases  come  before  you,  according 
to  general  rules. 

On  the  other  hand  spasms  in  the  muscles  supplied  by  the 
accessorius  and  the  other  muscles  of  the  neck  are  not  very  rare ; 
but  they  are  always  very  troublesome  to  patients  so  a{Fected. 
They  present  close  analogies  to  true  tic  convulsif  in  several 
particulars,  not  least  in  the  obstinacy  of  their  nature,  and  ought, 
therefore,  to  be  treated  according  to  exactly  the  same  mles  and 
with  the  same  methods.  I  include  in  this  category  spasms  in  the 
sternocleidomastoids,  trapezius,  splenii,  rotatores  capitis,  levator 
anguli  scapulae,  and  the  rest  of  the  deep  nape  and  neck  muscles, 
whose  symptomatology  and  diagnosis  you  must  study  in  the 
handbooks  of  nervous  pathology.  The  anodic  treatment, 
recently  recommended  by  E.  Eemak,  of  the  nape,  the  spinal 
accessory  nerves,  and  the  cervical  sympathetic  deserves  first  to 
be  tried.  To  this  I  now  generally  add  the  anodic  treatment  of 
the  affected  section  of  the  opposite  part  of  the  cerebral  cortex ; 
and  an  action  upon  the  medulla  (transversely  through  the 
mastoid  processes)  may  also  be  tried.  If  you  find  tender  spots, 
as  is  often  the  case,  these  must  first  be  attacked,  and  the  other 
antispastic  methods,  before  mentioned,  may  then  be  tried  m 
turn  But  these  forms  of  spasm  belong  to  the  most  obstinate 
and  troublesome  that  can  be  imagined :  I  have  seen  frightful 
cases  of  the  kind. 
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Tonic  spasms  are  also  very  common  in  these  musc]es,-fre- 
quently  presenting  themselves  in  their  recent  forms  as  rheu- 
matic torticollis,  and  constituting  a  very  favourable  subject  for 
electrical  treatment  (cf.  Obs.  120  and  121).  A  few  sittings  are 
usually  enough  to  remove  the  afifection  (anode  stabile,  reversals 
of  the  current,  or  powerful  faradisation).  But  this  is  more 
difficult  in  the  congenital  forms  or  in  those  which  have  already 
passed  into  a  condition  of  permanent  contraction.  In  those 
cases  every  method  is  often  tried  in  vain,  and  the  utmost  that 
can  be  attained  is  some  amount  of  relief  following  the  regular 
gymnastic  and  orthopaedic  faradisation  of  the  antagonistic 
muscles. 

The  same  is  true  of  spasms  and  contractions  of  the  other 
muscles  of  the  trunk,  in  the  back  and  abdomen,  which  may  be 
observed  in  the  most  marvellous  forms  and  combinations,  and 
which  generally  present  the  greatest  difficulties  to  clinical 
investigation  and  explanation.  In  these  cases,  also,  electro- 
therapeutics is  not  very  successful.  Their  treatment  is  to  be 
carried  out  according  to  general  rules,  and  it  generally  consists 
in  a  more  or  less  systematic  experimentation,  with  the  most 
varied  methods,  on  all  the  parts  of  the  peripheral  and  central 
nervous  system  from  which  the  spasm  could  possibly  proceed. 
I  need  not  enter  more  minutely  into  the  matter 

Spasms  of  the  respiratory  muscles,  inspiratory  and  expi- 
ratory spasms,  singultus,  &c.,  ought  to  be  mentioned  here,  as 
they  occasionally  fall  into  the  domain  of  electrotherapeutics. 
These  spasms,  most  frequent  in  hysterical  individuals,  affect 
either  the  diaphragm  alone  or  the  whole  respiratory  mechanism, 
or  only  inspiration  or  expiration  alone,  as  in  the  different  expi- 
ratory acts,  coughing,  sneezing,  weeping,  laughing,  crying  out, 
&c.  All  that  can  be  said  about  them,  beyond  general  remarks 
will  be  something  like  the  following :  In  tonic  spasm  of  the 
diaphragm,  an  extremely  rare  affection,  good  results  have 
sometimes  been  seen  from  strong  faradic  brushing  of  the  skin 
in  the  region  of  the  diaphragm-in  the  epigastrium-aud 
also  from  faradisation  or  galvanisation  of  the  phrenic  nerves  in 
the  neck  and  nape.  The  same  treatment  may  be  employed 
m  dome  diaphragmatic  spasm,  singultus,  which  sometimes 
becomes  very  obstinate  and  troublesome,  and  demands  energetic 
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treatment.  I  have  seen  brilliant  results  in  such  cases  from 
the  faradic  brushing  of  the  epigastrium,  and  others  report  the 
same  from  faradisation  or  galvanisation  of  the  phrenic  nerves. 
In  many  cases  the  anodic  treatment  of  the  nape  of  the  neck, 
or  the  transverse  passage  of  the  current  through  the  mastoid 
processes,  may  be  of  service,  and  also  energetic  stimulation  of 
the  expansion  of  the  superior  laryngeal  nerve.  Electric  treat- 
ment is  generally  of  very  little  use  for  the  complicated  forms 
of  respiratory  spasm  (inspiratory  and  expiratory  spasm,  spas- 
modic sneezing,  yawning,  laughing,  weeping,  coughing,  &c.)  The 
eases  in  which  most  may  be  accomplished  are  those  in  which  the 
causal  indication  (hysteria,  peripheral  irritation,  tender  ovaries, 
&c.)  may  happen  to  require  electrotherapeutical  interference. 
You  may  adopt  the  same  methods  of  procedure  for  these  spasms 
as  for  spasm  of  the  diaphragm  ;  and  you  will  be  most  likely  to 
succeed  with  strong  farado-cutaneous  irritation.  I  have  seen 
faradisation  and  galvanisation  of  the  larynx  prove  useful  in 
spasmodic  cough,  and  Fritsche  has  found  the  various  galvanic 
applications  of  service  in  spastic  aphonia. 

Spasms  in  the  muscles  of  the  upper  extremities  are  met 
with  every  day.  Generally  they  are  symptoms  of  more  diffuse 
forms  of  spasm  and  other  neuroses  (chorea,  tetanus,  hysteria, 
paralysis  agitans,  epilepsy,  &c.),  in  which  connection  they  will 
occupy  us  later  when  we  treat  of  those  affections ;  or  they  are  sym- 
ptoms and  consequences  of  severe  local  central  diseases,  such  as 
hemiplegic  contractions,  post-hemiplegic  chorea  and  athetosis, 
cortical  partial  epilepsy,  contraction  in  spinal  affections,  &c., 
when  they  will  frequently  require  no  other  treatment  than  that 
of  the  fundamental  affection.  Sometimes,  however,  we  have 
to  do  with  spasms  which  originate  locally  in  the  upper  ex- 
tremity, from  neuritis  of  individual  nerves,  joint  affections, 
neuralgias,  &c.  There  are,  then,  a  great  number  of  forms  of 
spasm  to  be  observed  in  the  upper  extremity,  and  their  treat- 
ment is,  therefore,  sometimes  very  complicated. 

First  of  all,  of  course,  the  fundamental  affection  has  to  be 
treated,  and  then  the  various  antispastic  methods,  already 
mentioned,  may  be  applied  to  the  nerves  and  muscles  of  the 
arm,  to  the  nape  and  the  neck,  to  any  tender  spots  on  the 
brachial  plexus  or  on  the  spine,  «&c.,  from  a  further  description 
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of  which  you  may  certainly  excuse  me.  The  anodic  treatment 
of  the  nape  and  of  the  plexus  stands  in  the  foreground  here 
also.  For  idiopathic  or  secondary  contractions  you  may  employ 
the  various  methods  which  I  have  already  described  (descending 
stabile  galvanic  cun-ents,  frequently  interrupted  galvanic 
currents  or  reversals  of  the  current,  strong  faradisation  with 
simultaneous  extension  of  the  muscles,  &c.)  For  the  partial, 
clonic  spasms  in  cortical  lesions  you  may  try  the  treatment  of 
the  cortical  centres. 

For  spasms  in  the  lower  extremities  the  same,  holds  good, 
mutatis  mutandis,  as  for  the  upper.  Most  frequently  they  are 
symptoms  of  widespread  general  forms  of  spasm,  or  of  central 
disease,  especially  spinal  disease.  Still  purely  peripheral 
spasms — reflex  spasms  from  articular  affections,  neuralgias, 
foreign  bodies,  &c. — occasionally  occur ;  and  very  frequently 
also  paralytic  and  hysterical  contractions,  and  the  so  called 
cramps,  especially  in  the  muscles  of  the  calf. 

The  choice  of  methods  of  treatment  must  be  made  according 
to  general  rules  ;  you  will  most  frequently  have  to  treat  the 
spinal  affection,  and  to  determine  the  method  of  application 
according  to  the  special  case.    Further  details  are  unnecessary. 
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VII.  ANESTHESIA. 

LiTEEATUEE. — W.  Erb :  'Handbuch  d.  Krankh.  d.  peripher.  Nerven/ 
V.  Ziemssen's  Handb.  d.  spec.  Pathol.,  S-ii.  1,2nd  edit.  1876. — A.  Eulenburg: 
'  Lebrb.  d.  Nervenkrankheiten,'  2nd  edit.  1878. — ^Vulpian  :  '  De  I'lnfluence 
qu'exerce  la  Faradisation  de  la  Peau  dans  certains  Oas  d'Anestb^sie  Cutan6e,' 
Arch.  d.  Physiol.  Norm,  et  Pathol.,  vii.  p.  877, 1875. — Vulpian :  '  De  I'lnfluence 
de  la  Faradisat.  Localis^e  sur  I'Anestb^sie  de  Causes  Diverses.'  Paris,  1880. 
— Grasset :  '  EfFets  de  la  Farad.  Cutan^e  dans  I'H^mianestb^sie  d'Origine 
C6rebrale,'  Arch.  d.  Physiol.  Norm,  et  Path.,  1876,  p.  764. — Leloir :  *  Heurevix 
Effete  de  laFaradis.  Local,  dans  deux  Cas  d'Hemianestbes.  Hystdrique,  etc.,' 
Gaz.  Med.  d.  Paris,  1879,  Nos.  39,  40.— Rumpf:  'Aus  d.  Gebiete  d. 
Neuropatbologie  u.  Tberapie,'  Aerztl.  Vereinsbl.,  1881,  No.  108,  April. — 
*  Z.  Bebandlung  d.  Tabes  dors,  mit  dem  farad.  Pinsel,'  Neurolog.  Centralbl., 
1882,  Nos.  1  and  2. — Jurasz :  '  Ueb.  d.  Sensibil.-Neurosen  des  Racbens  u.  d. 
KelJiopfs,'  Volltmann's  Satnml.  Uin.  Vortr.,  No.  195,  1881. — V.  Ziemssen  : 
'  Krankbeiten  d.  Keblkopfs,'  in  bis  Handb.  d.  spec.  Pathol.,  iv.  1,  2nd  edit. 
1879. 


LECTUEE  XXIX. 

Meaning  and  Pathogenesis  of  Anaesthesia — Electrical  Examination — Objects 
of  Electrotherapeutics — Cases — Electrical  Methods  of  Treatment — Causal 
Treatment — Direct  Treatment  of  Ansesthesia — Methods  with  the  Faradic 
and  Galvanic  Current  —  Eemoval  of  Secondary  Trophic  Disturbances — 
Results — Various  Forms — Ansesthesia  of  the  Trigeminus,  of  the  Pharynx 
and  Larynx — Vasomotor  Ansesthesia  —  Hysterical  Ansesthesia  —  Tabetic 
Anesthesia. 

Just  as  spasms  and  their  treatment  present  certain  analogies 
•with  neuralgia,  so  ansesthesia  stands  in  the  closest  relation  to 
paralysis.  It  owes  its  origin  to  similar,  very  often  to  exactly 
the  same  lesions,  and  its  electrical  treatment  is  directed  accord- 
ing to  the  same  rules,  making  use  of  the  same  methods  as  that 
of  paralysis.  But  the  result  of  the  anatomical  and  physiological 
relations  of  the  centripetal  nerve  tracks  is  that  we  have  to  do 
with  comparatively  simpler  and  much  less  complicated  thera- 
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peutical  problems  here  than  in  paralysis,  so  that  the  methods  of 
treatment  also  are  correspondingly  simpler  and  uniform.  I 
may  be  allowed,  therefore,  a  comparatively  short  description. 

By  the  term  ancesthesia  we  understand  the  diminution  or 
abolition  of  the  sensations  conveyed  to  the  seat  of  consciousness 
by  means  of  the  sensory  nerves  and  the  nerves  of  special  sense, 
with  reference  chiefly  to  the  cutaneous  and  muscular  ansesthesiae. 
(The  sensory  and  visceral  ansesthesiae  will  be  described  later,  as 
occasion  arises.)  This  functional  disturbance  may  be  occasioned 
either  by  diminution  of  the  irritability  of  the  peripheral  or 
central  terminal  sensory  apparatus,  or  by  an  inhibition  and 
interruption  of  the  conductive  processes  in  the  sensory  nerve 
tracks  (conductive  anaesthesia).  These  latter  are  certainly  the 
most  frequent  and  important  forms  of  anaesthesia ;  and  they 
also  form,  almost  to  the  exclusion  of  the  others,  the  subjects  of 
electrical  treatment. 

The  existence  of  an  anaesthesia  from  exclusive  disease  of  the 
peripheral  sensory  terminal  apparatus  (in  the  skin,  tendons, 
muscles,  joints,  &c.)  appears  not  yet  sufficiently  established,  for 
an  implication  of  the  nearest  and  finest  sensory  tracks  is 
generally  included,  as  in  the  forms  of  anaesthesia,  generally 
only  slight  in  degree,  occasioned  by  cold  (ether  spray),,  heat, 
caustics  (washing-lye,  carbolic  acid,  &c.),  ischasmia  (vasomotor 
neurosis,)  &c. 

Anaesthesia  from  disease  of  the  central  receptive  apparatus 
exclusively  is  just  as  little  established.  We  surmise,  indeed, 
that  this  apparatus  is  situated  in  certain  sections  of  the  cerebral 
cortex  (sensory  cortical  regions),  and  we  may  easily  conceive 
that  a  more  or  less  isolated  disease  of  this  portion  may  occur, 
but  it  will  be  difficult  to  determine  how  far  the  nearest  sensory 
tracks  in  the  brain  are  affected  in  the  diseases  concerned 
(cortical  encephalitis,  softening,  hsemorrhage,  meningitis,  in- 
toxication, &c.)  This  has,  however,  no  special  importance  for 
electrotherapeutics,  if  only  the  seat  of  the  disease  in  the  brain 
or  in  the  cortical  substance  can  be  definitely  proved. 

The  ancesthesicG  occurring  from  hindrance  to  the  sensory 
conduction  in  any  part  of  its  course  are  certainly  the  most 
numerous  and  frequent,  and  they  are  much  more  obvious  in 
their  pathogenesis.     These  hindrances  to  conduction  may 
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just  as  in  paralysis,  be  placed  within  the  peripheral  tracks  by 
means  of  the  most  varied  lesions ;  or  they  may  occur  within 
the  spinal  conduction,  by  means  of  the  various  spinal  diseases  ; 
or,  finally,  they  may  be  caused  by  disease  of  the  cere6ra^  tracks, 
from  haemorrhage,  softening,  tumours,  sclerosis,  &c.  Certainly 
these  conduction  tracks  and  their  position  in  the  spinal  cord 
(posterior  fibres,  grey  posterior  columns?)  and  in  the  brain 
(crura  cerebri,  posterior  part  of  the  internal  capsule,  corona 
radiata)  are  very  imperfectly  known.  It  is  possible,  and 
even  very  probable,  that  in  all  the  places  mentioned  anaesthesia 
may  have  been  caused  by  so  called  imperceptible  lesions  (e.g. 
hysteria,  poisoning,  syphilis,  &c.),  but  in  most  cases  of  the  kind 
we  have  no  accurate  idea  in  what  exact  spot  this  imperceptible 
lesion  occurs  in  individual  cases. 

I  shall  not  touch  xipon  the  symptomatology  of  anaesthesia 
further  than  to  point  out  to  you  how  you  may,  from  its  extent 
(circumscribed  in  the  region  of  one  or  another  nerve,  in  a 
paraplegic,  hemiparaplegic,  or,  finally,  hemiplegic  form),  obtain 
data  for  determining  the  seat  of  the  lesion,  the  knowledge  of 
which  must,  of  course,  form  the  foundation  of  your  treatment ; 
and  how  you  may,  further,  draw  conclusions  from  the  partial  or 
total  paralysis  of  sensation,  its  more  or  less  complete  abolition, 
the  presence,  nature,  and  extent  of  paraesthesia  in  the  same 
direction,  as  well  as  from  the  presence  or  absence  of  motor, 
vasomotor,  trophic,  and  special-sense  disturbances,  neuralgic 
difficulties,  &c. 

Electrical  examination  can  contribute  comparatively  little  to 
the  clearing  up  of  the  diagnosis  in  this  direction,  although  it  is 
sometimes  not  without  value.  I  have  told  you  before  that 
quantitative  or  qualitative  changes  in  the  electrical  irritability 
of  the  nerve  trunks,  which  are  of  such  diagnostic  value  in 
paralysis  of  the  motor  nerves,  are  unknown  in  anaesthesia ;  for 
in  the  same  way  as  we  cannot  recognise  irritative  changes  in 
the  central  portion  of  the  motor  nerve  in  paralysis  because 
conduction  to  the  muscles  is  interrupted,  so  we  cannot  dis- 
tinguish those  changes  in  the  peripheral  part  of  the  nerve  in 
ancesthesia  because  the  passage  to  the  brain  is  interrupted. 
This  test,  therefore,  is  only  practicable  in  incomplete  anaes- 
thesia.   On  the  other  hand  you  will  remember  that  we  may 
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employ  the  electrical  current  for  finding  out  and  defining  the 
functional  disturbances  of  the  sensory  apparatus  itself,  in  regard 
to  which  I  refer  you  to  what  was  said  in  Lecture  XI.,  p.  225.  In 
the  farado-cutaneous  sensibility  test  we  possess  a  splendid 
means  of  detecting  more  especially  the  finer  differences  in 
symmetrical  parts,  of  limiting  and  localising  them,  and  of 
detecting  analgesia. 

Now,  gentlemen,  for  an  affection  of  the  sensory  nerves, 
which  makes  the  skin  and  other  organs  more  or  less  insensible 
to  stimulation,  strong  cutaneous  irritation  has  always  been 
employed  as  the  chief  remedy,  and  as  in  the  electric  current 
we  possess  the  most  eligible  and  most  convenient  means  of 
producing  cutaneous  irritation  of  any  desired  strength  up  to 
the  most  intense,  and  of  doing  this  without  any  permanent 
change  or  serious  disturbance  of  the  skin  (which  is  unavoidable 
in  urtication,  vesication,  and  the  use  of  ferrum  candens),  it  is 
sufficiently  obvious  that  we  may  apply  it  for  the  relief  of  anaes- 
thesia. It  is,  indeed,  the  sovereign  remedy  for  all  forms  of 
anaesthesia  in  all  parts  of  the  body,  in  so  far  of  course  as  we 
have  to  do  with  curable  anaesthesia  at  all. 

The  problems  which  fall  to  the  lot  of  electrotherapeutics 
with  regard  to  aneesthesia  may  be  enumerated  in  a  few  words, 
exactly  as  in  the  case  of  paralysis.  We  may  require  the 
removal  of  the  disease  which  prevents  conduction,  the  increase 
of  the  irritability  of  the  receptive  organs,  the  removal  of 
hindrances  in  the  sensory  conduction  itself,  or,  finally,  the 
removal  of  secondary  nutritive  disturbances  (of  a  finer  or  grosser 
nature)  which  may  be  present,  and  which  may  stand  in  the 
way  of  the  complete  conductibility  of  the  sensory  apparatus. 

I  need  not  repeat  in  detail  the  description  of  the  various 
actions  of  the  current  which  we  must  regard  as  being  at  our 
disposal  for  the  fulfilment  of  these  ends  ;  I  need  only  say 
shortly  that  they  are  the  katalytic,  vasomotor,  modifying,  and, 
most  particularly,  the  stimulating  actions. 

And,  indeed,  we  owe  a  number  of  very  satisfactory  results 
in  anaesthesia  to  these  actions — results  which  are  effected, 
perhaps,  with  even  greater  ease  and  regularity  than  in  paralysis, 
as  the  sensory  tracks  generally  prove  more  resistant  to  all  kinds 
of  lesions  than  the  motor.    A  few  examples  may  serve  to  illus- 
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trate  this,  as  a  number  have  abeady  been  given  in  formerly 
mentioned  cases  of  favourable  action  of  the  current  on  anaes- 
thesia (Obs.  10,  12,  18,  25,  26,  31,  37,  45,  65,  66,  73,  74,  78, 
and  81). 

1 32.  Personal  Observation.  Ancesthesia  in  the  Region  of  the  Left 
Trigemimts.—A.  cook,  aged  48.  Taken  ill  in  August  1870  with 
numbness  and  formication  in  the  left  side  of  the  face.  Never  any  pain ; 
frequent  dizziness  ;  eye  red  and  very  watery ;  recently  also  numbness 
of  the  soft  palate  and  the  tongue,  and  diminution  of  taste  on  the  left 
half  of  the  tongue.  Otherwise  healthy.  Condition  on  December  13, 
1870  :  Diminished  sensibility  on  the  whole  left  side  of  the  face, 
tongue,  and  soft  palate ;  no  complete  anassthesia ;  left  eye  red  and 
watery,  with  a  superficial  corneal  ulcer.  Taste  diminished  on  the  left 
anterior  pai-t  of  the  tongue.  No  abnormality  of  the  muscles  of  masti- 
cation. Facial  region  normal ;  hearing  good.  Galvanic  treatment : 
6  to  8  cells  (Stbhrer)  transversely  through  the  temples  and  mas- 
toid processes ;  8  cells  with  K  labile  over  the  whole  skin  of  the 
face.  After  the  3rd  sitting  decided  improvement :  sensibihty  better 
on  forehead  and  cheeks ;  hypersemia  of  conjunctiva  disappeared. 
After  the  8th  application  improvement  permanent;  sensibihty 
better,  numbness  in  mouth  less.  After  the  15th  sitting  improve- 
ment of  taste  on  the  left  half  of  the  tongue.  Patient  ceased  to 
attend. 

133.  Personal  Observation.  Traumatic  Paralysis  and  Ancesthesia 
of  the  Left  Ulnar  and  Median  Nerves. — A  labourer,  aged  21.  Severe 
dislocation  of  the  elbow  in  February  1872  ;  not  treated  for  16  days, 
and  then  bandaged  badly.  In  the  middle  of  November  1872  com- 
plete paralysis  of  the  whole  ulnar  and  median  regions  in  the  hand 
(small  muscles  of  the  hand),  with  great  atrophy  and  complete  RD. 
Sensibihty  completely  absent  in  the  region  of  the  nerves  mentioned, 
on  the  dorsal  and  palmar  surfaces;  on  the  dorsal  surface  normal 
sensibility  present  in  the  radial  region  alone.  Excentric  sensation 
induced  in  the  hand  from  the  elbow  by  means  of  the  faradic  current, 
in  the  ulnar  and  median  nerves,  ceasing  suddenly  about  2  inches 
above  the  wrist.  Treatment :  K  labUe  with  reversals  of  the  current 
to  the  median  and  ulnar  nerves  and  then-  areas  of  distribution.  No- 
vember 23.  Improvement  of  the  sensibility  in  the  back  and  palm  of 
the  hand.  Decembers.  Advance  of  improvement ;  a  little  sensibility 
in  the  tip  of  the  little  finger.  December  1 5.  Sensibility  present  almost 
everywhere,  although  still  in  a  weakened  degree.  January  28,  1873. 
Sensibility  almost  entirely  re-estabUshed,  motility  still  imafiected.  No 
subsequent  change  on  further  treatment. 
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134.  Observation  by  Moritz  Meyer.  AncBsthesia  of  the  Ulnar 
j^erve. — A  peasant,  aged  38.  Six  weeks  ago  severe  '  sleep  paralysis ' 
of  the  ulnar  and  median  cutaneous  nerves.  The  ulnar  side  of  the 
forearm,  as  well  as  the  ulnar  region  of  the  hand,  completely  anesthe- 
tic ;  the  muscles  supplied  by  the  ulnar  paralysed  and  atrophic.  Fara- 
dic  treatment  of  the  skin  and  muscles.  After  5  sittings  return  of 
sensibility,  although  weakened;  complete  cure  after  12  sittings. 

135.  Observation  by  Vulpian.  HcBmorrhagic  Lesion  of  the  Right 
Cerebral  Hemisphere.  Eemiancesthesia  of  the  Left  Side,  <ke. — A  day 
labourer,  aged  45.  Stroke  14  days  before,  and,  in  consequence, 
weakness  of  the  left  side  and  loss  of  sight  in  the  left  eye.  The  whole 
left  side  of  the  body  completely  anaesthetic  to  all  irritation.  Taste 
abolished  on  the  left  side  and  sight  much  diminished;  hearing 
normal.  Anaesthesia  also  of  the  left  half  of  the  palate ;  muscular 
sensibility  also  diminished  on  the  left  side.  Treatment :  Application 
of  the  faradic  brush  to  a  circumscribed  portion  of  the  skin  on  the 
dorsal  side  of  the  left  forearm.  After  3  days  sensibility  returned  to 
the  hand  and  to  the  anterior  surface  of  the  thigh.  Finger-tips  and 
internal  surface  of  the  thigh  sensitive  after  8  days.  Gradual  advance 
of  improvement.  Dorsal  and  inner  surface  of  the  forearm  sensitive 
after  4  weeks,  as  also  the  upper  arm ;  excentric  sensation  on  ii^ritation 
of  the  ulnar  nerve  in  the  arm  lessened ;  progress  to  almost  complete 
cure. 

136.  Observation  by  Grasset.  Right  Cerebral  Hemiancesthesia. — 
A  male  patient,  presenting  a  complete  picture  of  right  cerebral 
hemiansesthesia,  with  hemiparesis  and  with  diminution  of  taste  and 
of  acuteness  of  sight  on  the  right  side.  Trembling  on  intentional 
movement  in  the  left  upper  extremity.  Treatment  :  Farado-cutaneous 
brushing  on  the  outer  side  of  the  right  forearm  with  the  strongest 
current ;  at  first  no  sensation,  gradually  an  increasingly  severe  prick- 
ling, and  from  that  moment  return  of  sensibility  to  the  whole  right 
side,  vision  of  the  right  eye  being  almost  normal.  15  minutes  later 
diminution  of  sensibility,  but  on  the  following  day  decided  improve- 
ment. Similar  trials  with  faradisation  on  the  I'ight  thigh  and  also 
on  the  left  gave  exactly  similar  results. 

137.  Observation  by  Leloir  {Vulpian).  Right  Hysterical  Hemian- 
cesthesia.— A  girl  of  1 3^.  Attacked  with  severe  fits  of  hystero-ejiilepsy 
at  the  time  of  the  first  menses.  Six  months  later  complete  anfesthesia 
and  analgesia  of  the  whole  right  side  of  the  body ;  ovarian  tenderness 
on  the  left  side  ;  smell  and  taste  very  much  and  hearing  moderately 
diminished  on  the  right  side  ;  sight  unaffected.  A  single  local  faradic 
brushing  of  the  right  forearm,  lasting  for  4  minutes,  induced  complete 
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cure  of  the  ansesthesia  and  considerable  improvement  in  other  respects. 
Result  permanent. 

In  the  choice  of  electric  methods  of  treatment  for  anjEs- 
th  esia  we  have  first  to  consider,  as  in  paralysis,  the  removal 
of  the  anaesthetising  lesion,  i.e.  the  discovery  and  treatment  of 
the  focus  of  disease  itself,  the  neuritis,  compression,  haemor- 
rhage, myelitis,  tabes,  cerebral  affection,  &c.,  which  may  be 
present,  and  also  the  imperceptible  disturbances  of  nutrition, 
if  their  exact  seat  can  be  discovered,  or  the  general  neurosis 
which  occasionally  makes  itself  known  by  anaesthesia.  This  is 
to  be  done  according  to  principles,  some  of  which  you  know 
already,  while  others  will  be  discussed  in  subsequent  lectures. 

This  part  of  the  electrical  treatment  is  the  principal  thing 
in  many  cases,  and  is  often  sufficient  for  the  removal  of  the 
anaesthesia,  and  if  this  indication  has  to  be  fulfilled  at  all  it  is 
most  reasonable  to  fulfil  it  first. 

But  this  is  by  no  means  always  practicable,  partly  because 
we  do  not  know  the  situation  and  nature  of  the  lesion,  and 
partly  because  it  may  not  be  accessible  to  electrical  treatment 
at  all,  but  may  require  some  other  kind.  In  not  a  few  cases, 
however,  this  may  not  be  sufficient  by  itself ;  the  regeneration 
may,  for  example,  have  advanced  so  far  that  the  passage  of  the 
current  is  certainly  possible,  but  is  not  carried  out  in  reality, 
and  a  strong  shock  may  first  be  necessary,  in  order  to  restore 
the  conductivity.  Direct  treatment  is  also  needed  for  the 
removal  of  the  anaesthesia,  or  at  least  for  its  rapidremoval. 

This  direct  treatment  aims  at  an  increase  or  a  reinstating 
of  the  irritability  of  the  peripheral  (now  and  then  also  of  the 
central)  terminal  apparatus,  or  at  a  restoration  of  the  conduc- 
tibility  of  the  centripetal  tracks.  The  first  is  certainly  of  sub- 
ordinate importance,  and  seldom  comes  into  quetstion,  unless  it 
coincides  with  the  fulfilment  of  the  causal  indication ;  but  the 
latter — the  restoration  of  conduction — is  the  principal  thing 
and  is  what  must  be  striven  after  in  most  cases. 

The  methods,  however,  for  the  attainment  of  both  these 
ends  are  almost  the  same.  They  consist  essentially  in  a  suf- 
ficiently strong,  frequently  repeated  stimulation  of  the  sensory 
terminal  apparatus  and  conductive  tracks,  in  order  to  remove, 
by  means  of  a  strong  ii-ritation,  the  hindrances  in  the  sensory 
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track,  and  thereby  to  compel  the  restoration  of  the  conduction, 
and  so  at  length,  by  means  of  the  frequent  employment  of 
this  conduction  by  artificial  irritative  processes,  to  make  the 
track  gradually  more  easily  accessible  for  weaker  irritations,  i.e. 
for  the  natural  stimuli. 

We  find  ourselves  in  a  much  more  favourable  situation  for 
the  realising  of  this  view  in  anaesthesia  than  in  paralysis.  For 
the  latter  we  formulated  the  postulate  that  the  electric  irrita- 
tion must  be  brought  centrally  to  the  seat  of  lesion,  in  order  to 
accomplish  the  action  desired  ;  and  you  have  seen  that  we  are 
not  always  able  to  do  this,  but  that  we  must  often  attain  our 
end  in  a  roundabout  way,  and  that  a  very  uncertain  one  (reflex 
irritation).  This  is  not  the  case  in  anaesthesia ;  here  the  irri- 
tation must  be  applied  peripherally  to  the  seat  of  lesion,  and 
the  peripheral  terminal  apparatus  and  peripheral  sensory  nerve- 
tracks  are  always  at  our  disposal  for  this  purpose.  From  this 
results  very  simply  the  method  for  the  direct  treatment  of 
anaesthesia — peripheral  irritation  of  the  skin,  the  sensory  nerve- 
trunks,  and,  if  necessary,  other  deep-lying  parts  also,  if  pos- 
sible with  such  strong  currents  that  a  sensation,  even  if  only 
faint,  is  perceived.  If  this  does  not  produce  a  result  at  once 
it  may,  perhaps,  do  so  later  and  gradually,  as  the  stimulation 
waves,  breaking  repeatedly  against  the  obstruction,  clear  it 
gradually  out  of  the  way,  and  make  the  track  free,  first  for 
strong  and  subsequently  for  weaker  stimuli.  For  this  purpose 
the  strongest  stimulus  is  aj)plied  at  first,  and  weaker  ones  may 
be  chosen  as  the  power  of  conduction  increases. 

With  the  galvanic  current  the  employment  of  the  K, 
stabile  and  labile  on  the  skin  and  the  nerve  trunks,  is  the  most 
suitable,  as  also  the  employment  of  KC  and  reversals,  for  the 
stronger  stimulation.  The  metallic  brush,  connected  with  the 
kathode,  caused  very  great  irritation  ;  but  with  it  very  strong 
currents  must  be  employed,  and  caution  is  necessary  lest  the 
brush  should  remain  too  long  on  one  part  of  the  skin,  which 
would  quickly  cause  an  eschar. 

But  the  faradic  current  is  generally  preferred  for  this  pur- 
pose, as  it,  by  means  of  the  brush  or  the  moxa,  with  a  rapidly 
vibrating  secondary  current,  causes  a  very  great  irritation  of 
the  skin,  which  may  be  graduated  easily  and  accurately  every 
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moment,  without  ever  leaving  evil  consequences  behind  it. 
Farado-cutaneous  brushing,  then,  is  the  principal  method,  the 
skin  being  made  rather  dry  beforehand  by  means  of  powdering. 
But  you  may  also  stimulate  the  nerve  trunks  themselves  with 
moist  electrodes,  or  let  stimulating  currents  act  on  joints, 
muscles,  mucous  membranes,  and  other  deep-lying  parts.  The 
current  may  be  chosen  so  strong  at  first  that  a  slight  sensation 
is  felt ;  this  generally  increases  very  quickly,  so  that  the  coil 
must  be  pushed  back ;  and  with  increasing  improvement 
weaker  and  weaker  currents  will  be  sufficient.  In  particularly 
obstinate  cases  you  may  employ  farado-galvanic  brushing. 

With  this  treatment  of  anaesthesia  we  sometimes  find,  to 
our  surprise,  that  not  only  the  directly  stimulated  cutaneous 
regions  and  nerve  trunks  recover  their  sensibility,  but  that 
neighbouring  and  even  distant  cutaneous  regions  are  relieved 
from'  angesthesia  temporarily  or  permanently — ^that,  indeed, 
simultaneous  ansesthesiae  of  mucous  membranes  and  joints,  and 
even  of  organs  of  special  sense,  have  been  made  to  disappear  by 
simple  local  faradisation  of  a  circumscribed  portion  of  skin.  In 
cerebral  hemianaesthesia,  occasioned  by  organic  lesions  or 
imperceptible  changes,  and  no  less  in  other  forms,  especially  in 
hysterical  hemianaesthesia,  the  brushing  of  a  small  portion  of 
skin  is  often  sufficient  to  restore  the  sensibility  entirely  to  the 
whole  half  of  the  body  and  even  further.  This  fact,  of  which 
Moritz  Meyer  brings  forward  a  good  example  in  his  textbook 
(3rd  edition,  p.  288),  has  recently  been  specially  emphasised 
by  Vulpian.  He  found  that  the  faradic  brushing  of  a  small 
portion  of  skin  on  the  upper  extremity  (external  surface  of  the 
forearm),  which  was  carried  out  daily  for  8  or  10  minutes 
with  very  strong  currents,  had  this  beneficial  action,  often 
more  beneficial  than  the  faradisation  of  the  whole  of  the 
anaesthetic  portion  of  skin,  and  he  prefers  this  localisation 
of,  the  exciting  action ;  but  Gfrasset's  observation  shows  that  a 
similar  effect  may  be  produced  from  other  portions  of  the 
auEesthetic  half  of  the  body,  and  even  from  the  healthy  side  ;  and 
Eumpf  employs  preferably,  also  with  good  result,  the  faradic 
brush  ing  of  larger  cutaneous  surfaces.  These  facts  probably 
stand  in  a  certain  relation  to  the  metalloscopic  phenomena  m 
hysterical  hemiansesthesia,  and  are  equally  obscure  and  enigma- 
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tical.  We  do  not  yet  know  whether  we  have  to  do  with  central 
radiations  of  peripheral  irritative  processes  or  perhaps  with 
reflex  katalytic  actions,  such  as  we  have  had  to  consider  for  the 
similar  mode  of  treatment  of  paralysis  ;  but  in  any  ease  this 
method  deserves  further  trial  and  more  widespread  employment 
in  suitable  cases. 

Finally,  in  many  cases  the  problem  may  still  remain  of 
removing  secondary  trophic  disturbances  in  the  sensory  nerves, 
either  finer  nutritive  disturbances,  occasioned  by  want  of  use,  or 
degenerative  atrophy,  from  separation  from  the  trophic  centres, 
just  as  we  have  seen  it  in  paralysis.    The  trophic  centres  for 
the  peripheral  sensory  tracks  lie  in  the  spinal  ganglia.  This 
indication,  then,  occurs,  in  the  first  place,  in  peripheral  anes- 
thesia, and  must  be  fulfilled  in  exactly  the  same  way  as  in 
paralysis  (vide  p.  436);  the  conditions,  however,  are  mu^-h 
more  favourable  for  the  sensory  nerves,  in  so  far  as  they  are 
hkely  to  be  regenerated  more  quickly  than  the  motor  and 
consequently,  to  resume  their  functions  sooner.    We  have 
already  seen  how  important  this  is  in  the  treatment  of  paralv==is 
But  secondary  degenerations  also  occur  in  spinal  anaesthesia* 
and  the  trophic  centres  for  a  part  of  the  tracks  here  implicated 
appear  also  to  he  in  the  spinal  gangHa,  their  failure  causing 
the  secondary  ascending  degeneration  of  the  posterior  columns 
But  It  IS  very  questionable  whether  the  electrical  treatment 
less'ary.  "  -n^^t^e^,,  is'  at  all  useful  or 

varied  \nTf'  1  '"^^  ^""^''^'^^  ^-^remely 

vaned  and  are,  of  course,  essentially  determined  by  the  nature 

of  the  fundamental  lesion.    It  follows  from  this  that  a  great 

number  of  cases  are  simply  incurable.    But  in  the  cuSble 

Z:r^'-^''~        ^^^^  ^PP^^-^^  sometimes  rec  ;'/ 
follows  rapidly,  m  a  magical  manner,  in  a  few  minutes  or  after 
a  smal  number  of  sittings  ;  or  improvement  appear   at  on  e 
but  only  temporarily,  the  anesthesia  reappear  nrafter  a  f"; 
hours  or  days,  and  the  cure  being  accompli;ied  gr^dua  ly    Th  I 
IS  observed  particulariy  in  the  various  hystericafand  rh  J"  7 
anesthesias,  anesthesia  from  slight  compresrn   it      IT  -" 
other  cases  improvement  comes  on  very  11  ;st'tr? 
'"tr'vr""'"'  '^Pinal  aa'c'tions 
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I  have  not  many  particulars  to  add  about  the  several  forms 
of  anesthesia. 

Ancesthesia  of  the  trigeminus  is  among  the  most  important, 
and  requires  careful  and  far-sighted  treatment — the  galvanic 
current  to  the  trunk  and  branches  of  the  trigeminus,  -with  K 
labile,  or  faradic  brushing  of  the  skin  of  the  face  and  the  mucous 
membrane  of  the  mouth  and  tongue.  The  electric  current 
appears  also  to  have  a  good  effect  on  the  accompanying  con- 
junctival  hypersemia. 

Ancesthesia  of  the  pharynx  and  the  orifice  of  the  larynx 
is  very  frequent  after  diphtheria,  and  requires  special  attention 
on  account  of  the  great  danger  of  food  pneumonia.  It  is  to  be 
treated  according  to  the  analogy  of  diphtheritic  paralysis — 
intrapharyngeal  and  percutaneous  application  of  faradic  or 
galvanic  currents,  especially  to  the  region  of  the  superior 
laryngeal  nerve.  Jurasz  recommends  the  alternation  of  both 
kinds  of  current. 

In  vasomotor  ancesthesia  the  application  to  the  vasomotors 
of  me'ans  which  will  dilate  the  vessels  is  of  course  required  (vide 
the  following  lecture),  and  also  the  direct  treatment  of  the 
anesthetic  skin  with  strongly  stimulating  and  rubefacient 
applications  (A  stabile,  K  labile,  faradic  brush).  It  generally 
yields  rapidly  to  treatment. 

In  hysterical  anaesthesia  and  hemianesthesia,  besides  the 
peripheral  employment  of  cutaneous  faradisation,  the  treatment 
of  the  central  organs  must  be  attended  to ;  and  the  treatment 
of  ovarian  tenderness  or  tender  points  which  may  be  present  is 
not  to  be  forgotten.    Vulpiau's  method  should  be  tried  here. 

For  tabetic  ancesthesia  and  analgesia  the  treatment  of  the 
spinal  cord  itself  is  indicated  in  the  first  place,  and  it  alone  is 
often  successful.  But  very  good  results  have  also  been  obtained 
by  the  peripheral  application  of  the  faradic  brush  (Moritz  Meyer 

and  recently  Eumpf). 

For  ancesthesia  combined  with  paralysis,  affecting  various 
parts  of  the  body,  besides  the  peripheral  treatment  of  the 
anesthesia,  means  suitable  for  the  paralysis  are  also  to  be 

recommended.  . 

I  will  make  some  observations  later  on  anesthesia  ot  the 
mucous  membrane  of  the  bladder  and  rectum,  urethra,  genital 
organs,  deficient  sensual  feelings,  &c. 
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LECTUEE  XXX. 

Diseases  of  the  Cervical  Sympathetic  -  Their  Occurrence  and  Symptoms- 
Irritation  and  Paralysis-Case-Mcthods  of  Electric  Treatment-Vaso- 
raotor  Neuroses-Cutaneous  Angioneuroses  -  Symptoms  in  Spasm  and 
Paralysis  of  the  Vasomotor  Nerves-Case-MetLds  of  ElectrC  Tre't 
ment  for  Vasomotor  Spasm  and  Paralysis-Hydrops  Articulorum  Inter- 
mittens-Vasomotoro-TrophicNeurosisoftheSkin-AnomaliesofSecretio^^ 

■  Swe-*rf  ™*^°PW-  Facialis  Progressiva-Probable  Seat-Meth2 

of  Electrical  Treatment-Scleroderma-Methods  of  Treatment. 

Although  I  shall  not  omit  a  short  description  of  electrothera 
peutics  m  diseases  of  the  cervical  sympathetic,  this  will  onlv 
refer  to  the  comparatively  surely  established  diseases  of  the 
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nerve  trunk  itself  or  of  its  nearest  origin  in  the  cervical  cord ; 
I  do  not  by  any  means  intend  to  enter  upon  a  number  of 
diseases  of  very  different  nature  which  it  has  been  the  custom 
for  some  time  to  refer  to  the  cervical  sympathetic.  I  am 
certainly  not  of  the  opinion  that  migraine,  Basedow's  disease, 
progressive  facial  hemiatrophia,  or  even  progressive  muscular 
atrophy  may  be,  with  any  probability,  referred  to  the  sympa- 
thetic, and,  so  far  as  I  can  see,  most  neuropathologists  are  in- 
clining more  and  more  to  this  opinion.  And  although  we  have 
not  recently  made  much  progress  in  the  localisation  of  this 
and  other  diseases,  still  we  have  become  somewhat  more  cautious 
in  the  uncritical  acceptance  of  every  new  physiological  fact  in 
human  pathology,  often  not  accurate  enough  and  still  less  often 
really  explained.  It  is  well  known  that  we  have  sinned  very 
much  in  this  respect  with  regard  to  the  sympathetic. 

The  cervical  sympathetic  behaves  like  every  other  peripheral 
nerve  with  regard  to  morbid  influences,  and  its  diseases  fall, 
therefore,  under  the  same  category  as  the  lesions  of  other 
nerves.  Such  diseases  are,  certainly,  very  rare  occurrences,  and 
isolated  lesions  of  the  sympathetic,  especially,  belong  to  the 
category  of  pathological  curiosities.  They  have  such  a  peculiar 
and  characteristic  set  of  symptoms,  and  are  of  so  much  import- 
ance on  account  of  the  manifold  relations  of  the  sympathetic  to 
all  parts  of  the  central  nervous  system,  to  the  organs  of  special 
sense,  and  to  certain  vegetative  organs,  that  a  special  description 
of  them  may  certainly  appear  to  be  justified,  although  we  may 
regard  with  the  greatest  scepticism  the  idea  of  the  secret  and 
magical  relations  of  the  cervical  sympathetic  to  all  other  neuroses. 

Diseases  of  the  sympathetic  may  be  induced  by  inflamma- 
tion, rheumatic  influences,  injury,  compression,  &c. ;  diseases 
in  the  cervical  cord  and  in  the  medulla  may  cause  similar  appear- 
ances ;  and  imperceptible  lesions  also  (as  in  hysteria,  neuras- 
thenia) seem  sometimes  to  occur.  These  affections  generally 
appear  under  two  forms,  sympathetic  irritation  and  sympathetic 
paralysis  ;  both  disturbances  may  exist  alongside  of  each  other, 
irritation  predominating  in  one  part  of  the  fibres  and  paralysis  in 
another,  or  they  may  succeed  each  other  in  the  course  of  the 
disease.  The  collection  of  symptoms  resulting  from  this  is  suffi- 
ciently characteristic,  but  it  generally  requires  very  accurate 
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examination,  as  the  oculo-pupillary  and  vasomotor  symptoms, 
with  which  we  have  chiefly  to  do,  are  often  very  little  marked, 
the  latter  especially  appearing  to  retreat  into  the  background 
on  long  continuance  of  the  disease. 

The  symptoms  of  sympathetic  irritation  (cf.  the  observa- 
tion by  Seeligmiiller)  consist  in  paleness  and  coldness  of  the 
corresponding  half  of  the  head  and  face,  hardness  and  tension 
of  the  temporal  arteries,  dilatation  of  the  pupils  (with  diminished 
reaction  to  light  or  movements  of  accommodation)  with  moderate 
protrusion  of  the  eyeball  and  a  slight  widening  of  the  inter- 
palpebral  space ;  diminution  of  secretion  of  sweat,  &c. 

The  symptoms  of  sympathetic  paralysis,  on  the  other 
hand,  show  themselves  in  increase  of  temperature  and  greater 
redness  of  the  face  and  head  on  the  same  side,  also  of  the  neck 
and  nape,  subjunctive  heat  and  paraesthesia,  dilatation  and 
strong  pulsation  of  the  arteries,  hypersemia  of  the  conjunctiva, 
cephalalgia,  vertigo,  swimming  of  the  eyes ;  further,  contraction 
of  the  pupils  with  retained  reaction  to  light  and  movements  of 
accommodation,  slight  contraction  of  the  interpalpebral  space, 
some  retraction  of  the  eyeball,  increased  secretion  of  tears  and 
sweat,  &c. 

Electrical  examination  cannot  help  in  clearing  up  the 
diagnosis,  as  we  cannot  induce  certain  stimulation  of  the  sym- 
pathetic ;  still  in  such  cases  we  can  occasionally  influence  the 
morbid  disturbances  by  the  employment  of  the  electric  current, 
and  thereby  obtain  data  for  the  choice  of  the  therapeutic 
methods. 

There  are  very  few  useful  examples  of  sympathetic  disease 
—useful,  that  is,  for  our  electrotherapeutical  purposes. 

1 S8.  Observation  by  Otto.    Paralysis  of  the  Cervical  Sympathetic,. 
— rau  E.,  never  seriously  ill,  was  seized  suddenly,  in  the  spring  of  1 870 
with  vomiting,  pain  in  the  head,  and  vertigo,  with  diminution  of  sight' 
After  14  days  intermission  of  the  symptoms,  but  great  redness  of 
the  left  half  of  the  face,  neck,  and  nape  ;  later  on  difficulty  of  speech 
loss  of  memory,  occasional  feeling  of  burning  heat  in  the  head  with 
vertigo  and  increased  redness  of  the  parts  mentioned.    These  attacks 
increased  by  every  psychical  emotion.    Combined  with  this,  absolute 
loss  of  s  eep,  great  depression,  and  permanent  internal  excitement 
J^requent  secretion  of  sweat  over  the  reddened  parts.  Not  much  altera' 
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tion  in  this  condition  of  things  after  a  year  and  a  half;  erythematous 
blush  specially  noticeable,  diiTused  over  the  -whole  left  side  of  the  face, 
neck,  and  nape,  and  extending  downwards  in  the  form  of  closely  placed, 
irregular,  and  very  red  spots,  diminishing  in  number,  as  far  as  the 
waist.  Cervical  sympathetic  nowhere  tender  on  pressure.  Galva- 
nisation of  the  sympathetic  with  K  ;  immediately  after  3  minutes' 
duration  of  the  treatment  disappearance  of  the  vertigo.  Sleep  on  the 
following  night  peaceful  and  unbroken.  Complete  freedom  from 
vertigo  after  10  sittings,  and  almost  complete  disappearance  of  the 
erythema  after  fading  during  the  passage  of  the  current  in  the  first 
sitting.  Improvement  in  sight,  speech,  and  spirits.  Cure  after  18 
sittings,  remaining  permanent. 

The  electrical  treatment  in  these  diseases  is  carried  out, 
in  general,  just  as  in  the  lesions  of  the  peripheral  nerves.  If 
the  seat  of  lesion  is  to  be  found  in  the  cervical  sympathetic 
itself  it  is  to  be  treated  according  to  general  rules  ;  but  if 
there  is  ground  for  believing  that  the  real  seat  of  the  disease 
is  to  be  found  in  the  cervical  cord,  then  it  must  be  taken  in 
hand  in  the  usual  way. 

If  such  treatment  is  not  possible,  if  no  local  lesion  is 
evident,  or  if  it  does  not  fall  within  the  province  of  electro- 
therapeutical  operations,  the  methods  of  application  to  be 
chosen  must  be  selected  according  to  the  quality  of  the  chief 
symptoms,  especially  of  the  vasomotor  disturbances,  which  may 
be  prominent,  as  I  shall  explain  more  fully  later  on.  Here 
there  is  only  this  to  be  said,  that  in  symptoms  of  sympathetic 
irritation  you  must  avail  yourself  exclusively  of  the  galvanic 
current,  and  it  seems  from  experience  that  the  stabile  anodic 
treatment  of  the  sympathetic  is  the  most  suitable.  A  '  medium ' 
or  perhaps  a  suitably  shaped  elongated  electrode  is  applied 
directly  to  the  cord  at  the  extreme  limit,  or  to  its  principal 
ganglion  (K  on  the  back  or  an  indifferent  spot),  and  a 
tolerably  strong  current  passed  through  stabile,  for  some 
minutes,  until  an  effect  is  perceived  on  the  vessels  or  on  the 
pupil. 

In  distinct  sympathetic  paralysis,  on  the  other  hand,  a 
slight  and  short  acti(m  of  the  kathode  seems  to  be  indicated, 
with  weak  currents,  frequent  interruptions,  and  repeated  KC, 
perhaps  also  with  some  reversals,  but  with  short  sittings  ( 1  to 
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2  minutes),  as  otherwise  an  opposite  effect  is  easily  induced. 
Moderate  faradisation  of  the  nerve  may  also  be  tried. 

It  will  generally  be  useful — in  paralysis  in  the  cervical  sym- 
pathetic almost  always — to  add  a  treatment  of  the  centres  in 
the  cervical  cord  in  the  same  sense,  in  the  one  case  the  anode 
in  a  stabile,  penetrating  manner,  in  the  other  a  moderate 
stabile  and  also  labile  action  of  the  kathode. 

In  the  same  way  it  may  be  indicated  in  some  cases  to  add 
peripheral  treatment  as  a  means  of  support,  by  treating  the 
skin  of  the  face  and  its  vessels  with  the  anode  or  kathode, 
stabile  or  labile,  or  by  applying  the  faradic  brush,  the  last- 
mentioned  in  order  to  produce  reflex  relaxation  and  redness  of 
the  skin  in  marked  spasm  of  the  vessels. 

All  that  is  left  to  be  said  about  sympathetic  diseases  has 
been  already  treated  in  '  visceral  neuralgias.' 

We  very  frequently  meet  with  vasomotor  disturbances  in 
neuropathology.  You  know  that  peripheral  nervous  affec- 
tions (neuralgia,  anaesthesia,  paralysis),  as  well  as  spinal  and 
cerebral  diseases,  are  often  accompanied  by  such  disturbances  ; 
and  they  require,  therefore,  no  special  treatment  as  a  rule.  But 
occasionally  they  do  occur  in  a  more  independent  manner, 
as  affections  in  which  irritative  or  paralytic  conditions  of  the 
vasomotor  nerves,  and  corresponding  changes  in  the  diameter 
of  the  vessels  and  in  the  circulation,  are  primary  and  essential. 
They  may  set  up  a  number  of  changes  in  sensibility,  motility, 
cardiac  action,  cerebral  function,  &c.  These,  then,  are  called 
vasomotor  neuroses.  They  may  play  a  much  greater  part  in  the 
pathology  of  many  internal  organs  than  we  yet  hioiv  of,  though 
certainly  enough  has  been  imagined  with  regard  to  them. 
Cutaneous  vasomotor  neuroses,  however,  especially  those  in 
the  area  of  distribution  of  the  cervical  sympathetic,  are  some- 
what more  definitely  known  and  much  easier  to  observe,  while 
we  are  still  in  the  dark  as  to  the  vasomotor  neuroses  of  the 
internal  organs. 

These  cutaneous  angioneuroses,  as  they  are  now  technically 
called,  will  occupy  us  here  for  a  moment.  They  occur  in  only 
two  forms,  but  in  very  varying  localisation,  sometimes  more 
diffused,  sometimes  locaHsed  on  definite  nerve  regions.  The 
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extremities,  especially  the  upper,  are  most  frequently  the  seat 
of  these  neuroses,  then  the  fkce  and  neck— those  parts  which 
normally  display  the  greatest  variety  of  vasomotor  appearances, 
the  greatest  mobility  of  the  vascular  muscular  system. 

Sjoasm  of  the  vasomotor  nerves  (cutaneous  angiospasm) 
appears  as  contraction  of  the  vessels,  with  paleness  and  coldness 
of  the  skin,  which  sometimes,  especially  in  the  fingers,  looks 
chalky  white  and  corpse-like  (dying  of  the  fingers),  or,  when 
it  is  long-continued,  livid  and  cyanotic.  Spasm  of  the  small 
cutaneous  muscles  is  generally  combined  with  it  (cutis  anserina), 
and  as  sequelae  may  be  observed  itching,  pain,  deadening  of 
sensibility,  awkwardness  in  the  finer  movements,  &c.,  and,  if  the 
disturbance  is  extensive,  alterations  in  the  heart's  action,  going 
on  to  vasomotor  angina  pectoris.  This  condition  generally 
occurs  in  tits,  which  are  intermittent  and  increased  by  cold,  &c. 
We  may  perhaps  regard  as  analogous  to  this  the  very  rare 
livor  angioneuroticus  ('  true  cyanosis  '),  a  spotted,  dark  bluish 
red  hypersemia,  with  dull  pain,  objective  cold,  and  sometimes 
with  fits  of  haematuria,  to  be  referred,  probably,  to  temporary 
spasm  of  the  little  cutaneous  veins. 

Paralysis  of  the  vasomotor  nerves  (cutaneous  angio- 
paralysis)  appears  in  the  form  of  intermittent  ('  true  blush  ')  or 
permanent,  spotted  or  diffused,  redness  and  increased  tempera- 
ture of  the  skin,  with  accelerated  pulsation,  parsesthesise,  and 
perhaps  also  with  pain  in  the  head,  vertigo,  swimming  of  the 
eyes,  loss  of  sleep,  excited  heart's  action,  increased  secretion  of 
sweat,  &c.  In  isolated  cases  this  affection  has  been  observed 
in  the  hands  and  feet,  coming  on  with  great  pain  and  hyperes- 
thesia (the  erythromelalgia  of  American  authors). 

These  cutaneous  angioneuroses  occur  chiefly  in  'nervous,' 
hysterical,  neurasthenic  individuals,  and  may  be  excited  by  all 
possible  injuries  (chill,  working  in  water  or  in  caustic  fluids, 
certain  poisons,  &c.)    I  need  not  enter  into  it  more  particularly. 

What  is  much  more  important  for  us,  for  the  establishment 
of  the  special  electrotherapeutic  indications,  is  the  significance 
and  special  pathogenesis  of  all  these  vasomotor  disturbances. 
But  as  this  is  an  impossibility  in  the  present  condition  of  our 
knowledge,  in  the  uncertainty  which  still  prevails  as  to  the 
existence  and  distribution  of  vasodilators  and  vasoconstrictors, 
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inhibitory  and  stimulating  vasomotor  tracks  and  centres  in  the 
spinal  cord,  and  in  the  possibility  that  both  of  these  may  be 
stimulated  either  du-ectly  or  indirectly,  we  shall  gain  nothing  by 
conjectures;  and  as  you  know  the  position  of  physiological 
lore  on  these  matters  you  may  find  justification  for  your 
proceedings  yourselves.  Further  details  would  lead  me  too  far 
in  this  matter. 

The  case  of  Otto,  mentioned  before  (Obs.  138),  is  an  excel- 
lent example  of  vasomotor  paralysis,  and  the  following  clinical 
history  may  serve  as  one  of  vasomotor  spasm. 

139.  Observation  by  Nothnagel.  Vasomotor  Neurosis  of  the 
U2)per  Extremities. — A  working  woman,  aged  49.  Six  years  ago, 
after  a  severe  chill,  creeping  feeling  in  both  hands  and  rending  pains 
up  to  the  upper  arm.  Improvement  after  6  months  ;  occasional  im- 
provement only  from  that  time.  Severe  exacerbation  3  months  ago. 
Condition  :  Complained  of  deadness,  cribbling  feeling  and  severe  pain 
in  both  hands  and  forearms,  varying  in  intensity ;  improvement  with 
warmth  and  energetic  work,  worse  with  cold  and  repose ;  very  great 
pain  during  the  night.  Yery  frequent  '  dying  '  and  blanching  of  the 
lingers.  Sensibility  much  deadened ;  all  symptoms  somewhat 
stronger  on  the  left  side ;  left  hand  always  somewhat  cooler  than  the 
right.  No  tenderness  on  pressure  anywhere.  Farado- cutaneous 
brushing  for  a  long  time  without  any  result.  Then  after  a  long  pause 
galvanic  treatment  (A  on  the  plexus,  K  on  the  nape,  current  stabile, 
for  3  to  5  minutes)  three  times  a  week.  After  three  weeks  the 
left  extremity  quite  cured,  and  the  right  considerably  improved. 
Gradual  cure. 

It  would  be  rash  to  wish  to  determine  the  electrical  methods 
of  treatment  for  vasomotor  neurosis  in  the  present  position  of 
our  physiological  knowledge.  The  very  highly  developed 
relations  with  the  vasoconstrictors  and  vasodilators,  which  not 
only  exist  alongside  of  each  other  in  the  peripheral  nerves  and 
in  the  sympathetic,  but  also  occur  widely  distributed  in  the 
central  organ,  and  the  impossibility  of  estimating,  even  approxi- 
mately, the  share  which  each  of  these  groups  of  fibres  takes  in 
the  vasomotor  disturbance  which  may  be  present,  entirely 
prevent,  for  the  present,  a  clear  insight  into,  and  therefore  a 
clear  method  of  treatment  of,  vasomotor  neuroses.  We  are 
hence  compelled  to  find  out  empirically,  by  therapeutical 
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experiment,  what  is  the  most  useful  method  in  the  different 
cases  and  forms. 

The  very  vague  electrophysiological  facts  which  I  collected 
before  (Lect.  VII.,  p.  109)  may  serve  as  data.  Of  these  I  will 
only  recapitulate  the  following :  that  moderate  faradic  irritation 
generally  contracts  the  vessels,  but  that  strong  faradic  irrita- 
tion, especially  faradic  brushing,  causes  a  strong  secondary 
dilatation ;  that  galvanic  currents  act  in  the  same  way,  first 
contracting,  then  dilating,  and  that  this  dilatation  comes  on 
more  rapidly  and  strongly  the  stronger  the  current  is;  that, 
further,  KG  contracts  the  vessels,  while  a  continuation  of  the 
A  dilates  them  excessively;  and  that,  finally,  ascending  and 
descending  galvanic  currents,  stabile,  in  some  nerves,  act  upon 
the  vessels  directly  as  dilators. 

With  the  help  of  these  rules  you  will  be  in  a  position  to 
construct  for  yourself  a  plan  of  treatment  in  individual  cases, 
certainly  always  with  the  reservation  that  modifications  may 
perhaps  be  necessary,  and  on  that  only  therapeutical  experiment 
can  finally  decide. 

For  vasomotor  spasm,  then,  the  stabile  action  of  the  anode 
on  the  vasomotor  nerves  and  centres  (and  also  on  the  vessels 
themselves)  is  to  be  recommended ;  Nothnagel  places  the  anode 
on  the  brachial  plexus  and  the  kathode  on  the  nape,  with  a  stabile 
current,  from  3  to  5  minutes,  with  good  results.  You  may  also 
send  strong  stabile  currents  in  reversed  directions  through  the 
affected  nerves,  with  a  tolerably  long  duration ;  or  try  to  induce 
dilatation  of  the  vessels  by  strong  faradisation  of  the  nerve 
trunks,  or,  finally,  by  energetic  faradic  brushing  of  the  skin 
(directly  or  reflexly?).  In  obstinate  cases  you  may  try  these 
various  methods  in  turn. 

For  vasomotor  paralysis  the  opposite  course  is  suitable; 
you  first  let  the  kathode  act  stabile,  with  a  weak  current  and 
with  repeated  interruptions,  on  the  affected  nerves  and  centres  ; 
and  some  reverses,  with  not  too  strong  a  current,  are  also 
desirable,  the  duration  being  always  short.  A  slight  labile 
action  of  the  kathode  on  the  nerves  and  skin  may  also  be 
tried,  but  only  with  a  weak  current ;  and  also  weak  faradisation 
of  the  nerves  and  the  skin  with  moist  electrodes,  or  a  very 
fihort  and  not  very  strong  action  of  the  faradic  brush,  from 
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which  Seeligmiiller  saw  palliative  results,  at  least,  in  a  case  of 
erythromelalgia.  In  such  cases  it  is,  perhaps,  advisable  to 
make  use  of  distant  nerve  trunks  and  portions  of  skin,  prefer- 
ably of  symmetrical  parts  of  the  body,  and  not  those  which  are 
affected  by  the  vasomotor  paralysis,  for  the  irritation  of  the 
faradic  brush ;  all  physiological  facts,  at  least,  speak  in  favour 
of  this;  but  it  is  not  yet  settled  what  localisation  and  what 
strength  of  stimulation  are  necessary  in  order  to  produce  reflex 
contraction  or  dilatation  in  a  certain  vascular  region.  Both 
may  possibly  be  produced.  According  to  the  experiments  of 
Eumpf  it  appears  as  if  weak  and  medium  faradisation  were  the 
most  suitable  to  induce  contraction  on  the  side  not  stimulated 
(after  temporary  dilatation),  while  very  strong  currents  cause, 
after  temporary  contraction,  permanent  and  pronounced  dilata- 
tion on  the  opposite  side  from  the  irritation. 

But  all  these  methods  require  to  be  tested  in  the  cases  of 
disease  in  which  things  sometimes  present  themselves  very 
differently  from  what  was  expected  from  the  physiological 
experiments.  And  a  better  judgment  with  regard  to  the 
results  of  electrotherapeutics  in  vasomotor  neuroses  will  only 
be  obtained  when  such  therapeutical  experiments  have  been 
carried  out,  according  to  definite  methods,  in  a  greater  number 
of  cases.  For  the  present  we  can  only  say  that  they  are,  on 
the  whole,  satisfactory,  and  that  they  often  show  themselves 
rapidly  and  completely  in  the  slighter  cases. 

There  are  many  reasons  for  regarding  the  rare  and  pecxiliar, 
periodically  recurring  joint  affection,  which  is  described  by  the 
name  of  Hydro'ps  articulorum  intermittens^  as  a  vasomotor 
neurosis.  This  view  of  the  disease  involves,  necessarily,  an 
experiment  with  electrical  treatment.  This  was  first  made  by 
Seeligmiiller,  without  any  result,  but  Pierson  reports  beneficial 
results  from  galvanisation  of  the  nape  of  the  neck  in  one  case. 
I  can  only,  like  Seeligmiiller,  recommend  further  experiments. 
If  such  a  case,  then,  should  come  under  your  treatment  I 
would  advise,  in  the  attack  itself,  the  treatment  for  vasomotor 
paralysis  (see  preceding  page),  applied  to  the  knee,  the  afferent 
nerve  trunk,  and  the  spinal  cord,  perhaps  also  acting  reflexly 
from  the  other  leg,  or  from  the  sole  of  the  foot  on  the  same 
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side,  chiefly  with  weak  currents.  In  the  intervals,  the  treat- 
ment of  the  lumbar  cord,  as  well  as  of  the  crural  and  sciatic 
nerves,  with  galvanic  currents,  appears  to  me  to  be  indicated. 
The  matter  is,  at  all  events,  worthy  of  further  investigation. 

Many  skin  affections,  also,  have  lately  been  reckoned  among 
the  vasomotoro-trophic  neuroses,  or  at  least  have  been  brought 
into  relation  with  anomalies  of  the  nervous  system ;  of  these  I 
would  mention  the  various  forms  of  erythema,  urticaria,  and 
especially  herpes  zoster.  These '  have  certainly  as  yet  been  of 
very  little  interest  for  electrotherapeutists,  but  they  may 
furnish  a  very  grateful  field  of  labour  for  electrotherapeutical 
investigations.  The  neurotic  nature  of  the  affection  is  least 
doubtful  in  the  case  of  herpes  zoster.  This  occurs  sometimes 
isolated  by  itself,  sometimes  combined  with  neuralgia  in 
analogous  situations,  and,  according  to  all  we  know,  it  appears 
to  be  regularly  connected  with  inflammatory  processes  (neuritis) 
either  in  the  peripheral  nerves  or,  more  frequently,  in  the 
spinal  or  Gasserian  ganglia.  The  galvanic  treatment  of  neuritis 
would  be  indicated  from  this  in  suitable  cases  (vide  Lect. 
XXI.)  It  will  as  a  rule  be  superflnous,  at  all  events  for 
zoster,  as  it  generally  heals  of  its  own  accord  in  a  few  days. 
But  the  presence  of  herpes  zoster  is  a  sign  that  any  neuralgia 
which  may  be  present  depends  upon  neuritis,  and  that  the 
treatment  must  be  directed  especially  to  the  region  of  the 
spinal  ganglia  or  of  the  Grasserian  ganglia.  Also  it  shows 
that  you  need  not  refrain  from  the  galvanic  treatment  of  a 
neuralgia  on  account  of  the  presence  of  herpes  zoster. 

The  circumscribed  cutaneous  anaesthesias  which  sometimes 
remain  after  herpes  zoster  are  to  be  treated  exactly  like  other 
anaesthesias. 

Moncorvo  and  Silva.  Aratijo  report  brilliant  I'esults  following  the 
faradic  and  galvanic  treatment  of  elephantiasis  Arabum,  with  the 
addition  of  electrolysis.  F.  A.  Hofl'mann  has  treated  chilblains  with 
the  faradic  current,  and  has  found  that  they  have  disai^peared,  with 
all  their  disagreeable  sensations,  in  a  marvellous  manner,  after  from 
2  to  5  sittings. 

Anomalies  of  the  sudorific  secretion  were  formerly  included 
among  the  vasomotor  neuroses.     They  sometimes  attain  a 
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certain  individuality,  present  wonderful  forms  and  localisations, 
and  are,  indeed,  often  associated  with  vasomotor  neuroses. 
But  nowadays  we  know  that  special  nerves  and  cerebro-spinal 
centres  preside  over  the  sudorific  secretion,  and  therefore  that 
neuroses  of  the  sweat  secretion  may  have  a  character  of  their 
own  and  may  have  their  special  pathogenesis  and  localisation. 
Certainly,  if  we  find  regularly  an  increased  secretion  of  sweat 
in  certain  vasomotor  neuroses  (as  in  angioparalysis),  it  may  be 
explained  by  the  increased  blood  supply  and  the  rise  of  tempera- 
ture, acting  as  an  incentive  to  the  secretion,  but  probably  not 
by  paralysis  of  the  inhibitory  nerves  of  the  secretion.  And 
these  sweat  neuroses  may  be  quite  independent  of  the  vasomotor 
neuroses. 

They  appear  in  the  form  of  kyperhydrosis  (increased  secre- 
tion) and  anhydrosis  (diminished  secretion),  more  or  less  ex- 
tensive or  limited  to  the  local  part,  very  frequently  localised 
in  one  half  of  the  face,  with  or  without  vasomotor  disturbances 
or  symptoms  of  sympathetic  affection.  The  sweat  anomalies 
occur  especially  in  certain  conditions  of  the  body — over-heating, 
movement,  taking  of  nourishment,  action  of  acids  on  the 
tongue,  &c. 

Not  much  is  known  about  their  electrical  treatment.  If  the 
anomalies  of  the  sweat  secretion  are  only  a  consequence  of 
vasomotor  or  sympathetic  neurosis  and  the  altered  circulation 
caused  by  them,  these  disturbances  must  be  treated  in  a  suit- 
able manner.  If,  on  the  other  hand,  they  are  idiopathic,  they 
must  be  treated  according  to  the  analogy  of  the  vasomotor 
neuroses — a  stimulating  procedure  in  anhydrosis  and  the  reverse 
in  hyperhydrosis.  You  will,  however,  easily  get  into  a  dilemma 
with  the  antagonistic  vasomotor  effects. 

I  will  mention  here  another  disease,  which  has,  perhaps,  of 
all  others  the  best  founded  claim  to  the  designation  of  a 
tropho-neurosis — hemiatrophia  facialis  progressiva. 

The  chronic  diminution  of  one  half  of  the  face,  extending 
to  soft  parts,  skin  and  bone,  and  leading  finally  to  an  extreme 
deformity  of  the  face,  may  obviously  be  of  neurotic  origin,  even 
if  nothing  certain  is  yet  established  as  to  its  more  exact  nature 
and  the  true  localisation  of  the  process. 


590 


ELECTR  0  T HER  APE  UTl  CS. 


I  incline  to  the  view  that  the  disease  belongs  to  the  region  of 
the  trigeminus  nerve;  the  idea  that  it  lies  in  the  cervical 
sympathetic,  or  is  occasioned  by  means  of  it,  seems  to  me  much 
less  probable.  It  is  still  entirely  uncertain  whether  it  has  to 
do  with  a  lesion  of  the  Grasserian  ganglion  or  with  an  affection 
of  more  central  tracks,  or  perhaps  of  a  trophic  centre  that  is  in 
connection  with  the  origin  of  the  trigeminus. 

But  experience  teaches  that  this  affection,  if  once  it  is 
distinctly  developed,  is  incurable.  If,  therefore,  you  accom- 
plish anything  by  your  treatment  it  will  be  in  the  preliminary 
stages,  at  the  very  beginning  of  the  affection.  The  electro- 
therapeutic  experiments  which  have  hitherto  been  made  have 
•  been  attended  with  very  little  result;  but  still  one  would  always 
have  recourse  at  first  to  the  electric  current  as  a  cure  for  this 
disfiguring  affection. 

I  would  recommend  the  following  as  the  most  suitable 
methods  of  treatment :  galvanisation  of  the  trigeminus,  espe- 
cially of  the  region  of  the  Grasserian  ganglion  (transversely 
through  the  middle  temporal  region)  ;  then  galvanisation  of  the 
medulla  (transversely  through  the  mastoid  processes)  and  of  the 
cervical  cord,  in  order  to  influence  the  nucleus  of  the  trigemi- 
nus ;  further,  also,  galvanisation  of  the  cervical  sympathetic, 
in  order  to  stimulate  the  trophic  processes  by  an  increased 
blood  supply ;  and,  finally,  direct  treatment  of  the  face  with 
tlie  stabile  and  labile  action  of  the  kathode,  in  order  to  attain 
the  same  effect.  The  treatment  must  be  begun  early,  and  con- 
tinued for  a  very  long  time. 

Finally,  you  must  allow  me  to  say  a  word  about  the  so 
called  scleroderma,  a  very  peculiar  affection  of  the  sldn  and  the 
subjacent  soft  parts,  for  which  also  the  view  of  a  tropho- 
neurotic and  vasomotor  origin  is  more  and  more  gaining 
ground,  and  which  has,  therefore,  already  become  more  fre- 
quently the  object  of  electrotherapeutical  investigations.  The 
vasomotor  disturbances  which  often  accompany  the  affection— 
the  processes  which  progress  under  the  guise  of  atrophic 
inflammation  of  the  skin,  atrophy,  tension,  glistening  condition 
of  the  skin  (reminding  one  of  the  '  glossy  fingers  '  of  severe 
traumatic  nerve  lesions),  the  shrinking  of  the  suboitaneous 
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tissue,  the  atrophy  of  the  muscles,  the  abnormal  pigmentation, 
the  anomalies  of  growth  in  the  hair  and  nails,  the  symmetrical 
occurrence  and  the  progressive  character  of  the  disease — all 
these  apeak  in  favour  of  its  being  of  nervous  origin  and  of  its 
being  a  trophoneurosis ;  but  still  that  appears  to  me  to  be  by 
no  means  certainly  proved.  We  must  think,  then,  principally 
of  localisation  of  the  disturbance  in  the  spinal  cord  and  its 
trophic  centres,  perhaps  also  in  the  sympathetic  and  its  ganglia ; 
it  is  not  possible  to  say  anything  more  exact  about  it. 

Numerous  experiments  with  electric  treatment  have  been 
made  in  the  disease  ;  I  have  myself  treated  a  great  number  of 
cases  with  great  perseverance  and  little  result.  I  have  recently 
treated  galvanically  a  very  far  advanced  case  in  a  young  lady, 
which  had  existed  for  6  or  7  years,  and  achieved  an  undoubted 
improvement  with  it  (combined  certainly  with  arsenic  and  the 
inunction  of  fat).  Still  more  recently  I  have  treated  another 
case. 

The  method  adopted  was  galvanisation  of  the  cervical  and 
lumbar  enlargements  of  the  cord  with  stabile  currents  and 
reversals;  then  galvanisation  of  the  cervical  sympathetic  in 
the  usual  way;  and,  finally,  peripheral  labile  (kathode)  gal- 
vanisation of  the  skin  on  all  the  parts  affected  (face,  neck, 
chest,  upper  extremities,  especially  the  hands)  so  long  and 
with  such  strong  currents  that  redness  of  the  skin  was  caused. 
The  result  was  not  merely  subjective,  but  also  very  plainly 
objective,  although  there  was,  of  course,  no  sign  of  cure.  But 
this  experience  has  encouraged  me  to  make  the  affection  the 
subject  of  electrotherapeutic  experiments  on  further  occasions. 

Fieber  treated  a  case,  limited  to  the  left  upper  extremity, 
in  the  same  way  with  good  results,  and  Schwimmer  reports  a 
case  ciwed  by  galvanisation  of  the  sympathetic  and  of  the  back. 
The  observation  of  Armaingaud,  who  also  used  the  kathode 
labile  (the  anode  being  on  the  spine),  does  not  refer  to  a  true 
scleroderma,  but  rather  to  a  case  of  myxoedema. 
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IX.   GENERAL  NEUROSES.    CENTRAL  AND 
OTHER  FUNCTIONAL  NEUROSES. 

LiTERATTJKE. — W.  Erb  :  '  Handb.  d.  Kranbheiten  d.  Riickenmarksu.s.w.,' 
2nd  edit.  1878  (Neurasthenia,  Spinal  Irritation). — '  Handb.  d.  Krankbeiten 
d.  periph.  Nerven,'  2nd  edit.  1876  (Writer's  Cramp,  Tetanus). — V.  Ziemssen, 
'  Chorea ; '  A.  Eulenburg,  '  Catalepsy,  Tremor,  Morb.  Basedowii,  Paralysis 
agitans.  Athetosis  ; '  Nothnagel,  '  Epilepsy,  Vertigo  ; '  Bauer,  '  Tetanus ; ' 
Jolly,  '  Hysteria  and  Hypochondria,'  in  V.  Ziemsseii's  Handb.  d.  spec.  Path, 
u.  Ther.,  xii.  2,  2nd  edit.  1877.— "V.  Hoist :  '  TJeber  d.  Verhiiltn.  d.  Hysteria 
u.  einz.  nerv.  Sympt.  u.s.w.,'  Arch.  f.  Psych,  u.  New.,  xi.  p.  678,  1881. — 
Leloir :  '  Heureux  EfFets  de  la  Faradisat.  Localisde  dans  deux  Cas  d'H^mi- 
anesth^sie  Hyst^r.  et  des  Cour.  Continus  dans  un  Cas  de  Contracture 
Hysterique,'  Gaz.  des  Hop.,  1879,  Nos.  39,  40.— Roux:  'Un  Cas  de  Grande 
Hysterie  trait6  par  I'Electrisation,'  Gaz.  des  Hop.,  1881,  No.  2. — Richet : 
'  Etudes  Oliniques  sur  I'Hj'st^ro-Epilepsie.'  Paris,  1881. — Charcot :  '  De 
I'Electricit^  Statique,  particulierement  dans  ses  Applications  an  Traitement 
de  I'Hystt^rie,'  Progres  Med.,  1881,  Nos.  17,  18.— Beard  :  'Nervous  Exhaus- 
tion.' 2nd  edit.  New  York,  1880.  The  same  in  German,  by  Neisser. 
Leipzig,  1881.— Rumpf :  'Der  farad.  Pinsel  bei  Hyperamie  der  Centralorgane 
und  ihrer  Haute,'  Beutsch.  med.  Woch.,  1881,  Nos.  36,  37.— Fr.  Fischer : 
'  Die  allg.  Faradisation  u.s.w.,'  Arch.  f.  Psych,  u.  Nerv.,  xii.  p.  628, 1882.— 
Emminghaus  :  '  Wirkung  der  Galvanisation  am  Kopf  bei  Aphonie,'  ibid.  iv. 
p.  559, 1874.— Cordes :  '  Die  Platzangst,  Symptom  einer  Erschopfungsparese,' 

ibid.  ii'i.  p.  521,  1874. 

R.  Remak :  '  Ueber  Ki-ampfe  u.  Epilepsie,'  Medic.  Centralzeit.,  1864,  Nos. 

28  v2g_  Althaus :  '  On  the  Use  of  Galvanism  in  the  Treatment  of  Certain 

Forms"  of  Epilepsy,'  Med.  Times  and  Gaz.,  1869,  April  24,  May  8.— 
Benedikt:  'Zur  Lehre  v.  d.  Epilepsie,'  Wien.  vied.  Pr.,  1870,  No.  1. 

Mor.  Meyer:  'Bedeutung  schmerzh.  Druckpunkte  u.s.w.,'  Berl.  klin. 
Woch.,  1875,  No.  57,  and  1881,  No.  31.— G.  Burckhardt:  'Die  physiol. 
Diaonostik  d.  Nervenkrankheiten,'  p.  147  (Schreibeki-ampf).  Leipzig,  1875. 
—Onimus  •  '  De  I'Action  des  Courants  Electr.  Continus  dans  le  Traitement 
dela  Ohorfe,'  Gaz.  des  Hop.,  1869,  No.  109.-Leube :  'Zm-  Behaudlung 
der  Chorea,'  Corresp.-Bl.  d.  allg.  arztl.  Ver.  von  Thiinngen,  1874,  No.  6.— 
0  Rosenbach:  'Zur  Pathol,  u.  Ther.  d.  Chorea,' ^rc/i. /.  Psych,  u.  Nerv., 
vi  n  830  1876—0.  Berger:  '  Elektr.  Behaudlung  des  Tic  convulsif  und 
der  Chorea  minor,'  Centralbl.  f.  Nervenheilk.,  1879,  No.  lO.-Neftel :  '  Ueber 
die  elektr.  Behaudlung  des  Schreibe-  und  Clavierspielkrampfs,  Arch.  f. 

Psych,  u.  Nerv.,  xvi.  p.  74,  1885.  ,    .  ,    •,      a  • 

Matteucci:   '  Traite  des  Phenomenes  Electrophysiol.  des  Animaus, 
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Pans,  1844  (Tetanus).-Menlel :  '  Der.  galv.  Strom  als  Heilmittel  des 
Tetanus,'  Berl.  Mm.  Woch.,  1868,  Nos.  38, 39.-Legros  and  Onimus  •  '  Trait(5 
d'Electnc.  M^d.,' p.  408  (Tetanus). - W.  Erb  :  'ZurLehrevon  der  Tetanie 
u.s.w.,'  Arch.  f.  Psych,  u.  Nerv.,  iv.  p.  271,  1874.-Ohvostek :  '  Beitr  z 
Tetanie,'  Wien.  med.  B:,  1876.— '  Weitere  Beitr.  z.  Tetanie,'  ibid  1878  — 
Eisenlohr  :  '  Zvvei  Falle  von  Tetanie,'  Arch.  f.  Psych,  u.  Nerv.,  viii  p  318 
1878.— N.  Weiss  :  '  Ueber  Tetanie,'  Volkm.  Samml.  klin.  Vortr    No  189 
1881.— Hoist:  'Ein  elektrotlier.  behandelter  FaU  von  Katalepsie  '  Dorv 
med.  Zeitschr.,  ii.  1871.  •         -t^    '  i^- 

•  ^'^^'i''^^  Traitement  du  Tremblement,  etc.,  par  les  Bains  Galva- 
mques,  Bull.  Gener.  d.  Therap.,  Sept.  15,  1880.-' Nouveaux  Cas  de 
Guerison  de  Tremblement  par  le  Bain  Galv.,' ^z.^.  de  la  Sac.  d.  Therap., 
1881,  ISo.  11. _R  Eemak:  'Paralysis  agitans,'  Galvanother.,  p.  447  — 
KusseU  Reynolds  :  'Paralysis  agitans,'  Lancet,  Dec.  3,  18o9.-E  C  Mann  • 

A  Case  of  Paralysis  agitans  cured  by  Central  Galvauisat.,  &c.,'  Journ.  of 
Nerv.  and  Ment.  Diseases,  ]<iew  York,  Jan.  1 881. -Charon •  'De  la  Para- 
ysie  Agitante  et  de  son  Traitement,  etc.,'  Journ.  des  Connaiss.  Medico- Chir., 

r  V  S'    Lo     S  '''""'^^^^   ^^^*^°^''      ^eal-Encyclop.  d. 

1882 -Hammond:  'Treatise  on  Diseases  of  the  Lvous 
Sy  tern,  3rd  edit.  p.  654  (Athetosis),  1873.-Gnauck :  'Ueber  primitive 
Athetose,'  Arch  f.  Psych,  u.  Nerv.,  ix.  p.  300, 1879.-E.  Eemak:  '  Vorstel- 
W8,ro"2l!t306.'  Bewegungen,'  Perl.  klin.  Woch., 

mJci        ^t;^'  i  H^^^'™^^-^-/  1868,  p.  362.-Ohvostek:  '  Morbus 

Dj  J^iectncity,  Ihtlad.  Med.  Times,  AmU.  23,  1881  — Pled, -no-Pv  «tTp;i 

Neftel:  '  Fall  von  Diabetes  mellitus  '  ^rcA  f   p.,w  ,r 
n  427  1R7ft     P   M         j       "^c^^ii^ub,  jlioii.  f.  Psych,  u.  Nerv.,  viii. 
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LECTUEE  XXXI. 

Conception  of  Functional  Neuroses  —Electrotherapeutical  Problems— Eemoval 
of  the  Local  Nutritive  Disturbance— Influencing  of  the  whole  Nervous 
System  and  of  the  Entire  Organism— Eemoval  of  Definite  Causes  of 
Disease — Attacking  of  Individual  Symptoms. 

1,  Neurasthenia — Various  Forms — Nature  of  the  Disease— Methods  of  Treatment 
—Results— 2,  Hypochondria— 3,  Hysteriar— Its  Nature— Aim  and  Methods 
of  Electrical  Treatment— 4,  Epilepsy— 5,  Neuroses  of  Co-ordinated  Move- 
ments Writer's  Cramp — Various  Forms— Methods   of  Treatment — 6, 

Chorea  Magna. 

Of  the  diseases  of  the  nervous  system  in  the  strictest  sense 
there  remains  still,  for  electrotherapeutical  consideration,  a 
large  group  of  frequently  recurring,  serious,  and  important 
diseases.  These  are  forms  very  diverse  in  kind,  but  all  having 
this  in  common,  that  they  may  be  regarded— at  least  in  the 
present  condition  of  our  knowledge— as  so  called  '  functional 
neuroses,'  i.e.  as  diseases  in  which  a  grosser  anatomical  lesion 
cannot  be  made  out  with  our  present  means  of  investigation, 
and  for  which  the  expression  '  disturbances  of  circulation,'  so 
often  and  so  superfluously  dragged  in,  cannot  possibly  give 
sufiacient  explanation.  They  are  diseases,  further,  whose  exact 
localisation  in  the  nervous  system  (whether  in  the  peripheral 
nerves,  the  spinal  cord,  the  brain,  or  the  sympathetic)  is  not 
even  always  known  to  us,  or  for  which  several  of  these  localisa- 
tions may  be  assumed  at  once  ;  indeed,  for  certain  forms  of  these 
neuroses  we  assume  a  general,  diffused  implication  of  the  whole 
nervous  system,  and  call  them,  therefore,  '  general  neuroses.' 

The  idea  of  '  functional  neuroses  '  is  at  once  mvitmg  for  the 
electrical  treatment  of  this  form  of  disease,  for  you  cannot 
avoid  feeling  that  purely  functional,  molecular  and  finer 
^  nutritive  disturbances  may  be  removed  more  easily  than 
grosser  anatomical  changes  by  a  remedy  that  has  such  a 
decided  influence  on  the  function  of  the  nerves  and  on  tbexr 
molecular  mechanism.  Nevertheless  the  electrotherapeutics  of 
these  functional  neuroses  is  by  no  means  very  extensive,  and  is 
ely  only  in  the  preliminaa-y  stages  of  its  development  In 
several  of  these  neuroses  electrotherapy  has  been  hardly,  if  at 
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all,  ventured  upon ;  in  others  it  has  as  yet  gone  no  further  than 
timid  experiments,  and  only  a  few  have  been  subjected  regularly, 
with  corresponding  results,  to  the  electrical  treatment. 

The  reasons  for  this  difference  are  to  be  found  in  various 
considerations — for  one  thing  in  the  want  of  knowledge  as  to  the 
position  and  nature  of  the  affection,  which  always  has  a  para- 
lysing effect  on  therapeutical  experiments ;  then  in  the  fear  of 
evil  effects  on  the  forms  of  disease  which  are  already  in  them- 
selves very  dangerous  and  progress  with  marked  symptoms  of 
irritation,  and  in  which  we  dread  the  presence  of  a  new  irritation ; 
further,  in  the  great  susceptibility  of  the  patients  themselves  to 
all  therapeutical  influences,  and  therefore  also  to  the  electric 
current,  which  induces  bad  results  and  an  increase  in  the 
symptoms ;  and,  finally,  in  the  many  bad  results  of  electric 
treatment  in  these  neuroses,  which  occur  as  unexpectedly  as 
undoubtedly,  and  which,  although  they  may  be  partly  explained 
by  unsuitably  chosen  or  unsuitably  localised  methods  of  apphca- 
tion,  have  still  acted  as  a  deterrent  on  further  investigation. 

Nevertheless  it  appears  to  me  to  be  our  urgent  duty  not  to 
give  up  these  trials  entirely  yet,  but  to  renew  them  again  and 
again,  modified  and  improved  by  the  daily  advances  in  our 
knowledge  of  these  vague  and  remarkable  forms  of  disease  ; 
and  therefore  I  shall  proceed  to  describe  the  latter,  although 
the  practical  significance  of  their  electrical  treatment  is  not 
yet  very  great. 

A  few  sentences  will  suffice  to  indicate  the  problems  of 
electrotherapy  in  these  ailments  in  general,  and  then  I  shall 
turn  to  a  short  description  of  the  special  forms,  which  present 
so  many  differences  individually  that  a  simultaneous  discussion 
of  all  is  not  practicable. 

As  a  first  duty— especially  in  those  functional  neuroses 
which  may  to  some  extent  be  accurately  localised -i^e  removal 
of  local  nutritive  {functional)  disturbances  presents  itself- 
for  these  the  katalytic  and  alterative  actions  of  electric  currents 
are  to  be  preferred,  and  they  may  be  carried  out  by  various 
methods  (stabile  galvanisation  or  faradisation,  central  galvani- 
sation, the  employment  of  weak  continuous  currents).  This 
aim  may  also  be  attained  in  an  indirect  manner  by  iufluencinff 
the  circulation  of  the  diseased  part  and  by  direct  katalysis 
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(galvanisation  of  the  sympathetic  and  of  the  cervical  cord, 
reflex  action  from  the  skin,  &c.)  These  procedures  may  of 
course  be  much  modified  in  individual  cases. 

In  the  second  place  you  may  employ  a  stimulating,  modi- 
fying, alterative  influencing  of  the  entire  nervous  system,  or 
even  of  the  whole  organism,  as  a  cure,  the  former  in  the  so 
called  general  neuroses,  which  affect  the  greater  part  of  the 
nervous  system  at  once,  the  latter  partly  for  the  same  reason, 
and  partly  in  order  to  produce  a  beneficial  reaction  on  the 
nervous  system  by  raising  the  general  nutrition  and  stimulating 
the  entire  organism.  For  these  purposes  the  methods  of 
general  faradisation,  of  general  and  central  galvanisation,  and 
the  electric  bath  are  to  be  preferred. 

You  may,  further,  require  to  remove  special  causes  of 
disease,  in  so  far  as  they  are  accessible  to  the  electric  current 
at  all,  and  in  so  far  as  they  keep  up  the  disease  itself  or  excite 
the  several  attacks  of  it.  To  this  belong,  for  example,  the 
removal  of  peripheral  neuralgias  which  may  have  an  influence 
ou  the  occurrence  of  ei^ilepsy,  chorea,  tetanus,  &c.,  the  checking 
of  an  aura  which  regularly  ushers  in  an  epileptic  fit,  the  cure 
of  ovarian  tenderness  in  severe  forms  of  hysteria,  the  cure  of 
spermatorrhoea,  &c.,  as  causes  of  spinal  neurasthenia,  the  treat- 
ment of  tender  points  in  writer's  cramp,  chorea,  hysteria,  &c., 
all  of  which  are  to  be  carried  out  according  to  the  rules  and 
methods  already  known  to  you. 

Finally,  a  very  wide  field  of  action  still  remains  in  the 
combating'  of  individual  predominating  symptoms  of  func- 
tional neuroses.    Here  there  are  spasms,  there  paralyses  to 
cure,  neuralgias,  hypersesthesias,  anaesthesias,  and  migraines  to 
drive  away,  vasomotor  and  trophic  disturbances  to  proceed 
against,  impotence  and  spermatorrhea,  asthenopia  and  photo- 
phobia 'anxiety  and  sleeplessness  to  combat,  and  more  work  of 
the  same  kind,  which  I  shall  specially  mention  fm-ther  on. 
This  must  all  be  carried  out  according  to  well-known  methods, 
suitable  for  the  individual  cases.    This  indication  may  come  so 
much  into  the  foreground  in  many  cases  which  present  only  one 
or  a  few  symptoms,  and  whose  pathogenesis  and  locahsation  are 
perhaps  also  vague-e.g.  in  tremor-that  it  may  form  the 
chief  part  of  the  treatment.    But  in  almost  all  such  cases  a 
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special  regard  for  methods  of  central  treatment  seems  to  be 
very  desirable. 

This  is  what  may  be  done,  and  what  may,  of  course,  be  done 
in  the  most  manifold  combinations  and  modifications.  Let  us 
see  what  it  may  effect  in  the  various  forms  of  functional 
neuroses,  which  often  give  the  electrician  very  difficult 
problems  to  solve.  Here,  of  course,  we  have  to  do  only  with 
their  electric  treatment.  I  am  very  far,  be  it  understood,  from 
placing  this  in  the  foreground  in  all  functional  neuroses,  and  I 
must,  therefore,  refer  you  to  the  handbooks  of  nervous  pathology 
for  the  other  methods  of  treatment  and  the  proper  choice  of 
them,  as  well  as  for  the  indications  for  electrical  treatment.  I 
will  only  cite  here  what  you  may  occasionally  attain  with  the 
electric  current,  and  tell  you  how  you  must  proceed  with  it. 

I  shall  begin  with  the  most  frequent,  and  perhaps  the  most 
important,  of  these  neuroses,  which  is 

1.  Neurasthenia  {Nervous  Weakness).— His  the  fashionable 
neurosis  of  our  time,  the  '  nervous  disease '  par  eace^^ence,  and 
It  appears  in  a  thousand  wonderful  forms.  It  may  be  best 
defined  as  a  high  degree  of  irritable  weakness  of  the  nervous 
system,  which  progresses  with  the  most  varied  disturbances  of 
function  m  every  possible  region,  without  our  being  justified 
m  assummg  an  anatomical  ground  for  them. 

This  is  not  the  place  to  enter  in  any  way  upon  the  symptom- 
atology of  this  protean  and  often  very  obstinate  affection  ;  but 
m  your  diagnosis  you  must  always  remember  that  the  most 
careful  mvestigation,  in  spite  of  the  innumerable  and  liVely 
complaints  of  the  patients,  will  always  give  an  absolutely 
negative  result  (with  the  exception,  at  most,  of  some  spinal 
tenderness  on  pressure,  a  slight  increase  of  the  reflexes,  and 
coldness  of  the  hands  and  feet)  if  you  assume  that  it  is  a 
neurasthenia.  Every  objective  change,  however  slight,  in  the 
sensibility,  motility,  reflexes,  pupils,  and  the  like,  must  awake 
m  your  minds  a  doubt  of  the  correctness  of  this  diagnosis 
Electrical  examination  does  not  generally  contribute  anything 

rlt'onT^         '  ^™al 
It  is  advisable,  also,  with  a  view  to  treatment,  to  distin- 
gmsh  various  forms  of  the  disease.    There  is  one  in  which  the 
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cerebral  functions  are  principally  affected  (neurasthenia 
cerehralis),  and  which  is  characterised  specially  by  weight  in 
the  head,  inability  to  work,  sleeplessness,  physical  depression, 
pai.hological  anxiety  (fear  of  places ;  dread  of  lightning,  of 
shooting,  of  human  beings,  of  diseases,  &c.),  palpitation  of  the 
heart,  &c.  Another  principally,  although  not  entirely,  affects 
the  spinal  functions  (neurasthenia  spinalis  and  spioml  irrita- 
tion), in  which  weakness  and  exhaustion,  trembling,  paraesthesise 
and  pains  in  the  extremities,  pain  in  the  back,  sexual  disorders, 
vasomotor  anomalies,  &c.,  are  most  prominent.  Finally,  there 
is  a  not  infrequent  combination  of  both,  in  which  the  disturb- 
ances extend  more  or  less  over  the  whole  cerebro-spinal 
system  (neurasthenia  universalis)  and  in  which  they  may 
occur  in  the  most  varied  combinations. 

All  considerations  as  to  the  nature  of  this  extensive  neurosis 
must  exclude  the  frequently  blamed  circulatory  disturbances 
(hypertemia  or  ansemia),  as  well  as  grosser  anatomical  changes, 
from  the  causation.  The  circulatory  disturbances  are,  at  all 
events  in  the  greater  number  of  cases,  not  the  cause  but  only  the 
consequence  of  the  affection,  and  are  nothing  but  the  expression 
of  the  neurasthenic  disease  of  the  vasomotor  a^jparatus  itself. 
Sometimes,  however,  this  may  itself  be  primary  (neurasthenia 
vasomotoria),  and  may  then  cause  further  disturbance  by 
abnormal  distribution  of  blood  in  the  central  nervous  system. 
But  for  the  greater  number  of  cases  we  must  fall  back  upon  a 
finer  nutritive  disturbance  of  the  affected  nerve  apparatus, 
whose  essential  nature,  however,  is  still  entirely  unknown  to  us, 
and  for  whose  functional  expression  the  name  of  'ii-ritative 
weakness '  is  still  the  most  appropriate. 

In  the  treatment  of  this  neurosis,  electricity,  along  with 
other  remedies,  is  often  of  very  good  effect.  What  has  to  be 
done  is  to  remove  the  doubtful,  finer  nutritive  disturbances  m 
the  nervous  system,  to  raise  and  strengthen  the  whole  orgamsm, 
and  to  fight  against  individual  and  particularly  troublesome 
symptoms.  You  may  employ  either  the  galvanic  or  the  farad.c 
current  With  the  galvanic  cm-rent  you  must  first  galvanise 
the  head,  the  sympathetic,  and  the  cervical  cord,  in  the  manner 
I  described  fully  to  you  in  the  electrotherapeutics  of  the  brain 
when  you  have  to  do  with  the  cerebral  form ;  while  m  spinal 
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neurasthenia  you  must  galvanise  specially  the  spinal  column 
and  the  sympathetic,  subsequently  also  the  legs,  in  the  way 
mentioned  before.  For  this  application  I  prefer  the  ascending 
direction  of  the  current,  following  an  opinion  expressed  by 
Eanke,  that  the  normal  ascending  current  of  the  animal  body 
may  act  as  a  strength  ener  to  the  function  of  the  spinal  cord, 
and,  especially,  as  a  restraint  to  the  reflex  processes  in  it.  If 
you  have  to  do  with  universal  nemrasthenia,  both  applications 
must  be  made,  or  central  galvanisation,  which  Beard  praises  so 
highly. 

With  the  faradic  current  you  may  try  the  same  manner 
of  application,  as  Lowenfeld  has  recently  suggested  ;  but  I 
would  specially  recommend  general  faradisation  to  you  as  a 
very  valuable  method  in  such  cases,  the  beneficial  results  of 
which  have  been  lauded  by  Beard  and  confirmed  by  other 
observers  and  by  myself.  Electric  baths,  especially  the  monopolar 
and  dipolar  faradic  bath,  have  lately  attracted  special  attention 
(from  Stein,  Eulenburg,  Lehr,  &c.),  both  because  of  their  con- 
venient employment  and  because  of  their  undoubted  utility.  They 
deserve  to  be  more  largely  employed  in  these  diseases,  especially 
in  '  sexual  neurasthenia.'  If  you  find  very  marked  vasomotor 
disturbances,  symptoms  of  congestion  of  the  brain  and  spinal 
cord,  you  had  better  not  leave  untried  the  treatment  with  the 
faradic  brush,  recommended  by  Eumpf  (the  brushing  of  large 
cutaneous  surfaces  on  the  back  and  on  the  extremities). 

But  a  number  of  symptomatic  problems  may  also  have  to 
be  solved.  You  will  treat  headache,  migraine,  and  pains  in  the 
back  according  to  the  instructions  given  in  the  description  of 
neuralgia  (Lectures  XXVI.  and  XXVII.)  ;  for  the  feeHngs  of 
anxiety,  with  palpitation  of  the  heart,  &c.,  galvanisation  or  fara- 
disation from  the  nape  to  the  epigastrium  and  the  cardiac  region, 
and  galvanisation  of  the  sympathetic  and  the  vagus,  are 
often  useful;  for  sleeplessness  you  may  try  the  methods 
given  before  (Lecture  XVIL),  and  for  prominent  vasomotor 
disturbances  what  I  recommended  to  you  in  Lecture  XXX. 
Weakness  and  pain  in  the  legs  may  often  be  helped  by  direct" 
faradic  or  galvanic  treatment  of  them  ;  sexual  weakness,  pre- 
mature ejaculation,  impotence,  &c.,  may  often  be  beneficially 
influenced  by  the  means  which  will  be  communicated  to  you 
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later  (Lecture  XXXVIL),  while  faradisation  of  the  intestine 
(vide  Lecture  XXXVL)  often  proves  useful  in  constipation. 

You  see,  gentlemen,  what  a  number  of  indications  there 
are  which  will  test  your  acuteness  and  your  electrotherapeutic 
skill  to  the  utmost.  In  such  cases  do  not  forget  the  cautions 
which  have  already  been  given  to  you.  You  will  have  to  do 
with  extremely  irritable  and  sensitive  individuals,  and  you  must 
therefore  begin  always  with  very  weak  currents,  and  cautious, 
short  applications,  testing  each  individual  patient  at  the 
commencement  of  the  treatment  with  regard  to  his  '  electrical 
sensibility.'  You  will  find  great  differences  between  them, 
which  you  must,  of  course,  consider  well  in  your  therapeutical 
applications.  Eegular  and  systematic  procedure  is  specially 
necessary  in  these  very  tedious  and  obstinate  forms  of  disease. 

The  results  of  electrical  treatment  are  by  no  means  always 
prompt  and  brilliant,  as  you  may,  indeed,  imagine  for  yourselves 
if  you  consider  that  the  affection  depends  to  so  great  an  extent 
on  congenital  neuropathic  diathesis,  injuries  which  have  existed 
for  years,  &c.  You  will  often  get  very  satisfactory  and  rapid 
results,  especially  in  the  slighter  forms,  with  little  neuropathic 
disturbance ;  but  frequently  a  gradual  advance  towards  improve- 
ment will  only  be  made  by  long  subsequent  treatment,  and  you 
will  often  expend  time  and  trouble  entirely  in  vain  in  the  case 
of  patients  whose  affection  resists  even  the  most  circumspect 
and  varied  treatment.  We  are  not  yet  in  a  position  to  designate 
more  particularly  the  cases  which  are  or  are  not  specially  suited 
for  electrical  treatment ;  we  must  first  have  much  more  critical 
experience. 

2.  Hypochondria  stands  in  the  closest  relationship  to  neuras- 
thenia, and  passes,  on  the  other  hand,  imperceptibly  over  into 
the  region  of  the  psychoses.  We  may  define  it  as  a  form  of 
melancholy  depression,  in  which  the  attention  of  the  patient  is 
directed  chiefly  to  diseased  conditions  of  his  own  body  and 
their  possible  evil  consequences  (pathophobia).  It  is  generally 
developed  on  the  foundations  of  a  neuropathic  anomaly  of  con- 
stitution ;  it  comes  on  very  frequently  with  disturbances  of  the 
digestive  organs  and  the  geuitary  apparatus,  and  gives  rise 
besides  to  numerous  nervous  disturbances — abnormal  sensations, 
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sleeplessness,  feelings  of  anxiety,  loss  of  energy,  constipation, 
&c. — and  the  objective  conditions  correspond  pretty  closely 
with  the  amount  and  intensity  of  the  subjective  complaints. 

Electricity  has  been  used  comparatively  seldom  in  this 
neurosis,  and  perhaps  more  seldom  than  it  deserves.  You 
may  generally  employ  the  same  methods  of  procedure  as  in 
neurasthenia,  general  faradisation  being  specially  to  be  recom- 
mended. You  will  often  also  see  very  good  results  from  the 
symptomatic  treatment  of  prominent  symptoms — the  treat- 
ment of  constipation  by  faradisation  of  the  intestine  ;  of  impot- 
ence by  suitable  galvanic  treatment ;  of  sleeplessness,  anxiety, 
and  weight  in  the  head  by  the  different  procedures  which  you 
already  know. 

At  the  same  time  you  must  attend  to  the  advice  to  treat 
the  patients  psychically  as  well,  and  to  employ  all  your  elec- 
trotherapeutical  procedures  from  this  standpoint  and  to  this 
end ;  it  is  only  in  this  way  that  you  will  get  good  results  in 
these  severe  forms  of  disease.  I  would  also  remind  you  to  be 
cautious  with  the  choice  of  the  strength  of  the  current,  as  many 
of  those  patients  are  very  sensitive,  and  may  be  made  worse, 
or  at  least  may  be  easily  frightened  away,  by  a  too  sudden 
proceeding. 


3.  Hysteria.— T:}n.s  remarkable  functional  neurosis,  with  its 
innumerable  symptoms,  its  changeful  course,  and  its  manifold 
forms,  which,  however,  according  to  more  recent  investigations, 
shows  a  certain  law  with  all  its  apparent  absence  of  rule,  is  a 
very  frequent  subject  of  electrotherapeutics,  in  spite  of  nume- 
rous and  frequently  surprising  failures,  against  which  many 
strikmg  successes  may  be  set.  On  the  whole,  hysteria  is  as 
obstmate  against  electrical  treatment  as  against  all  other  reme- 
dies. This  is  partly  to  be  ascribed  to  psychical  causes,  partly 
also  to  the  very  great  irritability  of  hysterical  patients,  which 
is  not  always  sufficiently  considered  in  the  application  and  cal- 
culations of  the  electric  current. 

_  The  nature  of  hysteria  is  still  entirely  obscure,  and  we  are 
driven  back  upon  the  hypothesis  of  finer,  remarkably  change- 
able, nutritive  disturbances,  which  cannot  yet  be  accurately 
defined.    We  are  even,  in  many  respects,  doubtful  about  the 
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localisation  of  these  finer  disturbances,  although  it  is  becoming 
more  and  more  probable  that  they  occur  chiefly  in  the  central 
nervous  system;  but  still  a  peripheral  localisation  is  by  no 
means  to  be  excluded  for  a  number  of  symptoms  (neuralgia, 
hyperaesthesia,  paralysis,  &c.) 

Hysteria,  also,  is  an  affection  which  it  is  extremely  difficult 
to  cure,  and  this  may  be  occasioned,  as  in  neurasthenia  (with 
which  hysteria  possesses  a  certain  relationship,  without  being 
identical  with  it),  partly  by  the  congenital  neuropathic  affec- 
tion which  plays  so  great  a  part  in  its  origination,  partly  also 
by  the  presence  of  progressive  causal  injuries,  whose  removal 
is  not  possible.  At  all  events  you  must  guard  against  too 
great  and  certain  hopes  from  the  electric  current  in  the  treat- 
ment of  hysteria. 

The  aim  of  this  treatment  is,  in  the  first  place,  the  removal 
of  the  disease  itself,  of  the  morbid  nutritive  disturbance  of  the 
nervous  system — in  others  words,  the  bracing  and  strengthening 
of  the  nervous  system  as  well  as  of  the  entire  organism  gene- 
rally— an  aim  which  is  also  striven  after  by  nearly  all  the  other 
remedies  for  hysteria.  General  faradisation  and  electric  baths 
are  serviceable  here  in  the  first  place,  subsequently  central 
galvanisation  to  its  full  extent,  and  also,  later  on,  galvanisa- 
tion of  the  spioie  with  ascending  stabile  currents,  with  special 
reference  to  the  cervical  cord,  and  including  the  sym- 
pathetic in  the  neck.  Considering  the  excessive  irritability 
of  hysterical  patients,  it  is  very  advisable  to  try  the  em- 
ployment of  weak,  continuous  currents  along  the  spine  (with  a 
couple  of  galvanic  disks).  The  treatment  of  tender  spots  on 
the  spine  or  on  other  parts  of  the  body  often  acts  favour- 
ably on  the  general  affection,  and  also,  finally,  the  treatment 
of  ovarian  tenderness  (which  may  be  considered  a  parallel) 
as  it  is  practised  by  Hoist — A  on  the  spine,  K  on  the  painful 
ovary,  with  a  stabile  current — or  according  to  the  method  re- 
commended by  Neftel  in  visceral  nemralgias  (vide  p.  543). 

In  the  treatment  of  hysteria  you  must  pay  very  special 
attention  to  causes.  There  is  hardly  any  nem-osis  in  which 
psychical  causes  play  so  great  a  part  as  in  this,  and  confidence 
in  the  physician  and  in  his  remedies  is  the  best  guarantee  for 
the  result,  while  mistrust  will  interfere  with  every  remedy. 
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Strive,  therefore,  before  all  things  to  win  the  confidence  of 
hysterical  patients  for  yourself  and  for  your  remedies,  and  do 
not  lose  it  by  an  unskilful,  too  strong,  or  incautious  application 
of  the  current.  Always  begin  with  an  extremely  weak  current 
and  with  slight  and  short  applications.  I  have  often  considered 
it  desirable  to  test  the  influence  of  the  psychical  impression 
upon  such  patients  and  their  complaints,  and  I  have,  therefore, 
■vVith  many  of  them,  begun  the  treatment  by  placing  the  elec- 
trodes according  to  the  usual  plan,  but  without  closing  the 
current,  and  have  then  completed  the  sitting  with  the  gravest 
face  in  the  world.  It  is  wonderful  how  much  we  may  hear  of 
the  results  of  such  a  sitting,  both  in  good  and  in  bad  conse- 
quences, but  it  certainly  gives  a  clear  impression  how  much  is 
to  be  ascribed  to  imagination  and  psychical  excitement,  and 
how  much  really  to  the  action  of  the  current,  in  such  patients  ; 
and  our  therapeutical  judgment  will  be  considerably  strength- 
ened by  it.  In  comparatively  reasonable  patients  we  may 
produce  a  considerable  psychical  impression  by  the  communi- 
cation of  this  little  deception,  and  thereby  assist  the  cure ; 
but  in  others  such  candour  would  have  exactly  the  opposite 
effect,  for  the  hurt  vanity  of  some  hysterical  patients  would  not 
permit  them  to  pardon  the  physician.  It  is  better  in  such 
cases  to  keep  the  secret  to  ourselves  and  not  to  let  ourselves 
be  further  deluded  by  the  many  objections  of  the  patients. 

Also  you  must  not  seek  to  hurry  anything  in  hysterical 
patients,  but  must  proceed  slowly,  step  by  step,  often  omitting 
the  treatment,  so  as  not  to  over-stimulate,  and  only  pressing 
forward  energetically  in  the  case  of  individual  symptoms. 

This  symptomatic  treatment  has  a  very  extensive  field  in 
hysteria.  It  does  not  present  anything  specific,  but  is  carried 
out  entirely  in  accordance  with  the  methods  given  you  before, 
which  may,  indeed,  undergo  certain  modifications  with  regard 
to  the  general  condition  of  the  patients  and  the  hysterical 
nature  of  the  fundamental  affection,  but  which  are  not  to  be 
much  changed  in  themselves. 

For  neuralgia  and  hyperesthesia  you  will  employ  the  usual 
methods,  with  the  cautions  which  have  just  been  given ;  and 
ovarian  tenderness  requires  special  consideration  in  severe 
cases. 

For  hysterical  paralysis,  in  the  same  way,  the  usual  pro- 
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cedure  for  paralysis  in  general  must  be  employed  in  its  various 
modifications.  With  reference  to  its  diagnosis,  I  will  only 
remark  that  the  electrical  irritability  of  the  motor  nerves  and 
muscles  is  not  generally  altered  in  any  way,  and  that  the  state- 
ment of  Duchenne,  that  the  electromuscular  sensibility  is 
extinguished,  as  a  rule,  by  no  means  applies  to  all  cases  of 
hysterical  paralysis,  so  that  the  circumstance  cannot  be  regarded 
as  a  diagnostic  or  even  as  a  pathognostic  token.  It  occasfonally 
occurs  in  paralysis  of  other  origin.  The  therapeutical  results 
in  hysterical  paralysis  are  sometimes  remarkably  prompt  (e.g. 
in  hysterical  paralysis  of  the  vocal  cords  i),  but  at  other  times 
exactly  the  reverse,  slow  and  uncertain,  so  that  very  long-con- 
tinued treatment  is  necessary  for  cure.  This  is  especially  the 
case  in  the  paralyses  which  occur  in  the  form  of  i^araplegia. 

For  anaesthesia  you  will  employ  the  methods  of  treatment 
given  in  Lecture  XXIX.,  while  for  the  hemianaesthesia  of 
hysterical  patients,  which  is  not  rare  in  severe  cases,  the  trea<>- 
ment  recommended  by  Vulpian— local  faradic  brushing  of  a 
circumscribed  cutaneous  patch  of  the  forearm — sometimes 
appears  to  be  of  brilliant  effect. 

In  these  hysterical  hemiansesthesias  it  has  been  found  (Eom. 
Yigouroux,  Estorc)  that  the  tissue  resistance  of  the  anfesthetic  side  is 
somewhat  greater  than  that  of  the  healthy  side,  but  this  difference 
generally  disappears  rapidly  during  the  passage  of  the  cun-ent. 

For  hysterical  spasm  electrical  treatment  is  very  often  use- 
less, in  spite  of  all  possible  methods.  For  contraction  the  gal- 
vanic (stabile  descending)  current  sometimes  proves  itself  use- 
ful, sometimes  the  faradic ;  and  sometimes  also  the  continuous 
use  of  a  weak  galvanic  current  (Leloir).  Severe  hystero- 
epileptic  attacks  are  said  to  have  been  sometimes  cut  short  and 
modified  by  means  of  a  stabile  galvanic  current  from  the  fore- 
head to  any  other  part  of  the  body,  no  matter  in  which 
direction,  with  10  or  15  cells  (Richet,  Eoux).  The  sudden 
reversal  of  a  very  strong  galvanic  current  (40  to  50  cells, 
Trouve)  applied  in  this  way  will  terminate  such  an  attack 
immediately,  but  will  not  guard  against  its  return.^ 

'  Emminghans  has  found  galvanisation  transversely  through  the  mastoid 
processes  useful  in  hysterical  aphonia,  but  he  cannot  decide  whether  the  iuOu- 
CDce  is  phj'sical  or  psychical. 

-'  Static  electricity  has  recently  been  employed  in  Paris,  not  without  ellect 
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For  the  globus  hystericus  you  may  try  galvanisation  or 
faradisation  of  the  neck  and  pharynx,  and  also  the  passage  of 
the  current  from  the  nape  to  the  epigastrium.  This  is  also 
good  for  nervous  vomiting,  and  so  is  vigorous  faradic  brushing 
in  the  epigastric  fossa,  while  constipation  and  hysterical  tym- 
panitis may  be  treated  by  faradisation  of  the  intestine.  For 
vasomotor  disturbances,  sleeplessness,  anxiety,  and  the  like 
you  may  also  try  electricity  according  to  the  well-known 
methods. 

As  I  said  at  first,  the  results  of  electrotherapeutics  in 
hysteria  are  not  brilliant,  or  at  all  events  they  are  not  to  be 
counted  upon,  and  they  are  very  changeable.  It  is  just  in 
hysteria  that  the  wonder  cures  occur,  especially  the  magically 
rapid  cures  of  apparently  severe  affections,  paralysis,  &c. ;  but 
it  is  just  here  also  that  you  will  come  upon  quite  unexpected 
failures,  and  you  must  always  guard  yourselves  against  as- 
cribing all  that  you  attain  to  the  remedy  you  employ.  In 
many  cases  the  treatment  must  be  conducted  with  great 
patience  and  caution,  if  anything  useful  is  to  be  gained  by  it. 
There  are  no  more  special  indications  to  be  laid  down  here. 

4.  Epilepsy.— This  severe  and  mysterious  neurosis  has  until 
now  been  comparatively  rarely  made  the  subject  of  electrical 
treatment,  although  a  great  number  of  facts  and  considerations 
appear  to  invite  the  trial,  and  although  systematic  experiments 
could  be  very  easily  carried  out  in  the  hospitals  provided  for 
it.  Such  experiments  in  greater  proportion  are  very  much  to 
be  desired. 

The  essential  nature  of  epilepsy  is  very  obscure,  in  spite  of 
all  the  critical  and  experimental  investigations  with  regard  to 
it,  and  in  spite  of  all  the  more  or  less  ingenious  attempts  to 
explam  its  form  and  symptoms.  Even  the  localisation  of  the 
affection,  which  we  ventured  recently  to  believe,  with  tolerable 
certamty,  to  be  in  the  pons  and  the  medulla,  now  begins  to  be 
doubtful  again,  and  we  seem  to  stand  before  a  revolution  of  our 
views  in  this  respect.  The  more  recent  discoveries  with  regard 
to  cortical  epilepsy,  indeed,  are  akin  to  the  thought  that  the 

(Charcot,  Vigouroux),  for  all  hysterical  symptoms,  as  well  as  for  th.  .  ,  , 
disease  itself.  ^'^^  actual 
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seat  of  origin  of  epileptic  spasms  should  be  placed  in  the  motor 
section  of  the  cortex,  of  the  cerebrum,  an  idea  which  has  already 
been  repeatedly  combated  with  more  or  less  energy.  We  are 
still  far  from  a  definite  decision  upon  the  point. 

So  much  at  least  seems  certain,  that  the  real  seat  of  epi- 
lepsy is  to  be  found  in  the  brain,  and  that  the  nature  of  it 
consists,  first,  in  a  peculiar  disturbance  within  the  brain,  which 
makes  itself  manifest  from  time  to  time  by  a  sort  of  explosive 
unloading — an  epileptic  attack.  This  disturbance,  defined 
as  '  epileptic  change,'  depends,  most  probably,  not  on  grosser 
anatomical  changes,  but  only  on  finer  nutritive  and  molecular 
processes,  of  whose  essential  nature  and  exact  seat  we  know 
nothing  at  all  as  yet. 

Electrotherapeutical  experiments  on  epilepsy  have  been 
made  by  several  observers.  E.  Eemak  has  declared  certain  forms 
of  epilepsy,  which  according  to  his  opinion  proceed  from  the 
cervical  part  of  the  spinal  cord  or  from  the  sympathetic,  to  be 
suitable  for  galvanic  treatment.  Althaus  has  more  recently 
published  a  number  of  good  results,  and  Benedikt  also  has  pro- 
nounced in  favour  of  electric  treatment  of  epilepsy.  But  it 
does  not  appear  that  they  have  found  many  followers. 

There  is,  of  course,  nothing  to  be  done  for  the  attack  itself 
with  the  electric  current ;  you  must  direct  your  whole  energies 
to  removing  the  epileptic  change  in  the  brain.  This  may  be 
done  directly  or  indirectly,  by  the  removal  of  the  causes  or  by 
reflex  action. 

To  influence  it  directly  the  katalytic  and  vasomotor  actions 
of  the  current  are,  of  course,  alone  suitable — the  dii-ect  treat- 
ment, therefore,  of  the  head,  the  cervical  sympathetic,  and  the 
cervical  cord.  Althaus  recommends  galvanisation  transversely 
through  the  mastoid  ijrocesses  and  galvanisation  of  the  sym- 
pathetic. I  have  employed  the  following  method  in  my  more 
recent  experiments,  having  regard  to  the  possible  cortical 
origin  of  epilepsy :  first,  treatment  obliquely  through  the  head, 
from  the  temporal  region  and  the  upper  part  of  the  fore- 
head on  one  side  (anode,  large  head  electrode)  to  the  opposite 
side  of  the  nape  (kathode,  large  electrode),  stabile,  with  a  very 
weaK  current  (5°  to  15°  N  defl.,  4  to  6  cells)  from  i  to  1 
minute  on  each  side ;  and  then  longitudinally  from  the  fore- 
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head  (anode)  to  the  nape,  also  from  ^  to  1  minute.  In  this 
way  the  cerebral  hemispheres,  the  motor  regions,  and  the 
medulla  will  be  influenced  sufficiently.  In  many  cases,  especially 
if  vasomotor  symptoms  are  well  marked  in  and  between  the 
attacks,  I  add  to  this  galvanisation  of  the  cervical  sympathetic. 
Very  weak  currents,  careful  placing  and  removing  of  the  elec- 
trodes, long-continued  and  consecutive  treatment  are  uncon- 
ditionally necessary. 

Careful  trials  with  the  faradic  current  though  the  head 
appear  to  me  to  be  also  justifiable,  in  somewhat  the  same  way 
as  in  the  treatment  of  migraine. 

An  attempt  may  be  made  to  influence  the  brain  indirectly, 

means  of  general  faradisation.  Althaus  recommends  very 
highly  the  galvanic  treatment  of  that  peripheral  nerve  region 
which  is  the  seat  of  the  aura.  If  any  tender  points  or 
galvanically  painful  spots  can  be  made  out,  you  may  direct 
the  treatment  to  them,  and  also  if  a  neuralgia  or  a  peripheral 
nerve  injury,  a  cicatrix,  or  the  like  may  be  suspected  to  give 
rise  to  the  epilepsy,  even  if  it  is  not  the  seat  of  the  aura. 

The  results  as  yet  are  but  few,  but  Althaus  communicates 
several  very  striking  ones.  I  have  myself  treated  individual 
cases  with  electricity  within  the  last  few  years— certainly 
employing  other  remedies  at  the  same  time— and  have  received 
a  decidedly  favourable  impression  from  it,  so  that  I  am  much 
encouraged  to  further  attempts.  Two  long-standing  and 
severe  cases,  in  particular,  were  improved,  to  a  surprising 
degree,  by  a  combination  of  bromide  and  electricity,  and  sub""- 
sequently  cold  water  and  electricity,  so  that  I  am  inclined  to 
see,  m  electrical  treatment,  an  excellent  assistant,  at  least,  to 
the  sovereign  remedy,  bromide.  It  is  urgently  to  be  desired 
that  exhaustive  experiments  should  be  made  in  this  direction 
m  which  the  attention  should  be  fixed  first  on  the  galvanisation 
of  the  brain,  secondly  on  that  of  the  sympathetic  and  of  the 
cervical  cord,  and  thirdly  on  general  faradisation.  It  is  only 
when  we  have  a  greater  number  of  individual  experiences  that 
we  shall  be  m  a  position  to  set  up  more  accurate  indications  for 
the  selection  of  cases  for  electrical  treatment,  and  for  the  choice 
ot  the  methods  to  be  employed. 
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5.  Under  the  name  of  neuroses  of  co-ordinated  movements 
we  include  all  those  neuroses— nearly  always  purely  functional 
— which  have  this  in  common,  that  in  certain  complicated  and 
more  delicate  occupations,  and  only  in  these,  disturbances  of 
movement  occur,  which  embarrass  the  performance,  or  even 
render  it  quite  impossible.  The  type  of  this  neurosis,  and  the 
most  frequent  form  of  it,  is  the  so  called  writer's  cramp,  but 
analogous  disturbances  occur  also  in  all  occupations — in  drawing, 
sewing,  piano  and  violin  playing,  milking,  telegraphing,  cigar- 
making,  &c. 

There  is  no  doubt  that  in  these  neuroses  we  have  not  to  do 
with  a  single  morbid  type — a  constant  form  of  disturbance — 
but  that  they  must  include  various  kinds  of  disease,  all  of 
which  cause  the  disturbance  of  certain  functions.  It  is 
only  in  some  individual  cases  that  distinctly  localised  con- 
ditions of  spasm  and  paralysis  and  more  accurately  recognised 
peripheral  nervous  and  muscular  diseases  may  be  found  ;  and 
these  are  the  more  favourable  forms,  in  which  the  treatment 
has  certain  tangible  data  on  which  to  be  based. 

But  even  in  the  purely  functional,  typical  forms  the  affec- 
tion may  manifest  itself  in  a  variety  of  ways — either  as  a 
spasm  showing  itself  in  a  definite  manner  on  writing  (spastic 
form),  or  a  trembling  occurring  at  the  same  time  (tremor-like 
form),  or,  finally,  as  an  exhaustion  and  weakness  of  the  hand 
and  arm,  coming  on  with  writing  and  constantly  increasing 
(paralytic  form).  But  it  is  characteristic  of  all  these  forms, 
and  even  necessary  for  their  full  comprehension,  that  examina- 
tion reveals  no  other  disturbance  of  motility  or  sensibility. 
Electrical  testing  shows,  as  a  rule,  no  great  changes ;  I  at  least 
have  not  been  able  to  find  any  noteworthy  qualitative  or  quan- 
titative disturbances  of  the  faradic  or  galvanic  irritability  in  a 
number  of  carefully  investigated  cases,  and  certainly  the  changes 
which  have  now  and  then  been  made  out  by  other  observers 
have  contributed  nothing  to  the  clearing  up  of  the  diagnosis. 

We  are,  therefore,  still  pretty  much  in  the  dark  with  regard 
to  the  essential  nature  of  this  form  of  disease,  although  we 
know  that  it  has  close  relations  with  neurasthenia,  and  that  we 
have  to  do  certainly  with  irritable  weakness  localised  in  defi- 
nite parts  of  the  nervous  system,  the  result  of  over-exertion.  It 
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is  probably  to  be  located  chiefly  in  the  central  nervous  system, 
but  we  do  not  know  whether  in  the  spinal  cord,  the  crura,  or 
the  cortex  of  the  cerebrum,  and  an  implication  of  the  peripheral 
apparatus,  the  nerves  and  muscles,  is  by  no  means  to  be  ex- 
cluded. It  is  most  Kkely  that  we  have  to  do  with  various  local- 
isations and  various  lesions  in  the  individual  cases. 

This  uncertainty  naturally  reacts  on  the  electrotherapeutic 
methods ;  but  we  may  certainly  assume  that  various  applica- 
tions will  be  efficacious,  and  we  have  only  to  find  the  proper 
one  in  the  individual  case.  If  any  peripheral  disturbances  are 
present  (paresis,  atrophy  of  individual  muscles,  neuritis,  antes- 
thesia,  &c.)  they  must  first  be  treated  ;  if  well-marked  neuras- 
thenia, you  must  devote  yourself  first  to  its  cure. 

For  the  rest,  you  must  limit  yourself  to  the  direct  treat- 
ment, and  for  that  purpose  endeavour  to  influence  the  whole 
motor  apparatus,  from  the  cerebral  cortex  down  to  the  muscles, 
if  not  all  at  once,  at  least  successively  and  methodically.  In  the 
first  place,  you  must  undertake  the  galvanic  treatment  of  the 
head,  transversely,  longitudinally,  and  obliquely,  with  the 
methods  and  the  strength  of  current  which  you  know ;  then  the 
treatment  of  the  cervical  sympathetic  and  especially  of  the 
cervical  cord,  after  different  methods,  according  to  the  nature 
of  the  case  (either  ascending  stabile,  K  acting  principally 
on  the  cervical  cord,  or  stabile  anodic  treatment,  as  has  been 
recommended  for  other  forms  of  spasm ;  vide  p.  558).    To  this 
may,  finally,  be  added  peripheral  galvanisation  of  the  nerves 
and  muscles,  either  labile,  in  the  tremor-like  and  paralytic  forms, 
or  principally  with  stabile  currents,  in  the  spastic  form.  Com- 
paratively weak  currents  are  always  to  be  chosen,  and  all  over- 
stimulation of  the  motor  apparatus  is  to  be  avoided. 

Moritz  Meyer  has  got  very  good  results  by  treating  tender 
spots  on  the  spinal  cord,  the  brachial  plexus,  &c.  It  is  only  to 
be  regretted  that  such  tender  spots  occur  so  rarely,  but  you 
must  seek  diligently  for  them  in  any  case,  so  as  not  to  miss 
this  chance  of  successful  treatment.  The  wearing  of  simple 
galvanic  elements  on  the  arm  and  neck  in  various  positions  has 
also  proved  itself,  in  my  experience,  of  at  least  palliative  utility 
m  certain  cases. 

A  number  of  cases  may  show  thomselves  amenable  (  o  fnridfo 
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treatment,  especially  where  there  is  peripheral  disease  of  the 
nerves  and  muscles.  Localised  faradisation  may  generally  be 
carried  out  with  moderately  strong  currents,  and  in  special 
cases  combined  with  farado-cutaneous  brushing.  Neftel  has 
obtained  good  results  in  some  cases  by  means  of  energetic  and 
prolonged  electrical  gymnastics  of  the  muscles  of  the  forearm 
with  <  swelling  '  faradic  currents  of  great  intensity. 

For  the  various  forms  of  these  professional  neuroses 
(writer's,  sewer's,  piano  or  violin  player  s  palsy,  &c.)  the  appli- 
cations must,  of  course,  be  modified  in  a  suitable  manner. 

The  results  are  generally  scanty.  Improvement  in  the 
writing,  &c.,  may  certainly  appear  for  a  varying  length  of  time 
during  and  after  the  galvanisation,  but  it  does  not  continue, 
and  progressive  improvement  and  final  cure  occur  only  in  the 
smallest  number  of  cases ;  and  even  in  these,  very  long-con- 
tinued and  consecutive  treatment  is  always  necessary  ;  and  this 
must  be  supported  by  the  patient's  strict  adherence  to  other 
measures  of  treatment,  and  especially  by  absolute  abstinence 
from  the  hurtful  employment. 

6.  Chorea  Magna  is  a  very  peculiar  neurosis,  which  shows 
a  certain  relationship  to  hysteria  and  the  psychoses,  but  which 
can  still  undoubtedly  claim  its  own  individuality,  and  which 
presents  a  very  characteristic  picture  of  disease.  It  is,  on  the 
whole,  a  very  rare  affection,  and  it  becomes  more  rarely  still 
the  object  of  electrical  treatment.  It  consists  in  attacks  of 
disturbed  consciousness  combined  with  ecstasy  and  with 
powerful  co-ordinated  movements  and  spasms  (crying,  dancing, 
singinff,  jumping,  rolHng,&c.),  which  may  exhibit  very  eccen- 
tric forms  and  an  astonishing  duration  and  obstinacy. 

The  nature  of  this  neurosis,  which  occm-s  principally  at 
the  period  of  puberty  and  under  the  influence  of  neuropathic 
disturbances,  is  still  completely  obscure,  but  it  must  be  depend- 
ent on  a  functional  disturbance  of  the  brain. 

The  only  part  which  can  fall  to  electrotherapeutics  here  is 
to  act  as  a  tonic  on  the  nervous  system,  by  means  of  general 
faradisation  or  galvanisation,  electric  baths,  and  other  srnn  ar 
forms  of  application,  and  so  to  prevent  a  return  of  the  attacks. 
The  experiment  might  be  made  also  to  act  in  a  soothmg  manner 
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on  the  excitable  nervous  system  by  cautious  galvanic  treatment 
of  the  head,  or  by  central  galvanisation,  and  so  to  heal  the 
disease  by  direct  influence  in  specially  obstinate  and  chronic 
cases. 

I  do  not  know  whether  the  attack  itself  could  be  cut  short 
by  suitable  methods  of  galvanisation,  as  it  can  in  the  severe 
hysteroepileptic  attacks  j  this  point  has  not  yet  been  investigated. 


LECTUEE  XXXII. 

7,  Chorea  Minor— Its  Seat  and  Nature— Electrical  Treatment— 8,  Tetanus- 
Experiences— Methods  of  Treatment— 9,  Tetany— Its  Characteristics- 
Electrical  Excitability— Nature  and  Seat  of  the  Disease— Electrical  Treat- 
ment—10,  Catalepsy— 11,  Tremor— 12,  Paralysis  Agitans— 13,  Athetosis— 
14,  Morbus  Basedowii— Characteristics  and  Seat  of  the  Disease— Methods 
of  Electrical  Treatment— 15,  Vertigo— 16,  Diabetes  Mellitus  and  Insi- 
pidus. 

V.  Chorea  Minor.— This  extremely  frequent  neurosis  has 
often  been  the  subject  of  electrotherapeutical  experiments,  and 
occasionally  with  unquestionable  advantage. 

^  Chorea  minor  also  is  in  many  respects  a  vague  and  uncer- 
tain disease.    Discussions  with  regard  to  its  seat  and  its  nature 
are  still  going  on,  and  the  views  of  investigators  show  many 
contradictions.    It  is  probably  a  neurosis  localised  in  the  brain, 
but  that  is  not  yet  quite  certain,  and  an  implication  of  the 
spmal  cord  cannot  be  entirely  excluded.    It  is  probably  in 
many  cases  only  a  functional  nutritive  disturbance,  but  now 
and  then  grosser  anatomical  changes  are  to  be  found.    We  do 
not  even  know  whether  a  special  kind  of  irritation  or  a  special 
seat  of  the  irritative  lesion  is  the  more  important  factor 
in  the  production  of  the  neurosis  and  of  the  several  types 
of  the  abnormal  muscular  contractions ;  but  it  is  probable  that 
a  special  seat  of  lesion  is  the  more  important.    We  must  con- 
sider chiefly  the  grey  substance  of  the  central  ganglia  and  the 
motor  part  of  the  cortex,  with  reference  to  this  localisation. 

The  play  of  symptoms  in  chorea  minor,  from  its  slightest 
indication  in  individual  muscular  twitchings  up  to  the  most 
universal  and  severe  forms  of  spasm,  is  so  characteristic  that 
It  can  very  seldom  be  mistaken.    Electrical  examination  gives 
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no  satisfactory  results.  It  has  repeatedly  been  said  that  in 
chorea  an  increase  of  the  faradic  and  galvanic  irritability  of  the 
motor  nerves  is  present  (Benedikt,  M.  Eosenthal,  Gowers),  and 
that  this  is  specially  easy  to  show  in  recent  cases  of  hemichorea ; 
but  I  have  not  been  able  to  persuade  myself  of  this,  in  spite  of 
very  careful  examination,  so  that  it  cannot  be  a  constaut 
occurrence.  The  tender  spots  also  which  Rosenbach  discovered 
in  one  case,  by  means  of  the  galvanic  current,  along  the  spinal 
column  and  on  various  peripheral  nerves,  are  to  be  found  only 
in  the  rarest  cases. 

Various  methods  have  been  recommended  and  employed  for 
the  electrical  treatment  of  chorea  minor.  Some  galvanise  the 
brain  principally,  and  I  also  consider  this  plan  to  be  the  most 
correct  in  the  present  state  of  our  knowledge.  I  let  the  head 
be  treated  in  such  a  way  that  the  above-mentioned  motor 
section  of  the  brain  may  come  to  lie  directly  between  the 
electrodes,  i.e.  obliquely  from  the  region  of  the  central 
convolutions  (vide  fig.  29,  anode,  large  head  electrode)  to 
the  opposite  side  of  the  nape  (kathode,  large  electrode)  on 
both  sides  for  to  1  minute,  with  a  weak  current  (4  to  8  cells 
Stohrer,  10°  to  15°  N  defl,,  1  to  4  ma.);  or  also,  as  0.  Berger 
recommended,  with  divided  anode  on  both  vertical  regions,  the 
kathode  being  in  the  hand  or  on  the  back,  for  5  or  10  minutes. 
The  galvanisation  of  the  sympathetic  and  of  the  cervical  cord 
may  be  carried  out  as  well,  in  order  to  act  indirectly  by  the 
katalytic  influence. 

Others  have  recommended  principally  the  treatment  of  the 
spinal  cord,  with  weak,  ascending  currents,  which  are  to  be 
applied  to  the  spine  partly  stabile,  partly  labile;  and  it  is 
specially  noted  that  weak  currents  and  short  sittings  are  to  be 
preferred  in  such  cases.  You  may  occasionally  try  this  plan 
also.  Moritz  Meyer,  on  the  other  hand,  treated  his  cases  with 
24  to  30  times  repeated  closm^es  of  a  strong  current,  and 
Leube  has  also  employed  a  very  strong  current  with  effect. 

If  tender  spots  are  found,  it  is  generally  very  useful  to 
treat  them  in  the  usual  manner,  with  the  anode  stabile  (Moritz 
Meyer,  Rosenbach). 

The  faradic  current  has  also  been  tried  a  great  deal,  espe- 
cially in  earlier  times,  but  it  has  shown  no  very  great  results; 
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I  would  be  most  inclined  to  advise  a  trial  of  general  faradisa- 
tion, especially  in  cases  of  relapsing  chorea  in  children  of  a 
nervous  constitution. 

The  results  of  these  methods  of  treatment  are  very  difficult 
to  estimate  in.  a  disease  of  such  diverse  intensity  and  course  as 
chorea  minor.  It  has  been  very  much  praised  by  some  authors, 
and  by  others  it  has  been  recommended.  My  own  experience 
cannot  show  very  brilliant  results.  I  have  failed  especially  in 
long-standing  cases  in  adults  ;  but,  on  the  other  hand,  it  appears 
to  me  that  recent  chorea  in  children  may  certainly  be  favourably 
influenced,  and  in  many  cases  cut  considerably  shorter,  by  elec- 
trical treatment.  Still  I  cannot  give  any  definite  details  on 
the  subject. 

8.  Tetanus  has  as  yet  been  only  seldom  made  the  object 
of  electrical  treatment.  It  seems,  indeed,  a  risk  to  undertake 
to  proceed  against  such  a  frightful  spasmodic  disease,  with 
such  severe  symptoms  and  such  a  dangerous  course,  and  in  which 
cutaneous  irritation  is  apt  to  be  followed  by  a  fresh  out- 
break of  spasm,  by  means  of  electricity,  the  nerve  stimulant 
par  excellence.  Still  we  might  venture,  on  the  ground  of  our 
knowledge  of  the  soothing  action  of  the  galvanic  current  and 
of  its  inhibitory  reflex  effects  on  the  spinal  cord  (Eanke),  to 
make  a  trial  of  its  resources  even  in  this  serious  disease. 
Some  remarkably  good  results  have,  indeed,  been  reported 
from^  these  trials  (Mendel),  but  in  judging  of  them  the  greatest 
caution  is  necessary,  because  so  many  cases  of  tetanus  tend  of 
themselves  to  a  cure. 

The  seat  and  nature  of  tetanus  are,  in  spite  of  repeated 
and  searching  investigations,  not  yet  perfectly  clear ;  and  the 
constantly  renewed  attempts  to  refer  tetanus  back  to  grosser 
anatomical  inflammatory  processes  in  the  spinal  cord  have  not 
led  to  generally  accepted  results.i  In  spite  of  this,  however,  a 
spinal  seat  for  the  affection— including,  of  course,  certain  parts 
of  the  medulla  (trismus)— is  by  far  the  most  likely,  although 
grosser  changes  cannot  be  found  ;  and  therapeuticlxl  attempts 
are  to  be  directed  to  these  parts  in  the  first  place. 

'  Vide  Fr.  Schulfcze,  '  Ueber  die  anat.  Grnndlagen  des  Tetanus '  Mon^^i- 
Murol.  CcniralM.,  1882,  No.  6.  "es  letanus,  Mendel  s 
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Isolated  experiments  with  electricity  have  already  been 
made,  by  Italian  authors,  in  tetanus.  They  passed  galvanic 
currents  from  the  vertex  to  the  buttocks  or  to  the  feet  for  hours 
together,  and  seem  to  have  seen  a  certain  amount  of  good 
result  from  it  (as  also  in  hydrophobia).  Mendel,  however,  was 
the  first  to  treat  two  undoubted  cases  of  tetanus  galvanically 
in  a  systematic  manner,  and  to  obtain  a  cure  from  this  treat- 
ment. He  applied  the  anode  to  the  muscles  or  to  the  skin  of 
the  extremities,  the  kathode  being  on  the  spine  over  the  cervi- 
cal and  lumbar  swellings  (sometimes  with  a  reversal  of  the 
current),  and  employed  weak  stabile  currents  for  a  few  minutes, 
and  found  that  the  tetanic  rigidity  disappeared  with  tolerable 
rapidity,  the  improvement  continuing  after  the  sitting  and 
progressing  gradually  to  cure.  It  cannot  be  decided  how  cure 
took  place  in  these  cases,  whether  by  the  action  of  the  current 
on  the  spinal  cord,  or  on  the  muscles,  or  on  the  peripheral 
sensory  nerves ;  but  it  would  almost  appear  as  if  the  last-men- 
tioned factor  had  a  considerable  share  in  the  result.  In 
the  works  of  Legros  and  Onimus  there  is  a  very  detailed 
account  of  a  case  of  tetanus  which  was  treated  with  very  large 
doses  of  chloral  and  at  the  same  time  with  the  galvanic 
current,  and  was  cured ;  from  which  it  would  appear  that  the 
employment  of  descending,  stabile,  galvanic  currents  on  the 
spine  is  of  good  influence  on  the  spasm  itself,  relaxing  the 
muscles  and  bringing  relief  to  the  patients.  The  sittings 
lasted  for  1  or  2  hours,  and  were  employed  from  1  to  3 
times  a  da,y.  The  current  ought  not  to  be  too  strong,  and  the 
electrodes  selected  must  be  large.  This  observation,  however, 
leaves  doubtful  the  real  nature  of  the  curative  action. 

From  these  few  facts,  definite  conclusions  as  to  the  thera- 
peutic ^'alue  of  electricity  in  tetanus  generally,  and  as  to  the 
methods  to  be  employed  in  particular,  can  hardly  yet  be  drawn, 
and  our  ignorance  of  the  essential  nature  of  the  disease  scarcely 
allows  us  to  try  an  a  priori  rational  method.  If  a  case  were 
to  come  before  me,  I  should  employ,  in  the  first  place,  a  direct 
action  of  the  galvanic  current  on  the  spinal  cord,  first  with  the 
anode,  with  a  weak  descending  current,  stabile,  for  a  long  time. 
Mendel's  results,  however,  indicate  a  simultaneous  action  on 
the  peripheral  parts,  especially  on  the  peripheral  sensory  and 
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mixed  nerve  trunks,  so  that  the  anode  should  also  be  applied 
to  them.  At  the  same  time  it  will  be  necessary  to  observe 
carefully  whether  the  simultaneous  application  of  the  kathode 
on  the  corresponding  section  of  the  spinal  cord  or  on  an  indif- 
ferent spot  merits  the  preference.  There  is,  in  any  case,  ample 
room  for  further  experiments  on  this  subject. 

9.  Tetany. — A  much  more  successful  field  for  electro- 
therapeutical  activity  is  furnished  by  the  peculiar  and  not 
very  rare  form  of  spasm  which  is  called  tetany,  and  which  has 
already  been  repeatedly  mentioned  by  me,  on  account  of  its 
great  electrodiagnostic  interest. 

By  tetany  we  understand  a  spasmodic  disease,  which  shows 
itself  in  painful  tonic  spasms  of  sjDecial  groups  of  muscles, 
occurring  in  a  periodic  and  paroxysmal  manner,  affecting 
principally  the  upper  extremities,  more  rarely  the  lower,  and 
sometimes  also  other  muscular  regions  of  the  trunk  and  head. 

More  accurate  observations  have  proved  that  in  this  disease 
an  excessive  increase  of  the  irritability  of  the  motor  nerve 
apparatus  concerned  may  be  demonstrated  in  various  ways.  It 
betrays  itself  by  the  onset  of  characteristic  spasms  on  the  com- 
pression of  the  great  nervous  or  arterial  trunks  of  the  extremi- 
ties (Trousseau's  symptom)  ;  also  by  the  great  increase  of  the 
mechanical  irritability  of  the  nerves  and  muscles,  first  dis- 
covered by  Chvostek,  confirmed  by  N.  Weiss,  Fr.  Schultze,  and 
others  ;  and,  finally,  by  considerable  increase  of  the  electrical 
irritability  of  the  motor  apparatus,  first  accurately  determined 
by  me,  and  since  established  as  an  almost  constant  phenomenon 
in  tetany  by  many  observers  (Chvostek,  Fr.  Schultze,  Eisenlohr, 
N.  Weiss,  and  others).  A  careful  electrical  examination,  there- 
fore, is  an  indispensable  aid  to  a  correct  diagnosis  in  this 
disease. 

You  will  find,  as  I  have  already  mentioned  and  illustrated 
by  examples  (Lecture  IX.,  p.  163  et  seq.),  great  and  simple 
.  increase  of  the  electrical  irritability  in  nearly  all  the  nerve 
regions  of  the  body,  most  intense  in  those  directly  affected  with 
the  spasm.  In  the  faradic  examination  the  nerves  respond  to 
a  remarkably  small  strength  of  current.  In  the  galvanic, 
KCC  appears  extremely  early,  as  does  AOC;  KCTe  comes 


616 


ELECTR  0  TIIERA  PE  UTICS. 


on  very  soon,  as  well  as  ACTe ;  and— what  is  specially  important 
and  characteristic — AOTe  is  very  easily  induced.  Chvostek 
has  even  observed  KOTe  in  two  cases.  This  increase  of  irrita- 
bility shows  itself  iirst  in  the  nerves  of  the  trunk,  but  not 
always  markedly  in  the  facial  region,  although  this  has  been 
recently  observed  by  Chvostek  and  N.  Weiss  ;  and  it  occurs 
not  only  during  the  actual  disease  and  during  the  attacks,  but 
also  in  the  free  intervals  and  even  in  the  longer  periods 
of  apparently  complete  health,  so  that  it  may  serve,  like 
Trousseau's  symptom,  to  show  the  affection  while  it  is  still 
'  latent.' 

Authorities  are  not  yet  agreed  as  to  the  nature  and  seat  of 
the  lesion.  Pathological  anatomical  examination  has  not  yet 
given  indubitable  results ;  but  the  minute  critical  investigation 
of  the  symptoms  makes  it  probable  that  we  have  to  do  with  a 
condition  of  enormously  increased  irritability  of  a  great  part  of 
the  motor  apparatus,  depending  essentially  upon  finer  nutritive, 
molecular  disturbances,  whose  special  seat  and  point  of  origin 
are  most  likely  in  the  anterior  grey  substance  of  the  cord  (with 
or  without  implication  of  the  grey  motor  ganglia  in  the  medulla). 
Everything  else,  however,  as  to  the  finer  processes  in  this 
increase  of  irritability,  as  to  the  physical  cause  itself  (whether 
it  is  of  a  circulatory,  inflammatory,  or  toxic  nature),  is  nothing 
but  conjecture. 

In  the  meantime  we  must  make  the  view  which  has  just 
been  mentioned  a  basis  for  our  methods  of  treatment,  and 
it  is  easy  to  deduce  therefrom  that  for  the  electric  treatment 
of  tetany  the  galvanic  current  with  its  modifying  actions  is 
principally  to  be  applied. 

The  most  rational  method  is  the  stabile  action  of  the 
anode  with  gradual  cessation,  applied  to  the  parts  which  are  the 
seat  of  the  disease,  more  particularly  to  the  cervical  cord,  the 
whole  spinal  cord,  and  the  individual  nerve  trunks,  the  kathode 
being  on  the  sternum.  All  the  parts  are  to  be  thus  treated 
in  their  whole  extent,  and  the  peripheral  nerves  may  best  be 
influenced  by  applying  the  anode  in  the  neighbourhood  of  the 
muscles  and  drawing  it  slowly  upwards  to  the  plexus. 

It  must  not  be  forgotten  that  other  applications  (K  stabile, 
with  rapid  KO,  &c.)  may  prove  useful,  if  we  desire  to  atUiin  a 
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katalytic  action  ;  you  must  not,  therefore,  give  up  the  treatment 
if  the  first  method  fails. 

You  may  further  proceed  to  test  the  value  of  the  faradic 
current — faradisation  of  the  spine  with  large  electrodes  and 
medium  currents,  and  also  of  the  nerve  trunks.  I  would  not 
advise  stronger  faradic  excitation  or  the  employment  of  the 
faradic  brush. 

It  is  self-evident  that  the  anodic  treatment  may  be  tried 
during  the  attack  itself.  I  believe  I  have  repeatedly  seen 
immediate  relief  and  arrest  of  the  attacks  from  this  remedy, 
and  Eisenlohr  also  has  repeatedly  demonstrated  a  similar  effect 
by  the  soothing  action  of  the  anode.  Of  course  it  must  also 
be  continued  in  the  intervals,  and  for  some  time  after  the 
cessation  of  the  attacks — for  as  long,  indeed,  as  Trousseau's  phe- 
nomenon or  any  considerable  increase  of  electrical  excitability 
can  be  detected. 

We  have  no  very  extensive  experience  of  the  curative  results 
of  the  electrical  treatment  of  tetany.  The  cases  which  have 
been  published,  however,  are  almost  entirely  favourable,  those 
related  by  Eisenlohr  specially  brilliant;  and  my  own  recent 
experiences  decidedly  speak  in  favour  of  it. 

10.  Catalepsy. — This  very  remarkable  disease,  as  to  whose 
nature  and  origin  we  are  still  so  much  in  the  dark,  gives  few 
indications  for  the  employment  of  electricity.  Owing  to  the 
great  rarity  of  the  affection,  and  to  the  manifold  combinations 
m  which  it  occurs,  extensive  and  careful  therapeutical  investi- 
gation is  almost  impossible. 

Electricity  has  sometimes  been  used  in  catalepsy  as  an  ener- 
getic stimulant,  with  the  view  of  relieving  the  disease  and 
snatching  the  patients  out  of  their  rigidity  and  want  of  con- 
sciousness by  powerful  excitations.  This  may  certainly  have 
some  effect,  and  for  this  purpose  the  faradic  brush,  applied  in  an 
efficient  manner,  is  to  be  recommended.  Strong  faradisation 
of  the  nerve  trunks  and  of  the  muscles  may  also  be  of  service. 

As  a  special  remedy  for  catalepsy,  electrisation  of  the  nerve 
centres  is  to  be  employed  in  preference  to  other  measures; 
and  yet  I  have  tried  first  central  galvanisation,  according  to' 
Beard,  then  galvanisation  of  the  head  and  of  the  cervical  svm- 
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pathetic,  as  well  as  strong  galvanisation  and  faradisation  of  the 
spine,  but  generally  without  marked  result.  I  consider  the  trial 
of  general  methods  of  application,  general  faradisation  and  the 
electric  bath,  to  be  also  very  advisable.  As  far  as  experience 
goes,  however,  we  must  not  expect  much  in  this  obstinate  and 
severe  affection. 

The  most  favourable  form,  hysterical  catalepsy,  belongs  to 
the  domain  of  hysteria,  and  must  be  treated  according  to  the 
rules  laid  down  for  the  latter  disease. 

11.  Tremor. — The  symptom  of  trembling  may  occur  under 
various  aspects  and  from  different  causes  ;  but  here  those  forms 
only  are  meant  which  occur  with  a  certain  individuality — e.g. 
senile  tremor,  the  various  kinds  of  toxic  tremor  (from  alcohol, 
mercury,  and  lead),  neurasthenic  tremor,  occurring  so  often  in 
nervous  individuals,  tremor  after  acute  diseases,  and  idiopathic 
tremor  of  isolated  extremities,  &c. 

You  will  not  expect  me  to  detail  the  special  characteristics 
of  these  individual  forms  of  tremor,  most  of  which  give  the  im- 
pression of  irritable  weakness,  and  consist  in  an  insufficient, 
vacillating  performance  of  individual  movements,  and  not  in 
a  true  spasm.  Electrical  examination  gives  no  valuable  results 
in  such  cases. 

There  is  not  much  to  expect  from  electrical  treatment,  as 
success  depends  really  upon  the  fundamental  affection  which 
causes  the  symptom.  The  methods  to  be  prefeiTed  are  to  be 
selected  according  to  the  general  symptoms  and  the  causes 
which  can  be  made  out.  A  moderately  stimulating  and  at 
the  same  time  tonic  and  strengthening  method  of  treatment 
must  be  chosen. 

Where  the  tremor  is  more  local  you  must  begin  with  mode- 
rate galvanisation  or  faradisation  of  the  parts  concerned  and 
of  the  section  of  the  central  nervous  system  belonging  to  them, 
and  repeat  it  regularly  until  a  cure  is  effected.  As  we  have 
generally  to  do  with  the  upper  extremity,  the  treatment  of 
the  cervical  cord  (if  necessary  also  of  the  brain)  and  direct 
electrisation  of  the  nerve  trunks  and  muscles  of  the  upper  ex- 
tremity, with  moderately  strong  currents,  is  indicated.  Thus 
we  can  sometimes  obtain  very  good  results  (cf.  Obs.  125). 
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If  the  tremor  is  more  general,  on  the  other  hand,  especially 
in  the  forms  which  depend  upon  toxic  influences,  you  must 
trust  more  to  general  methods  of  treatment,  and  employ  either 
central  galvanisation  or  general  faradisation.  The  electric  bath 
is  very  specially  lauded  by  French  authors  for  toxic  tremor, 
especially  that  of  alcohol  and  mercury.  Paul  lets  such  patients 
have  a  faradic  bath,  lasting  for  half  an  hour,  every  other  day. 
During  the  bath  the  patients  feel  decidedly  relieved,  but  after 
it  rather  worse,  a  definite  improvement  only  taking  place  on 
the  following  day.  But  it  must  be  admitted  that  the  results 
are  often  extremely  unsatisfactory,  and  I  have  treated  many 
cases  of  tremor  after  typhus,  &c.,  with  all  possible  remedies  in 
vain.  Beneficial  results  cannot,  at  all  events,  be  predicted 
with  certainty. 

12.  Paralysis  Agitans. — This  is,  no  doubt,  the  severest 
and  most  obstinate  form  of  tremor — trembling  paralysis — an 
entirely  independent  neurosis  with  an  extremely  characteristic, 
typical  symptomatology.  It  is  a  disease  of  advanced  life,  the 
seat  and  real  nature  of  which  are  still  comparatively  unknown, 
although  it  has  recently  become  more  probable  that  it  depends 
upon  an  affection  of  the  brain. 

I  need  not  enter  here  upon  a  detailed  description  of  the 
very  characteristic  tremor  which  generally  begins  in  one  upper 
extremity — in  the  hand — and  then  passes  over  to  the  lower 
extremity  of  the  same  side,  and  later  to  the  other  side  ;  nor 
describe  the  peculiar  position  of  the  body  and  the  marked  ex- 
pression on  the  face  of  such  patients,  their  disagreeable  sub- 
jective sensations,  their  inchnation  to  fall  either  forwards  or 
backwards,  their  muscular  tension,  &c.  Electrical  examination 
gives  us  no  assistance,  the  excitability  being  generally  per- 
fectly normal. 

The  disease  appears  to  be  incurable.  The  cures  which  are 
reported  by  various  authors  (E.  Eemak,  R.  Reynolds,  Mann) 
have  not  been  proved,  and  they  depend  probably  upon  errors  of 
diagnosis,  upon  confusing  other  forms  of  tremor  with  paralysis 
agitans.  In  recent  years,  in  which  the  disease  has  been  for 
the  first  time  exactly  defined  and  made  accessible  to  a  precise 
diagnosis,  no  case  of  cure,  or  even  of  considerable  improvement. 
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has  been  known,  in  spite  of  numerous  therapeutical  experi- 
ments, especially  with  electricity.  Cheron  alone  gives  a  re- 
markably large  number  of  successes  (treated  transversely 
through  the  mastoid  processes)  ;  but  his  diagnoses  leave  room 
for  well-founded  doubts,  and  no  subsequent  trustworthy  ob- 
server has  seen  anything  similar. 

You  will,  therefore,  hardly  expect  more  than  a  passing 
relief,  or  at  the  most  a  temporary  standstill  of  the  affection, 
even  though  you  may,  for  the  sake  of  their  comfort,  feel  inclined 
to  make  the  poor  patients  hope  for  a  little  more. 

The  most  successful  method  of  treatment  consists  in  the 
galvanic  applications  to  the  head,  obliquely  and  longitudinally, 
with  large  head  electrodes,  as  well  as  the  sympathetic  and 
the  cervical  cord  in  the  way  that  I  have  so  often  described  to 
you.  To  this  may  be  added  descending  stabile  and  moderate 
labile  currents  through  the  peripheral  nerves  and  the  muscles. 

The  faradic  current  appears  to  me  of  no  use.  But  central 
galvanisation,  or  perhaps  general  faradisation,  might  perhaps 
be  tried  in  appropriate  cases. 

The  recent  experiments  with  electric  haths  have,  indeed, 
resulted  in  undoubtedly  beneficial  effects,  of  at  least  a  pallia- 
tive nature.  Among  others  the  unipolar  or  bipolar  faradic 
and,  by  Eulenburg,  the  unipolar  K  bath  has  been  found 
of  service  ;  and,  in  consequence,  the  hitherto  unsatisfactory 
results  of  electrical  treatment  may,  perhaps,  improve  gradually. 
My  own  attempts  with  the  former  methods  have  never  effected 
more  than  a  certain  amount  of  relief  to  the  patient,  with  now 
and  then  a  suspension  of  the  symptom. 

13.  Athetosis. — This  spasmodic  neurosis,  first  described  by 
Hammond,  sometimes  occurs  alone  and  idiopathically,  but 
oftener  as  a  sequela  of  cerebral  hemiplegia  (athetosis  post- 
hemiplegica),  when  it  is  related  to  post-hemiplegic  chorea  and 
analogous  tremors.  It  consists  in  peculiar,  rolling,  twitching 
movements  of  the  hand  and  fingers,  with  a  characteristic 
position  of  the  parts,  which  do  not  so  much  affect  the  arm,  but 
sometimes  extend  to  the  foot  and  leg. 

The  seat  and  nature  of  this  disturbance  of  movement  are 
not  yet  known  with  certainty.    It  is  generally  assumed,  and 
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probably  with  justice,  that  it  owes  its  origin  to  a  disturbance  in 
the  brain  ;  but  this  does  not  appear  to  me  so  very  certain,  and 
post-hemiplegic  athetosis  (and  the  hemichoi-ea  which  is  ana- 
logous to  it)  may  proceed  from  the  spinal  cord,  in  the  same 
way  as  the  late  rigidity  of  hemiplegic  patients  is  occasioned 
by  a  secondary  implication  of  the  cord.  It  is  not  quite  certain, 
either,  whether  a  particular  seat  or  only  a  particular  kind  of 
irritation  causes  this  strange  anomaly  of  movement.  Elec- 
trical examination  throws  no  further  light  on  the  subject. 

Electrical  treatment  must  address  itself,  in  the  post-hemi- 
plegic form,  to  the  fundamental  affection,  and  in  the  idiopathic 
form  to  the  central  nervous  system,  to  the  brain  and  spinal 
cord.  It  must  include,  therefore,  galvanisation  of  the  head, 
the  cervical  cord,  and  the  sympathetic,  according  to  the  usual 
methods ;  and,  in  addition,  application  of  the  anode  on  the 
nape,  and  the  kathode  on  the  principal  nerve  trunks  of  the 
extremities.  Grnauck  saw  very  good  results  (cure)  from  descend- 
ing stabile  currents  to  the  cervical  cord  and  the  muscles ;  and 
E.  Remak  recommends  here  also  anodic  treatment  of  the  nape 
of  the  neck.  I  have  myself  treated  several  cases  without  result, 
although  once,  in  the  case  of  a  girl  of  20,  with  double-sided 
athetosis,  remaining  after  an  inflammation  of  the  brain,  I 
attained,  after  long-continued  regular  treatment,  decided  im- 
provement and  greater  use  of  the  hands. 


14.  Basedow's,  or  Graves',  Disease.  Exophthalmic  Goitre. 
—A  great  deal  has  been  done,  argued,  and  written  about  this 
tolerably  frequent  neurosis,  and  yet  it  cannot  be  said  that  a  very 
satisfactory  definition  or  exi^lanation  of  it  has  been  found. 

It  is  characterised  in  a  very  striking  manner  by  the  well- 
known  triad  of  symptoms,  exophthalmos,  pulsating  goitre,  and 
palpitation  of  the  heart,  one  or  another  of  which  may  occasion- 
ally be  wanting ;  and  this  triad  is  nearly  always  combined 
with  numerous  other  nervous  symptoms,  with  marked  nervous 
weakness,  and  irritability.  All  the  more  recent  investigations 
indicate,  with  increasing  certainty,  that  the  seat  of  the  disease 
IS  most  hkely  to  be  found  in  the  upper  cervical  cord  and  in  the 
medulla.  We  do  not  possess  as  yet  any  plausible  theory  as  to 
the  real  nature  of  the  affection.  Probably  it  is  only  a  functional 
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neurosis,  or  it  may  Consist  of  disturbances  which  generally  have 
a  tendency  to  pass  off  and  to  be  cured,  although  they  may 
sometimes  leave  permanent  sequelse  behind  them. 

Since  E.  Eemak's  recommendation  and  v.  Dusch's  first 
attempts  to  cure  Basedow's  disease  by  means  of  the  galvanic 
current,  very  many  trials  have  been  made  in  this  direction,  the 
most  successful  of  which  have  been  those  of  Chvostek,  who  has 
published  several  works  on  the  subject. 

The  method  of  treatment,  according  to  our  present  views, 
must  be  turned  first  of  all  to  the  cervical  cord  and  the  medulla, 
but  the  treatment  of  the  sympathetic,  and  of  the  vagus  in 
the  neck,  must  also  be  undertaken  to  combat  the  principal 
symptoms. 

The  galvanic  current  must  be  used  almost  exclusively.  The 
first  thing  is  the  treatment  of  the  cervical  cord  with  ascending 
stabile  and  labile  cmrents,  the  anode  being  between  the 
shoulder-blades  or  lower,  and  the  kathode  on  the  nape  and  along 
the  whole  spine.  Only  very  weak  currents  are  to  be  recom- 
mended (6  to  8  cells  Stohrer,  15°  to  20°N  defl.,  with  150 
GrE  or  1  to  5  ma.)  for  from  1  to  2  minutes.  I  have  also 
frequently  passed  the  current  transversely  and  obliquely  through 
the  head  at  the  same  time,  in  order  to  influence  the  medulla 
directly;  also  with  very  weak  currents  and  short  dm-ation. 
And,  finally,  the  regular  galvanisation  of  the  sympathetic  and 
of  the  vagus  in  the  neck  may  be  undertaken,  in  the  usual 
manner,  A  being  on  the  cervical  vertebrce  and  K  on  the  nerves 
mentioned,  from  the  lower  jaw  down  to  the  clavicle.  This  was 
almost  exclusively  practised  by  some  observers  when  the 
affection  was  thought  to  be  principally  situated  in  the  sympa- 
thetic, and  it  has  frequently  given  good  results  (Moritz  Meyer). 
This  application  is  said  to  be  principally  efficacious  against  the 
violent,  tumultuous,  and  abnormally  frequent  action  of  the 
heart.  Future  observations  will  show  whether  the  treatment  of 
the  heart  itself  with  strong  galvanic  currents,  suggested  by  v. 
Ziemssen,  in  order  to  produce  a  retardation  of  the  heart  beats, 
is  practicable,  and  whether  it  is  advisable  in  these  very  irritable 
and  sensitive  patients  ;  I  would  suggest  great  caution  in  the 
trials. 

A  direct  galvanic  treatment  of  the  goitre  has  also  been  tried, 
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in  some  cases  with  success ;  either  transverse  passage  of  the 
current  through  it,  or  a  short  and  not  too  weak  action  of  the 
kathode,  is  to  be  recommended. 

For  the  exophthalmos  I  have  often  tried  passing  a  weak 
galvanic  current  transversely  through  the  orbits,  from  one 
temple  to  the  other,  and  at  the  same  time  longitudinally  from 
the  nape  to  the  closed  eyelids.  I  cannot  venture  to  say  whether 
it  was  of  any  real  use.  Others  treat  it  by  placing  one  pole  on 
the  superior  ganglion  and  the  other  on  the  closed  eye. 

I  employ  the  usual  methods  of  treatment  for  the  paresis  of 
the  ocular  muscles  which  is  nearly  always  present  in  the  more 
severe  cases. 

The  indubitably  close  relation  of  Basedow's  disease  to 
neurasthenia,  and  the  customary  presence  of  all  kinds  of  neuras- 
thenic symptoms,  point  to  an  application  of  the  methods  of 
treatment  employed  in  neurasthenia  ;  and  therefore  it  does  not 
seem  out  of  place  to  try  general  faradisation  (Rockwell),  and 
perhaps  also  electric  baths. 

It  is  self-evident  that,  besides  the  electrical  treatment, 
various  other  possible  forms  of  treatment— medicinal,  dietetic, 
and  balneological — ought  not  to  be  neglected. 

The  results  of  galvanic  treatment  in  Basedow's  disease  are, 
on  the  whole,  satisfactory.  There  is  often  an  immediate  and 
decided  result  in  the  diminution  of  the  frequency  of  the  pulse, 
or  this  may  come  on  gradually  in  the  course  of  the  treatment 
(v.  Dusch,  pulse  fell  from  130  to  70  and  64 ;  Chvostek,  from 
120  to  92,  from  132  to  110,  from  120  to  80;  A.  Eulenburg, 
from  108  and  130  to  84  and  70,  &c.)  The  whole  course  of 
the  disease  is  often  very  quickly  modified  and  relieved,  and  the 
subjective  troubles— weakness,  &c. — of  the  patient  removed. 
But  generally  a  very  long  course  of  treatment — 30  to  100 
sittings  or  more— is  necessary.  The  exophthalmos  alone  often 
continues  for  a  very  long  time  and  defies  all  treatment ;  but 
the  thyroid  enlargement  is  more  readily  reduced. 

15.  Fer%o.  — There  is  not  much  to  say  about  the  electric 
treatment  of  vertigo ;  but  the  ease  with  which  symptoms  of 
giddiness  can  be  induced  by  means  of  the  galvanic  current 
seems  to  invite  the  trial  of  this  remedy  for  the  same  symptom 
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under  pathological  conditions.  So  far  as  I  know,  however,  this 
has  not  been  done  in  an  efficient  manner. 

Giddiness  is,  in  the  great  majority  of  cases,  only  a  symptom 
of  various  diseases  of  the  central  nervous  system,  as  well  as  of 
the  vasomotor  nerves  and  perhaps  also  of  other  organs  (reflex 
vertigo,  gastric  vertigo,  ocular  vertigo,  vertigo  in  disease  of  the 
labyrinth,  in  Meniere's  disease,  &c.)  In  all  these  cases  the 
treatment  of  the  fundamental  disease  is  of  chief  importance, 
and  in  so  far  as  it  requires  and  admits  of  the  employment  of 
electricity,  vertigo  may  also  be  cured  by  similar  measures.  It 
is  only  rarely  that  vertigo  will  be  treated  independently,  from  a 
symptomatic  standpoint. 

Vertigo,  however,  may  occur  to  a  certain  extent  independ- 
ently, as  the  most  important  and,  to  the  patient,  the  most 
prominent  symptom.  The  cases  are  not  rare  in  practice  where 
complaints  are  made  of  giddiness,  and  yet  where  we  can  find 
nothing  special  even  on  the  most  minute  investigation,  and 
where  we  remain  in  the  dark  as  to  its  real  cause  and  pathogene- 
sis. In  such  a  case  you  may  try,  among  other  things,  the 
electrical  treatment  of  vertigo.  The  obscurity  of  the  patho- 
genesis makes  an  accurate  definition  of  the  methods  difficult ; 
but,  as  the  intracranial  organs  are  doubtless  the  primary  source 
of  the  vertigo,  the  galvanic  and  faradic  treatment  of  the  brain 
is  to  be  tried  first,  with  galvanisation  of  the  sympathetic  ;  and 
if  signs  of  circulatory  disturbances  in  the  cranium  are  present, 
reflex  action  upon  the  cerebral  circulation  (after  Rumpf),  by 
means  of  farado-cutaneous  brushing,  may  be  useful.  If  vertigo 
exists  along  with  a  decided  tendency  to  fall  towards  one  side, 
which  is  not  often  the  case,  the  physiological  results  of  the  pro- 
duction of  vertigo  may  be  tried  (vide  Lecture  VII.,  p.  117) — 
i.e.  the  application  of  K  on  the  side  towards  which  the  patient 
tends  to  fall,  A  being  on  the  other  side  of  the  head  or  on  an 
indifferent  spot  on  the  trunk. 

But  our  therapeutical  investigations  must  be  multiplied 
before  we  can  say  anything  positive  on  this  point. 

16.  Diabetes  Mellitus  and  Insipidus.— The  view  which  is 
constantly  gaining  ground  more  aud  more,  that  disturbances  of 
the  nervous  system  are  the  essential  and  ultimate  cause  of  at  least 
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a  part  of  the  cases  of  diabetes,  has,  of  course,  given  rise  now 
and  then  to  electrotherapeutic  experiments  in  these  diseases. 

With  regard  to  diabetes  mellitus,  this  has  only  been  done 
to  a  limited  extent  as  yet,  and,  as  it  appears,  with  little  result. 
All  the  experience  that  I  have  is  as  good  as  negative.  Neftel, 
on  the  other  hand,  reports  a  very  favourable  result  in  the  case 
of  a  woman  who  suffered  from  advanced  diabetes  mellitus  for 
several  years  (9%  of  sugar  with  a  mixed  diet),  and  in  whom  an 
extraordinary  improvement  resulted  from  galvanisation  of  the 
brain,  according  to  Neftel's  method  (p.  339),  all  subjective 
symptoms  disappearing  and  the  sugar  falling  to  1%.  Gralvanis- 
ation  of  the  sympathetic  was  afterwards  added.    Beard  has 
attained  improvement  in  two  cases  from  '  central  galvanisation,' 
and  Le  Fort'  great  improvement  from  the  permanent  applica- 
tion of  a  weak  current  of  two  cells,  from  the  nape  of  the  neck 
to  the  region  of  the  liver. 

The  methods  of  electrical  treatment  may  be  inferred  from 
the  universal  theoretical  views  as  to  the  origin  of  neurogenic 
diabetes  mellitus— treatment  of  the  cervical  cord  and  the 
medulla,  in  the  usual  way,  and  simultaneous  treatment  of  the 
sympathetic,  with  weak  currents,  for  a  few  minutes  daily. 
Suitable  electrical  treatment  of  the  solar  plexus,  of  the  dorsal 
cord,  and,  perhaps,  also  of  the  liver  might  be  thought  of. 
Systematic  and  rational  experimentation  on  this  subject  is  very 
much  to  be  desired. 

Electricity  has  been  much  more  frequently  employed  for 
diabetes  insipidus,  the  neurotic  origin  of  which  is  much  less 
doubtful  from  the  outset,  although  there  is  still  great  uncer- 
tainty as  to  the  exact  '  how  '  and  the  '  where '  of  the  primary 
lesion.  Some  fortunate  results  also  encourage  us  to  further 
researches.  Seidel  reports  great  success  in  a  case  which  had 
lasted  for  more  than  a  year,  and  had  become  almost  stationary, 
with  small  variations  in  the  daily  amount  of  urine.  Energetic 
galvanisation  of  the  region  of  the  kidneys  caused  rapid  im- 
provement, and  in  the  course  of  a  few  weeks  cure,  with 
increase  of  weight.  Clubbe  cured  an  obstinate  case  by  means 
of  faradisation  of  the  renal  region,  and  Althaus  even  claims  to 
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have  cured  a  long-standing  case  by  a  single  application  to  the 
medulla. 

According  to  my  opinion  the  treatment  ought  to  be 
directed  in  the  first  place  to  the  central  nervous  system,  to 
the  medulla  and  the  cervical  cord,  subsequently  also  to  the 
region  of  the  splanchnics,  the  dorsal  cord,  and  the  thoracic 
sympathetic ;  and  galvanic  treatment  of  these  parts  ought  to  be 
tried  first.  You  will  also  not  neglect  direct  treatment  of  the 
cervical  sympathetic  and  vagus.  Seidel  addressed  his  treatment 
directly  to  the  region  of  the  kidneys,  placing  one  electrode 
(which  ?)  on  this  region,  to  the  side  of  the  spine,  and  the  other 
anteriorly,  at  the  same  level  in  the  hypochondrium,  galvanising 
each  side  for  5  minutes  with  a  strong  current. 

For  some  cases  general  faradisation  or  central  galvanisation 
is  to  be  recommended. 

I  have  myself  made  a  number  of  investigations  in  diabetes 
insipidus,  and  have  treated  it  perseveringly  with  a  variety  of 
methods,  but  I  cannot  express  myself  as  satisfied  with  the 
results,  which  were  generally  negative.  Still  I  am  prepared  to 
make  further  experiments  with  electrisation. 
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LECTUKE  XXXIII. 

IntrocI action — Diseases  of  the  Visual  Apparatus — Blectrodiagnosis — Diseases 
of  tlie  Eyelids  and  Coujunctiva  ;  of  the  Cornea;  of  the  Iris;  of  the 
Lens ;  of  the  Vitreous  Body  ;  of  the  Choroid— Diseases  of  the  Eetina 
and  of  the  Optic  Nerve— Retinitis  Pigmentosa— Papillitis  and  Papillo- 
retinitis—Optic  Neuritis— Cases— Methods  of  Treatment— Atrophy  of  the 
Optic  Nerve,  Tabetic  and  Genuine  —  Cases  —  Treatment  —  Amaurosis 
without  Anatomical  Cause— Hemianopia— Diseases  of  the  Ocular  Muscles 
—Insufficiency  of  the  Internal  Recti— Accommodative  Asthenopia— Mydri- 
asis— Nystagmus. 

It  is  with  much  difficulty  and  very  incompletely  that  modern 
electrotherapeutists  have  been  able  to  bring  diseases  of  the 
organs  of  special  sense  into  their  domain,  although  in  former 
days  many  attempts  to  cure  these  diseases  were  made,  and  some- 
times with  considerable,  success.    The  blame  may  be  laid  partly 
on  the  difficulties  which,  as  you  know,  interfere  with  the 
thorough  physiological  investigation  of  these  organs  by  means 
of  the  electric  current;  partly  on  the  dread  of  acting  upon  such 
delicate  and  finely  organised  structures  with  an  agent  which  is 
as  powerful  as  it  is  in  many  respects  obscure.    But  the  fault  lies 
especially  in  the  fact  that  the  special  treatment  of  the  sensory 
organs  and  the  special  practice  of  electrotherapy  are  now  in 
different  hands.  It  is  true,  however,  that  the  intimate  relations 
which  exist  between  the  diseases  of  the  nervous  "  system  and 
those  of  the  organs  of  special  sense,  and  the  great  importance 
of  the  latter  for  neuropathology,  have  lately  incited  neuropa- 
thologists and  electrotherapeutists  to  a  more  thorough  study  of 
the  sensory  organs,  and  the  full  importance  of  electrotherapy  is 
now  recognised  in  such  diseases  from  this  point  of  view.  From 
that  of  the  specialist,  however,  this  cannot  be  said  to  be  the 
case  to  the  same  extent ;  it  cannot  be  ignored  that  in  the 
opmion  of  oculists,  and  especially  of  aurists,  electricity  is  not 
held  m  the  estimation  which  it  undoubtedly  deserves,  and  that 
its  applicability  in  various  diseases  of  the  higher  sensory  organs 
IS  not  yet  sufficiently  recognised  by  all  specialists.    It  is  to  be 
hoped  that  this  will  change  in  time. 


6£0 


ELE  CTR  0  THERA  PE  U  Tl  C8. 


Electrotherapy  has,  of  course,  its  greatest  field  of  action  in 
the  diseases  of  the  organs  of  sense  of  nervous  origin,  but  I  shall 
be  able  to  show  you,  although  only  briefly,  that  it  may  also  be 
employed  for  other  lesions,  and  sometimes  appears  to  have  a 
great  deal  to  do  in  their  cure. 

I  shall  begin  with  the  visual  apparatus.  The  great  deve- 
lopment which  ophthalmology  has  undergone  within  the  last 
few  years  has  shown  the  importance  of  eye  diseases,  not  only 
from  the  point  of  view  of  practice,  but  also  from  that  of  the 
scientific  development  of  pathology.  The  ophthalmic  diseases 
that  have  become  of  the  greatest  importance  in  neuropatho- 
logy are  those  which  affect  the  actual  nerves  of  special  sense, 
the  optic  nerve  and  the  retina,  as  well  as  those  affecting  the 
neuromuscular  apparatus  in  the  eye.  The  great  frequency  of 
nervous  affections  of  the  eye  as  premonitory  symptoms,  accom- 
paniments and  sequelae  of  so  many  important  diseases  of  the 
nervous  system  and  of  some  general  diseases,  has  led  to  the 
special  study  and  the  thorough  treatment  of  these  affections 
by  neuropathologists. 

It  is  in  connection  with  these  points  that  electricity  has 
been  first  brought  into  use,  but  its  share  in  the  treatment  of 
nervous  diseases  of  the  eye  is  still  comparatively  small,  and  it 
is  probably  considerably  undervalued.  Its  importance  in  the 
treatment  of  eye  affections  which  are  not  nervous  is,  however, 
much  less,  although  much  has  been  investigated  and  tried  in 
this  direction  also. 

I  have  already  taken  occasion  to  remark  (vide  Lect.  XII.,  p. 
228  et  seq.)  that  the  electrodiagnosis  of  eye  diseases  still 
leaves  much  to  be  desired — that  it  is  much  in  need  of  more 
thorough  study,  but  that  it  promises  much  that  is  interesting 
and  profitable,  and  all  that  is  wanted  is  systematic  investigation 
of  the  facts. 

I  need  not  explain  further  here  which  actions  of  the  electric 
current  are  most  useful  in  treating  eye  diseases,  or  in  what 
way  they  fulfil  the  different  therapeutical  indications.  They 
are  identical  with  those  I  have  fully  discussed  in  the  former 
lectures  on  the  diseases  of  the  central  and  peripheral  nervous 
system.  The  stimulating  and  modifying,  but  especially  the 
direct  and  indirect  vasomotor  and  katalytic  actions  are  to  be 
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employed  here  also,  according  to  circumstances  and  to  the 
forms  of  disease  which  may  be  present.  The  undoubted  con- 
nection which  exists  between  the  cervical  sympathetic  and  the 
cervical  cord  on  the  one  hand  and  the  structures  of  the  orbit 
with  the  bulb  on  the  other,  as  well  as  the  influence  which  the 
trigeminus  appears  to  have  on  the  circulatory  and  nutritive 
relations  of  the  eye,  induce  us  to  take  account  of  these  rela- 
tions in  the  electrotherapeutic  methods.  More  particulars  will 
be  given  with  the  different  forms  of  disease. 

We  shall  discuss  them  seriatim,  so  far  as  they  are  acces- 
sible to  therapeutic  influences  by  means  of  the  electric  current. 
I  will  sketch  shortly  the  electrotherapy  of  the  less  important 
diseases,  and  dwell  longer  only  on  the  diseases  of  neurotic 
origin,  referring  almost  exclusively  to  my  own  experiences. 

I  have  very  little  to  say  about  the  diseases  of  the  lids  and  conjunc- 
tiva. Dutrait  treated  certain  forms  of  entropion  and  ektropion,  re- 
ferred by  him  to  atony  and  ati'opby  of  individual  fasciculi  of  the 
orbicularis  palpebrarum,  by  careful  faradisation  of  these  fasciculi. 
They  were  sought  out  by  means  of  a  fine  electrode,  and  those  the  con- 
traction of  wMch  cUsturbed  the  normal  position  of  the  lid  were  treated 
perseveringly  for  a  long  time.  The  facts  belong,  therefore,  to  the 
domain  of  local  muscular  paralysis  and  atrophy. 

For  trachoma  Rodolfi  has  found  the  dynamo-chemical  action  of 
the  galvanic  current  useful.  He  applies  K  in  the  form  of  a  copper 
button  sound  to  the  granulations  of  the  everted  eyelid,  whilst  A 
(moist  sponge  electrode)  is  placed  on  the  lower  jaw,  the  current  being 
from  only  two  of  Bunsen's  cells.  The  effect  was  very  satisfactory 
in  some  cases,  the  granulations  disappearing  after  a  few  sittings, 
although  relapses  occurred  occasionally.  The  failures  which  Arcoleo 
reports  in  the  same  diseases  are  referred  by  Rodolfi  to  his  incomplete 
method.  A.  C.  Smith  has  also  recommended  a  similar  electrolytic 
treatment  of  trachoma ;  he  applies  the  electrodes  in  the  form  of  suit- 
ably bent  wires,  fixed  at  a  distance  of  about  5  mm.  from. each  other 
and  connected  with  two  cells,  directly  to  tlie  conjunctiva,  from  ^  to  1 
minute  for  each  lid. 

Diseases  of  the  cornea  have  been  moat  thoroughly  treated,  as  it 
appears,  by  Arcoleo,  almost  exclusively  with  the  faradic  current. 
The  positive  pole  is  ])laced  on  the  nape  of  the  neck  or  in  the  hand, 
and  the  negative,  in  the  form  of  a  small  sponge  or  camel's  hair  brush, 
directly  on  the  conjunctiva  and  cornea,  or  applied  by  means  of  a  Iiw'q 
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sponge  to  the  closed  lids,  this  being  modi6ed  according  to  the  foi-m  of 
disease  to  be  treated.  Arcoleo  has  very  rarely  employed  the  galvanic 
current.  The  sittings  should  last  from  5  to  8  minutes  daily.  Arco- 
leo has  obtained  veiy  good  results  in  this  way  in  parenchymatous 
keratitis,  the  hair  pencil  being  applied  to  the  conjunctiva  and  atro- 
pine frequently  dropped  in.  The  cornea  begins  to  clear  even  after  a 
few  sittings,  going  on  gradually  to  more  or  less  complete  cure.  The 
success  in  a  case  of  epithelial  keratitis  appears  to  have  been  brilliant. 
He  claims  to-  have  treated  corneal  ulcers  in  the  same  way  with  very 
good  effect,  and  only  by  touching  the  base  of  the  ulcer  lightly  with  the 
hair  pencil  2  or  3  times  during  each  sitting.  I  myself  once  treated  a 
case  of  very  long  standing— whitish  opacity  of  the  cornea— for  a  long 
time  in  this  manner,  without  any  noteworthy  result,  which  was  also 
the  case  with  all  other  treatment.  In  one  case  of  commencing  kera- 
titis and  neuroparalytic  conjicnctivitis,  from  paresis  of  the  left  tri- 
geminus, I  have  seen  decided  benefit  from  the  galvanic  treatment  of 
the  eye  (K  stabile  and  labile  on  the  closed  lids),  (Obs.  132).  Briere 
(quoted  by  Boucheron,  p.  80)  cured  a  parenchymatous  keratitis  in  a 
few  weeks  by  the  application  of  the  galvanic  current  (4  to  6  cells), 
and  Chvostek  treated  a  pannous  keratitis  with  persevering  galvanisa- 
tion of  the  sympathetic  with  splendid  effect. 

Of  the  diseases  of  the  iris,  apart  from  its  nervous  affections,  only 
hypopyon  seems  to  have  often  been  made  the  subject  of  electrothera- 
peutical  experiments.  Ai-coleo  praises  specially  the  faradic  treat- 
ment, according  to  his  method  given  above ;  he  applies  his  fine  sponge 
electrode  directly  to  the  lower  margin  of  the  cornea,  and  touches  the 
region  of  the  collection  of  pus  itself  three  or  four  times  in  the  course 
of  the  sitting ;  after  the  sitting  atropine  is  dropped  in,  and  hyper- 
eemia  of  the  conjunctiva  follows  upon  the  application.  Even  on 
the  following  day  there  will  be  a  considerable  decrease  in  the  hypo- 
pyon ;  slight  degrees  of  it  have  even  been  cured  in  one  day,  and  more 
severe  in  from  4  to  7  days  (20  cases).  "VVeisflog  also  has  .seen  good 
i-esults  in  five  cases  of  hypopyon  from  his  method  (6  to  8  sittings  of 
lialf  an  hour  daily,  with  lai'ge  sponge  electrodes  on  the  closed  eye), 
and  he  reports  besides  a  very  acute  iritis  which  was  cured  by  3  daily 
faradisations  of  an  hour  each. 

Among  the  diseases  of  the  lens,  cataract  has  lately  been  subjected 
to  electrotherapeutic  applications.  Neftel  has  called  forth  no  little 
excitement  in  ophthalmological  circles  by  the  communication  that  in 
two  cases  of  indubitable  incipient  cataract  he  has  removed  every  sym- 
ptom of  cataract  by  methodical  galvanic  treatment,  and  restored  the 
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sight  completely.  However,  upon  a  sharp  criticism  of  his  report 
by  Hirschberg,  Neftel  admitted  that  in  both  cases  the  opacity  of  the 
lens  visible  by  means  of  the  ophthalmoscope  had  not  quite  disappeared, 
and  he  endeavoured  to  explain  the  undoubted  improvement  of  the 
sight  in  both  cases  by  the  removal  of  a  molecular  opacity,  not  dis- 
cernible by  means  of  ophthalmoscopic  investigation.  He  professes  to 
believe  that,  some  influence  on  the  opacity  may  be  obtained  by  gal- 
vanic treatment  in  mature  cataract  also,  but  not  to  a  very  great 
extent. 

The  question  is  therefore  quite  in  its  infancy ;  but  its  considerable 
importance  certainly  justifies  further  careful  investigations  in  this 
direction,  which  must  of  course  be  directed  first  and  principally  to 
commencing  cataract,  all  the  more  that  by  means  of  the  observations  of 
the  most  trustworthy  ophthalmologists  the  occasional  standing  still 
and  even  retrogression  of  incipient  cataract  is  firmly  established 
(vide  0.  Becker,  '  Krankh.  d.  Linse,'  in  Grafe-Siimisch's  Eandh.  d. 
Augenheilh.,  v.  p.  308). 

The  method  employed  by  Neftel  is  the  following :  A  stabile  to 
the  nape  of  the  neck,  K  stabile  and  labile  on  the  closed  eyes.  Begin 
with  5  cells ;  then  pass  the  current  in  the  opposite  direction ;  the 
same  procedure  to  be  repeated,  rising  in  intensity  1  cell  higher 
up  to  15  cells.  The  whole  length  of  the  sitting  to  be  10  to  15 
minutes,  at  first  daily  and  afterwards  less  frequently. 

In  diseases  of  the  vitreous  body  the  electric  current  has  been 
employed,  not  without  success,  especially  for  opacities.  These  may 
originate  from  very  difierent  morbid  processes,  and  may  have  a  corre- 
spondingly different  pathological  significance.  Extravasations  of 
blood,  inflammatory  products,  degenerative  processes,  pus,  cicatricial 
formations,  &c.,  may  here  come  into  play,  and  even  this  fragmen- 
tary enumeration  shows  that  certain  forms  of  opacity  may  be  acces- 
sible to  the  action  of  the  electric  current,  although  not  all ;  for  some 
yield  quickly,  others  only  slowly,  to  the  katalytic  action  of  the 
current. 

Giraud-Teulon  appears  to  have  most  fully  gone  into  the  galvanic 
treatment  of  these  forms  of  disease.  He  has  lately  stated  in  a 
preliminary  communication,  that  the  galvanic  current  is  the  most 
eff-ectual  and  also  the  most  rapid  remedy  for  most  vitreous  opacities  ■ 
and  Onimus  has  further  published  a  number  of  experiments  in  the 
thesis  of  Carnus,  also  in  a  favourable  sense,  but  the  methods  of  the 
two  are  not  identical.  Boucheron  also  communicates  some  observa- 
tions, and  Le  Fort  has  recommended  his  methods  of  continuous 
weak  galvanic  currents  for  these  opacities. 
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According  to  the  observations  published  by  these  authors,  there 
appears  to  be  no  doubt  that  a  certain  influence  is  exercised  by  the 
galvanic  current  on  vitreous  opacities,  and  that  by  its  employment  in 
not  a  few  cases,  which  have  long  been  treated  in  vain  by  other  reme- 
dies, a  remarkably  rapid  and  more  or  less  complete  removal  of  these 
abnormalities  may  be  effected.  These  observations  invite  us  to 
further,  and  especially  more  thorough,  investigations. 

The  methods  employed  by  the  various  writers  are  certainly  very 
different ;  for  while  Le  Fort  places  the  electrodes,  connected  with 
only  two  weak  cells,  on  the  temples,  and  allows  them  to  remain 
there  day  and  night,  Giraud-Teulon  applies  the  anode  of  8  or  10 
Daniel's  cells  to  the  closed  lids,  the  kathode  behind  the  ear,  for  2 
or  4  minutes.  Onimus  places  the  kathode  on  the  closed  lids  and  the 
anode  on  the  sympathetic  of  the  same  side,  with  8  to  10  cells 
stabile,  for  from  2  to  5  minutes ;  while  others  have  simply  applied 
the  poles  to  the  forehead  and  the  nape,  and  all  have  seen  good 
results.  From  this  we  may  easily  see  that  not  much  depends  upon 
the  direction  of  the  current  or  upon  which  pole  is  applied  to  the  eye, 
but  that  it  is  only  essential  to  let  the  current  flow  through  the  eye ; 
and  this  agrees  with  our  general  views  as  to  the  methods  of  attaining 
katalytic  action.  For  farther  trials  I  would  recommend  that  the 
current  should  be  passed  from  the  closed  lids  to  the  nape  of  the  neck, 
with  suitable  sponge  electrodes,  and  with  reversals  of  the  current, 
either  so  that  in  each  sitting  first  A  and  then  K  should  act  upon 
the  eye,  or  so  that  in  one  sitting  only  A  and  in  the  next  only  K 
should  be  employed.  The  currents  should  be  weak  (4  to  10  Stbhrer's 
cells),  the  action  stabile,  and  the  duration  of  the  sittings  2  to  5 
minutes.  It  can  hardly  be  stated  d,  priori  whether  it  would  be  ad- 
visable to  include  the  cervical  sympathetic  in  the  treatment,  by  the 
application  of  the  indifferent  pole  to  the  superior  ganglion ;  dii-ect 
investigations  must  decide  this  point. 

Dor  gives  some  very  encouraging  results  with  regard  to  diseases 
of  the  choroid.  The  most  suitable  cases  for  electrical  treatment  are 
said  to  be  those  where,  after  a  disseminated  choroiditis,  atrophic 
changes  in  the  retina,  with  scotoma,  &c.,  develope  after  months  or 
years,  cases  with  numerous  collections  of  pigment,  jilastic  exudations, 
and  patches  of  atrophy.  He  treats  them  with  the  galvanic  current 
passed  transversely  through  the  temples,  or,  if  the  disease  is  one- 
sided, from  the  supra-orbital  ridge  to  the  mastoid  process  of  the  same 
side. 

140,  Observation  by  Dor.    Chronic  Retinochoroiditis.—A  gentle- 
man, aged  3G.    HI  for  2  years.  Treated  in  vain  with  all  sorts  of  remo- 
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dies  (blood-letting,  mercury,  iodide  of  potassium,  sweating,  setons, 
Laths,  &c.) ;  liad  to  be  led  about.  Diagnosis  :  Disseminated  choroi- 
ditis with  numerous  collections  of  pigment  and  consequent  alteration  of 
the  retina;  pupil  somewhat  reddish,  sharply  defined.  Large  central 
scotoma  on  both  sides.  Y.  both  sides,  No.  C.  in  the  immediate  neigh- 
bourhood. First  treatment  with  Heurteloup's  (artificial  leech),  causing 
improvement  to  (with  excentric  fixation),  no  further.  Galvanic 
treatment.  After  3  weeks  all  the  letters  in  VII.  read,  and  some  in 
YI. ;  5  months'  pause ;  letters  in  YII.  read.  Strychnia  administered 
for  8  days  without  improvement.  Galvanic  current  again ;  after  2 
days  letters  in  YI.  read ;  after  8  days  some  in  I Y.  ;  after  3  weeks  all 
the  letters  in  lY.,  and  after  another  3  weeks  all  the  letters  in  III. ;  the 
improvement,  however,  being  only  in  the  right  eye  and  consisting 
especially  in  the  steady  diminution  of  the  scotoma.  Central  vision 
possible  from  May  29  with  No.  XL. ;  on  July  8,  No.  XX. ;  on  July 
30,  No.  YI. ;  on  August  24,  No.  Y.  Improvement  in  the  first 
aflfected  left  eye  only  after  45  days  of  electrical  treatment,  on  M  ay  29, 
going  on  from  that  time ;  on  June  18  (excentric),  No.  XY. ;  on 
July  8,  No.  X. ;  on  July  30,  No.  YI. ;  August  24,  No.  YI. ;  the 
central  scotoma  considerably  diminished. 

Diseases  of  the  retina  and  of  the  optic  nerve  itself  are, 
however,  by  far  the  most  important  for  electrotherapeutists, 
partly  on  account  of  their  frequency  and  their  pathological 
significance  and  partly  on  account  of  the  repeated  success 
which  the  electric  current  has  had  in  these  very  diseases, 
especially  in  simple  inflammatory  diseases  and  their  sequences, 
and  in  mere  disturbances  of  function  without  perceptible  ana- 
tomical changes,  though  not  so  much  in  primary  degeneration 
and  atrophy. 

In  retinitis  pigmentosa  Dor  has  had  great  success  in 
several  cases  with  his  galvanic  method  described  above,  and  he 
invites  further  trials  of  it.  Neftel  also  reports  one  good 
result. 

In  papillitis  and  papilloretinitis,  which  occur  in  so  many 
diseases  inside  the  cranium,  especially  in  tumours  and  menin- 
gitis, and  which  are  generally  called  '  choked  disk,'  there  is  not 
much  to  be  expected  from  electrical  treatment  (although  Driver 
claims  to  have  frequently  seen  good  results  from  galvanisation 
of  the  sympathetic  in  this  symptomatic  neuroretinitis)  so 
long  as  the  process  is  still  acute  and  the  fundamental  disease 
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not  cured ;  and  there  is  not  much  to  be  done  for  this  funda- 
mental disease  by  means  of  the  electric  current.  We  may 
expect,  however— and  there  are  some  instances  of  its  having 
occm-red — that  the  electric  current  will  prove  very  useful  in  the 
subsequent  stages  of  the  disease,  after  the  cause  has  run  its 
course  or  has  been  arrested,  and  that  it  may  induce  a  decided 
improvement  in  the  sight.  The  treatment  is  the  same  as  in 
any  case  of  optic  neuritis  with  secondary  atrophy. 

Optic  neuritis,  in  its  various  forms  and  issues,  is  the  most 
suitable  object  for  electric  treatment  among  all  the  anatomical 
diseases  of  the  optic  nerve. 

Pfliiger  has  seen  a  number  of  good,  and  sometimes  brilliant, 
results  from  galvanic  treatment  in  optic  neuritis  and  in  atrophy 
of  the  optic  nerve,  but  he  does  not  specify  his  method  more 
particularly. 

Leber  advises  treatment  of  the  sympathetic  in  the  congeni- 
tal affections  of  the  optic  nerve  described  by  him,  and  desig- 
nated '  neuritis  retrobulbaris,'  on  the  grounds  of  the  observation 
already  mentioned  (vide  Obs.  49,  p.  418).  In  several  other 
cases  of  the  same  kind,  however,  this  good  result  has  been 
wanting. 

I  have  myself  obtained  a  very  satisfactory  result  from 
repeated  galvanic  treatment  in  a  case  of  descending  optic 
neuritis  with  transverse  dorsal  myelitis  and  permanent  amblyo- 
pia, with  atrophy  of  the  optic  nerve  on  ophthalmoscopic 
examination. 

141.  Personal  Observation.  Oj)tic  Neitritis  and  Subacute  Dorsal 
Myelitis. — A  gentleman,  aged  52.  Somewhat  sudden  blindness  in 
February  1877,  first  in  the  left  eye,  with  recovery  of  sight  after  a 
few  weeks  ;  soon  after,  a  similar  affection  in  the  right  eye,  which 
also  recovered  ;  after  a  few  weeks  relapse  in  both  eyes,  going  on  to 
complete  amaurosis.  On  ophthalmoscopic  examination  distinct  optic 
neuritis  with  already  commencing  atrophy.  Gradual  improvement 
from  the  middle  of  June.  From  the  end  of  June  symptoms  of  trans- 
verse dorsal  myelitis,  leading,  by  the  end  of  J uly,  to  complete  para- 
])legia,  with  antesthesia,  paralysis  of  the  bladder,  increased  cutaneous 
and  tendon  reflexes,  tfec,  into  which  it  is  not  necessary  here  to  enter 
further.  From  the  beginning  of  August  1877  some  impi-ovement  in 
these  symptoms  also ;  by  the  end  of  September  ability  to  walk  a  few 
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steps.  Slow  and  gradual  advance  of  improvement,  even  in  the 
eyes.  In  summer  1878  a  course  of  baths  at  Nauheim,  with  good 
results. 

On  November  12,  1878,  the  eyea  having  remained  stationary  for 
a  long  time,  commencement  of  a  course  of  galvanic  treatment  for 
them.  Condition  on  that  day  (Prof.  0.  Becker)  :  Pupils  somewhat 
contracted,  reacting  to  light ;  small  amount  of  myopia  in  both  eyes. 
R.E.  V.  ^% ;  L.E.  somewhat  less,  Y.  ^.  With  +  3  J.  No.  3  with  the 
right  eye,  No.  6  with  the  left,  slowly  recognised  in  single  words. 
Both  eyes  blind  for  red  and  green.  Ophthalmoscopic  examination  : 
Atrophy  of  the  optic  nerves  with  slight  atrophic  excavation,  more 
pronounced  on  the  left.  Method  of  treatment :  4  to  6  cells  Stohrer, 
transversely  through  the  temples,  6  to  8  cells  from  the  nape  to  the 
eyes,  for  3  or  4  minutes  daily  (besides  galvanisation  of  the  back,  with 
10  to  12  cells,  ascending  acd  descending  stabile,  for  2  or  3  minutes). 
On  December  10  both  eyes  decidedly  better.  E.  Y.  -^^  ■  L.  Y.  -g^j. 
J.  Nos.  3  and  6  read  with  +3.  On  February  4,  1879,  R.  Y. 
L.  Y.  to  ^fij.  On  March  4  E.  Y.  ^%  to  ^,  L.  Y.  ^to^.'  J.  No! 
3  read  with  +  3,  and  single  words  of  No.  2  ;  with  +  4  and  +  5  news- 
paper read  fluently.  Cessation  of  treatment.  No  improvement  from 
subsequent  repetition  of  similar  treatment ;  patient  able  to  write  and 
to  read  ordinary  print. 

Eumpf  has^recently  cured,  by  means  of  the  faradic  brush, 
a  case  belonging  to  the  same  category. 

142.  Observation  by  Rumpf.  Optic  Neitritis  ivith  Transverse. 
Myelitis.— A  lady,  aged  37.  Ill  for  about  2  years.  Paresis  of  the 
■lower  extremities,  with  swaying  on  closure  of  the  eyes;  decided  di- 
minution of  the  motor  power  of  the  legs,  partesthesia ;  diminution  of 
sensibility  in  the  legs,  girdle  feeling,  increased  tendon  reflex,  consti- 
pation of  the  bowels,  incontinence  of  urine.  Diminution  of  vision 
(J.  No.  14  read  with  difficulty).  Ophthalmoscopically  (Mooren)  con- 
dition about  midway  between  congestion  of  the  disk  and  neuritis ; 
swelling,  opacity,  intense  injection  of  the  disk,  dilatation  of  the 
arteries  and  veins.  Treatment  with  the  faradic  brush  :  energetic 
and  slow  brushing  over  the  skin  of  the  chest,  back,  and  upper  ex- 
tremities. Result  very  good ;  injection  of  the  optic  nerve  less  on  the 
3rd  day,  then  improvement  in  the  swelling  of  the  disk ;  J.  No  7 
read  on  the  6th  day.  After  28  sittings  (the  back  being  'afterwards 
galvanised)  disappearance  of  aU  the  symptoms  of  myelitis,  J.  No.  3 
I'ead,  ophthalmoscopic  appearances  normal.  ' 
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The  following  observation  of  secondary  atrophy  caused  by 
optic  neuritis  belongs  to  the  same  category. 

143.  Personal  Observation.  Optic  Neuritis  with  Atrophy  of  the 
Optic  Nerve. — A  bank  attendant,  aged  21.  Came  under  treatment 
on  December  2,  1880,  on  account  of  amblyopia,  which  had  existed 
for  some  months  and  had  developed  somewhat  rapidly.  Ophthalmo- 
scopic appearance  of  optic  neuritis,  with  transition  into  atrophy; 
marked  amblyopia,  inability  to  walk  without  guidance  or  to  count 
fingers  ;  considerable  limitation  of  the  field  of  vision.  Suspicion  of 
tuberculosis  raised  by  the  eye  doctors,  not  confirmed  by  the  patient, 
although  he  was  very  delicate.  Two  sisters  of  his  mother  similarly 
blind  in  youth.  Treatment :  Ext.  nuc.  vom.  and  galvanisation  ;  6 
cells  transversely  through  the  temples,  6  to  8  cells  from  the  nape 
(A)  to  the  clo-ed  lids  (K  stabile  and  labile),  and  consequently  also 
to  the  cervical  sympathetic,  for  2  or  3  minutes  daily.  On  January 
10,  1881,  distinct  improvement  in  the  sight;  on  Snellen's  tables 
the  letters  on  D=9  recognised  quite  well,  and  D  =  6  partly,  with  the 
left  eye;  but  with  the  right  D=9  only  partly.  Colours:  Green 
very  uncertain,  red  rather  so,  blue  and  yellow  distinct,  but  not 
quite  correct.  Ophthalmoscopic  condition  better ;  hyperremia  and 
swelling  less,  particularly  on  the  left ;  disk  and  vessels  clearer.  On 
January  20  great  improvement,  especially  on  the  left.  L.,  D=3 
read  quite  well ;  R.,  on  the  other  hand,  D  =  9  still  with  difficulty. 
On  January  30  L.,  D= 1  spelt  out  with  difficulty  ;  R.,  no  improvement. 
On  February  2  commencement  of  injections  of  strychnia.  On  Feb- 
ruary 27  L.,  D  =  l  read  quite  easily;  R.,  a  few  letters  of  D=4  ;  a 
few  words  read  with  the  left  eye ;  field  of  vision  still  very  small,  but 
guidance  in  the  street  no  longer  necessary.  On  March  24  a  journey 
into  Switzerland.  Return  two  months  later,  again  improved.  R., 
now  D  =  l  quite  well;  L.,  even  D=0-60  well  and  D=0-50  a  few 
letters. 

I  have  still  some  notes — unfortunately  not  complete  ones — 
of  several  other  cases,  in  which  galvanic  treatment  proved  itself 
useful  to  a  certain  extent  at  least,  while  I  certainly  have  had  to 
note  down  a  great  number  of  negative  results.  In  Benedikt's 
writings  there  are  also  related  many  successes  in  neuroretinitis 
and  in  optic  neuritis. 

The  method  of  treatment  will  easily  be  inferred  from  the 
prominent  indications;  we  have  to  do  chiefly  with  katalytic 
actions,  and  we  must  therefore  use  stabile  currents  principally, 


OPTIC  AmopnY. 


639 


and  apply  tliem  directly  to  the  eye  and  to  the  optic  nerve.  In 
the  first  stages  the  anode  is  to  be  applied  to  the  eye  (although 
not  to  be  used  exclusively)  ;  later,  if  the  process  has  turned 
more  to  atrophy,  recourse  to  the  action  of  the  kathode  is  to 
be  preferred ;  but  from  experience,  as  well  as  for  anatomical 
and  physiological  reasons,  the  simultaneous  galvanisation  of 
the  sympathetic  is  to  be  tried,  which  will  act  at  the  same  time 
on  the  cervical  cord.  In  general,  large  electrodes,  weak  cur- 
rents, and  short  sittings  (not  more  than  2  to  5  minutes)  are  to  be 
recommended ;  and  the  treatment  must  generally  be  continued 
for  a  long  time. 

The  details  of  the  application,  then  (independently  of  the 
treatment  of  the  fundamental  affection,  if  this  has  to  be  under- 
taken), are  as  follows  : — 

First,  transverse  passage  of  the  current  through  the  temples, 
in  order  to  affect  the  optic  nerve  in  the  orbit,  with  reversals 
of  the  current ;  and  then  longitudinal  passage  from  the  nape  to 
the  closed  lids.  "When  neuritis  predominates,  the  anode,  prin- 
cipally, must  be  placed  on  the  eye,  and  the  kathode  only  tempo- 
rarily, stabile  ;  but  when  atrophy  has  come  on,  the  kathode 
chiefly  on  the  eye,  after  the  anode  has  acted  for  a  little,  stabile 
and  to  a  small  degree  labile.  Finally,  you  must  try  galvanisa- 
tion of  the  sympathetic,  after  the  usual  method,  in  which  you 
must  decide  by  special  trials  whether  the  kathode  shall  always 
be  placed  on  the  superior  ganglion,  or  whether  the  anode  is  not 
sometimes  more  effectual. 

Numerous  observations  show  that  with  this  procedure  results 
may  be  obtained  which  may  very  well  compete  with  those  of  the 
strychnine  treatment  in  these  diseases.  It  is  frequently  seen 
that  the  results  are  much  better  as  tested  by  the  acuteness 
of  vision  than  by  the  ophthalmoscopic  appearances,  for  a  most 
typical  white  atrophy  of  the  optic  nerve  may  be  found  to  exist, 
while  at  the  same  time  vision  and  sense  of  colour  have  again 
become  fairly  good. 

But  the  results  of  electric  as  of  any  other  treatment  are 
much  less  satisfactory  in  primary  atrophy  of  the  optic  nerve,  in 
which  a  prodromal  stage  of  inflammation  has  not  been  observed, 
but  in  which  we  have  had  to  do  from  the  beginning  with' 
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degeneration  of  the  nerve.  These  are  the  worst  forms  of  optic 
disease,  which  stand  still  or  even  retrogress  only  in  the  rarest 
cases  ;  still  treatment  is  not  entirely  useless  even  here,  and 
other  experiences  show  it  to  be  our  duty  not  to  be  discouraged 
in  our  therapeutical  endeavours  even  under  such  unsatisfactory 
conditions. 

This  is  especially  the  case  in  atrophy  of  the  optic  nerve  in 
tabes  dorsalis  or  locomotor  ataxy.  It  is  extremely  important, 
because  it  often  occurs  very  early  among  the  symptoms  of  this 
disease,  and  it  may,  apparently,  precede  the  appearance  of  the 
other  symptoms  by  many  years.  But  this  is  not  very  often  the 
case,  and,  as  we  have  recently  learned  to  recognise  the  earliest 
beginnings  of  locomotor  ataxy,  we  shall  often  give  the  affection 
of  the  optic  nerve  its  proper  significance  from  the  discovery,  on 
careful  examination,  of  the  presence  of  lancinating  pains,  reflex 
rigidity  of  the  pupil,  slight  analgesia,  and  especially  the 
failure  of  the  tendon  reactions.  The  disease  shows  itself  by 
diminution  of  vision  and  of  the  sense  of  colour,  limitation  of 
the  field  of  vision  with  angular  centripetal  encroachments,  and 
progressive  amblyopia,  with  the  characteristic  ophthalmoscopic 
appearances. 

It  is  of  course  very  important  that  the  disease  should  come 
under  treatment  at  the  very  first  beginning,  because  it  is  only 
then  that  there  is  any  hope  of  retaining  the  power  of  vision  at 
all.  But  even  here  the  results  are  to  a  great  extent  doubtful 
or  even  negative,  and  I  have  repeatedly  seen  the  disease 
advance  steadily  to  amaurosis,  in  spite  of  continued  treatment. 

Almost  all  observers  agree  in  stating  that  the  results  of 
electric  treatment  in  tabetic  atrophy  of  the  optic  nerve  are 
nearly  always  negative  ;  but  individual  cases  nevertheless 
occur  which  show  that  a  standstill  or  even  a  more  or  less 
considerable  improvement  may  be  attained,  just  as  we  find  in 
the  simultaneous  affection  of  the  posterior  columns  of  the  cord. 
I  have  myself  treated  such  a  case,  but,  unfortunately,  I  possess 
no  notes  of  it.  It  was  the  case  of  an  officer,  aged  46,  who  had 
suffered  for  12  years  from  the  preliminary  symptoms  of  loco- 
motor ataxy,  and  for  2^  years  from  atrophy  of  the  optic  nerve, 
with  considerable  limitation  of  the  field  of  vision  in  both  eyes 
(Prof.  0.  Becker).    P'our  weeks'  galvanic  treatment  caused  a 
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considerable  extension  of  the  field  of  vision,  and  the  central 
vision  also,  which  was  not  notably  diminished  at  the  commence- 
ment of  the  treatment,  had  become  better  in  both  eyes.  I  have 
not  had  any  more  news  of  the  patient  since.  Compare  with 
this  case  Obs.  26,  given  above,  in  which,  however,  the  diagnosis 
of  ataxia  was  not  so  certain. 

The  method  of  treatment  is  exactly  the  same  as  has  been 
already  given  for  neuritic  atrophy.  But  it  is  important  in  all 
such  cases  that  the  spinal  cord  should  be  treated  at  the  same 
time,  and  certain  physiological  data  are  given  for  this  treatment 
in  the  experimental  investigations  of  v.  Forster  and  Eieger. 
Do  not  neglect,  therefore,  in  such  cases  the  regular  treatment 
of  the  spinal  cord. 

The  results  are  somewhat  more  favourable  in  the  not  very 
rare  genuine  atrophy  of  the  optic  nerve,  which  is  developed  in 
some  people  from  unknown  causes,  without  any  appreciable 
connection  with  spinal  or  cerebral  diseases,  and  is  exactly 
analogous  to  the  tabetic  '  white  atrophy  '  in  its  functional 
disturbance  and  ophthalmoscopic  appearance.  A  few  very  good 
cures  by  galvanic  treatment  occur  in  this  form  (see  the  already 
mentioned  observation  of  Donald  Fraser,  Obs.  50,  p.  418). 

144.  Observation  by  Driver.    Atrophij  of  the  Optic  Nerves.— A. 
teacher,  aged  24.    Suffered  for  years  from  the  eyes,  amblyopia  ;  re 
peatedly  treated  by  the  best  authorities  without  result.    On  examin- 
ation well-marked  atrophy  of  both  optic  nerves  found,  with  shallow 
excavation  ;  vessels  as  thin  as  a  hair,  nystagmus-like  movements  of 
the  bulb.    Vision-testing :  R.,  fingers  seen  at  4  feet;  L.,  only  at  3 
feet.    Limitation  of  the  field  of  vision ;  Daltonism.    Strychnine  in 
jections  for  3  weeks ;  no  improvement,  but  a  standstill  of  the  disease. 
Then  galvanic  treatment ;  after  2  months  fingers  counted  at  20  feet. 
Treatment  continued  at  home.    Snellen  No.  8  read  a  year  after,  and 
all  colours  recognised.    Ophthalmoscopic  appearances  decidedly  im 
proved ;  vessels  larger. 

145.  Observation  by  Driver.  Incipient  Atrophy  oj  the  Optic 
Nerve.— A  woman,  aged  45.  For  a  long  time  amaurotic  in  the  left 
eye ;  for  a  short  time  a  cloud  noticed  before  the  right  eye.  Otherwise 
perfectly  healthy.  Ophthalmoscopically  L.  typical  atrophy  of  the 
optic  nerve,  R.  disk  somewhat  whiter,  and  vessels  somewhat  smaller 
than  normal.    V.  f  o  .  ggij  ^^^.j  ^^^^^       ^^^^^^^  novm%\ 

After  3  weeks  of  galvanic  treatment  R.V.      disappearance  of  cloudi- 
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ness,  ophthalmoscopic  appearance  again  normal.  L,,  fingers  counted 
for  2  feet  upwards  and  outwards.  After  6  months  a  falling-back 
again  J  R.,  cloudiness  again  present,  Y.  f^.  Complete  cure  after  12 
days  of  galvanic  treatment, 

146.  Personal  Observation.  Incipient  Atro2ohy  of  the  Optic 
JSferves. — A  man,  aged  48.  A  drinker ;  often  exposed  to  cold  while  in 
a  drunken  condition.  Diminution  of  vision  for  the  last  8  months, 
with  frequent  pains  in  the  head.  Otherwise  healthy.  Sent  to  me  by 
Prof.  0.  Becker  for  galvanic  treatment,  Avith  the  following  ophthalmic 
report:  R.,  Y.  o*V  (more  distinct  but  not  more  seen  with  —1); 

Y.=^  (more  distinct  with  —1-5).  J.  No.  13  read  at  7  feet  with 
"both  eyes.  Eyeballs  normally  tense,  reaction  of  pupils  normal,  re- 
fractive media  clear.  Disk  on  each  side  paler  than  normal,  and  not 
sharply  defined ;  vessels  tolerably  well  filled.  Field  of  vision  and 
colours  good.  Galvanic  treatment  :  8  to  10  cells  transversely 
through  the  temples  and  through  the  mastoid  processes;  8  to  10 
cells  from  the  nape  to  the  eyelids,  with  reversal  of  the  current. 
Even  after  a  few  days  report  of  considerable  improvement ;  head  more 
clear,  disappearance  of  pain,  improvement  in  vision.  After  14  days' 
treatment  examination  showed  R.  Y.  =  A,  L.  Y.  =^ ;  J.  No.  6  read 
with  both  eyes.    Further  notes  unfortunately  wanting. 

147.  Observation  by  Dor.     White  Atrophy  of  the  Op>tic  Nerves. 

 ^  lady  from  the  South  of  France,  unable  to  walk  alone.    Sn.  LXX. 

a  few  letters  seen  with  the  greatest  difficulty,  as  close  to  the  eyes  as 
possible  ;  became  afi^ected  2  years  ago,  first  on  the  right  side,  then  on 
the  left.  On  both  sides  white  atrophy  of  the  optic  nerves.  Frequent 
pain  in  the  head.  Improvement  from  artificial  leeches  and  iodide  of 
potassium,  so  that  Sn.  XX.  can  be  read;  no  further  improvement  in 
spite  of  mercury,  pot.  iod.,  &c.  Then  employment  of  faradic  cun-ent ; 
after  8  days  Sn.  XY.,  after  14  days  one  letter  in  Sn.  YIII.,  after  3 
weeks  Sn.  YI. ;  no  more  improvement.  Patient  again  under  treatment 

7  years  later  ;  vision  again  diminished,  but  only  to  — .  Galvanic 

current  now  employed  (Oct.  6,  1871).    On  October  14  Y.  =^  ;  on 

October  17  ;  on  October  21  1  ;  and  on  October  24  ^Jjj.  Pa- 
tient could  not  remain  longer,  but  the  benefit  continued. 

148   Observation  by  Dor.     Wdte  Atrophy  of  the  Rrght  Optic 
Nerve.-A  gentleman,  aged  46.    Right  eye  afi^ected  for  6  weeks; 

Of)  .  I 

distinct  appearance  of  white  atrophy.    Y.  =     ;  field  of  A^sion  much 
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contracted.    Galvanic  treatment :  after  8  days  V.  =  — ,  but  great 

(J. 

enlargement  of  field  of  vision  ;  after  14  days  V.  =         ;  field  of  vision 

again  enlarged.  Patient  went  away,  but  continued  the  treatment  at 
home,  and  wrote  that  the  eye  steadily  improved,  until  finally  the 
treatment  was  discontinued. 

There  cannot  be  the  least  doubt,  after  this  little  seleccion 
of  cases,  and  especially  after  the  very  careful  and  numerous 
observations  of  Dor,  that  a  considerable  curative  power  must 
be  attributed  to  the  galvanic  current  in  these  diseases  of 
the  optic  nerve,  which  are  otherwise  so  hopeless  and  which 
occur  in  the  form  of  a  so  called  white  atrophy.  Dor  states,  on 
the  authority  of  a  very  imposing  number  of  observations,  that 
the  number  of  true  and  considerable  improvements  may  be 
reckoned  at  40  to  50  per  cent,  at  least  of  these  cases,  and 
that  is  decidedly  a  satisfactory  result.  You  will  certainly 
often  be  able  only  to  induce  a  partial  cure,  an  improvement  of 
the  vision,  or  an  extension  of  the  field  of  vision,  but  when  you 
consider  of  what  value  even  a  moderate  improvement  is  to 
these  unfortunate  patients,  you  will  not  grudge  the  time  and 
trouble  which  must  be  expended  on  a  trial  of  the  galvanic 
current. 

The  method  of  treatment  to  be  recommended  is  exactly  the 
same  as  I  described  to  you  before  for  secondary  atrophy.  Here, 
with  the  increased  age  of  the  processes,  the  action  of  the  ka- 
thode on  the  eye  ought  to  be  increasingly  intense. 

In  amblyopia  and  amaurosis  without  anatomical  change 
the  electric  current  also  appears  to  be  of  beneficial  efifect.  The 
various  writers,  however,  express  themselves  very  difi-erently 
about  the  matter.  Driver  having  seen  hardly  any  results,  whilst 
Boucheron,  Secondi,  Arcoleo,  Seely,  and  others  report  very  fa- 
vourably of  it.  A  great  deal  of  observation  and  experience  is 
evidently  wanting  here,  and  the  strychnine  treatment,  which 
has  so  rapidly  become  a  favourite,  has  stood  in  the  way  of  the 
proper  application  of  the  galvanic  current. 

We  have  here  to  do  with  amblyopia  from  nicotin,  alcohol 
and  lead  poisoning,  with  spontaneous  and  traumatic  ana^s- 
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ttiesia  of  the  retina,  some  of  the  hysterical  amauroses  and  am- 
blyopias, with  amblyopia  ex  anopsia,  and  with  hem eralopia.  A 
few  favourable  cases  have  occiu-red. 

149.  Observation  hy  Boucheron.  Central  Scotoma. — A  jeweller 
remarked  some  disturbance  of  vision  in  the  left  eye  on  waking,  which 
afterwards  increased.  Central  scotoma  was  present ;  only  J.  No.  19 
could  be  read  Ophthalmoscopic  appearances  negative  (Sichel,  jun.) 
On  the  eighth  day  application  of  weak  permanent  galvanic  current, 
2  elements  Trouve,  for  6  hours ;  J.  No.  8  spelt  out.  Daily  repetition 
of  the  application ;  after  4  days  J.  No.  1  read  at  15  centimetres.  Com- 
plete cure. 

150.  Observation  hy  Boucheron.  Convergent  Strabismus.  Marked 
Amblyopia  of  One  Eye.— A.  lad,  aged  17.  Seized  with  a  great 
degree  of  convergent  strabismus  and  nystagmus  in  January  1875; 
operated  on  both  sides  with  good  results.  In  February  1875  gi-eat 
amblyopia  of  the  left  eye ;  Sn.  L.  read  with  difficulty  at  10  centimetres. 
Application  of  weak  continuous  currents  of  2  cells,  Trouve,  A  on 
the  forehead,  K  on  the  nape,  during  the  whole  night,  and  sometimes 
also  for  some  hours  during  the  day.  Sn.  No.  XXX.  read  after  10 
days.  No.  XX.  after  8  days  more,  and  No.  XV.  after  other  4  days. 
Treatment  discontinued  till  March  2 ;  No.  XV.  still  read.  Treat- 
ment resumed  ;  on  March  8  No.  XII.  and  even  No.  X.  read.  Dis- 
charged. 

151.  Observation  by  Secondi  {through  Boucheron).  Traumatic 
Ancesthesia  of  the  Retina.— A.  girl,  aged  16.  Received  a  contusion 
of  the  eye  by  a  hard  substance  ;  no  injury  except  ecchymosis  of  the 
bulbar  conjunctiva;  V.=:^  ;  vision  diminished  immediately  after  the 
accident ;  pupil  less  movable  than  the  healthy  one.  Galvanic  treat- 
ment :  K  labile  on  the  eyelids,  A  in  the  nape.  Improvement  from 
the  first  sitting  onwards ;  cure  after  3  sittings. 

Arcoleo  reports  very  good  cures  in  bemeralopia  ;  he  distinguishes 
two  forms,  one  organic,  with  visible  anatomical  changes,  and  one 
functional.  The  electric  current  is  of  service  in  the  latter  form 
cspechiUy  ;  the  results  seem  to  be  very  brilhant,  'so  to  speak  unfail- 
ing '  but  even  in  some  of  the  organic'forms  considerable  improvement 
occurs  He  employs  only  the  faradic  current,  K  on  the  closed  lids, 
A  on  the  nape,  for  5  or  10  minutes,  and  the  cure  is  sometimes  effected 
after  one  sitting,  but  generally  there  is  only  improvement  after  2  or 
4  sittings. 


For  these  diseases  also,  therefore,  quite  apart  from  theore- 
tical considerations,  there  is  already  sufficient  experimental 
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material  to  justify  further  researches.  In  most  cases  preference 
ought  to  be  given  to  the  galvanic  treatment,  according  to  the 
method  already  described ;  but  Arcoleo's  experiences  in  heme- 
ralopia  indicate  very  plainly  the  value  of  the  faradic  current 
also,  in  that  form  of  disease  at  least. 

Remianopia,  which  has  lately  been  the  subject  of  interest- 
ing physiological  and  pathological  debates,  may  also  be  the 
subject  of  electrical  treatment.  I  have  a  case  at  present  under 
observation  occurring  simultaneously  with  left-sided  hemiplegia, 
and  the  result  of  apoplexy,  in  which  the  electrical  examination 
shows  an  undoubted  light  picture  in  both  eyes,  presenting  only 
the  half  of  a  circular  disk  and  corresponding  exactly  to  the 
form  of  the  remaining  field  of  vision.  As  hemianopia,  at  all 
events  in  the  homonymous  lateral  form,  never  depends  on 
disease  of  the  eye,  but  always  on  disease  of  the  optic  tract  or 
of  the  brain  itself,  you  will  intermit  the  direct  electric  treat- 
ment of  the  eye  and  confine  yourself  to  that  of  the  funda- 
mental affection,  according  to  the  methods  which  you  know 
already. 

A  few  words  remain  still  to  be  said  about  diseases  of  the 
ocular  muscles  and  their  nerves.  We  have  already  discussed 
the  most  important  and  the  most  frequent  of  these — paralysis — 
in  a  former  lecture  (Lectm^e  XXIII.,  p.  445).  I  will  only  say 
a  few  words  here  about  the  weakness  of  individual  muscles  and 
muscular  apparatus,  which  belong  almost  entirely  to  the  domain 
of  the  oculist,  and  principally  about  the  muscular  asthenopia 
which  is  so  frequent,  which  is  caused  by  insufficiency  of  the 
internal  recti,  and  in  which  Landsberg  and  Driver,  as  well  as 
Seely,  have  had  great  success  with  the  galvanic  current.  We 
have  to  do  with  suitable  treatment  of  the  paresis  of  the  internal 
recti,  with  regard  to  which  I  would  refer  to  the  methods  already 
given  (p.  448).  My  own  experiences  with  this  ailection  are  not 
particularly  satisfactory,  although  certainly  they  are  not  very 
numerous,  and  Macher  has  also  had  negative  results. 

Electricity  has  also  been  recommended  on  various  sides 
(Arcoleo,  Driver)  for  accommodative  asthenopia,  and  also  for 
mydriasis,  but  the  cure  has  often  to  be  long  waited  for  (Erb) 
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Disturbances  in  the  pupillary  reflexes  {reflex  rigidity,  Erb) 

1  have,  as  I  said  before,  as  yet  treated  in  vain  galvanically. 

There  is  not  much  to  say  about  the  convulsive  diseases 
which  affect  the  eye.  I  have  already  said  all  that  is  necessary 
about  blepharospasmus  (p.  564).  For  acquired  nystagmus 
Soetlin  and  Nieden  have  successfully  employed  the  galvanic 
current  (stabile  from  the  mastoid  process  to  the  eye  for  1  or 

2  minutes  daily).  There  is  not  much  to  be  done  for  con- 
genital nystagmus  or  for  nystagmus  in  multiple  sclerosis, 
hereditary  ataxia,  &c. 

From  these  statements,  gentlemen,  you  will  see  that  not  a 
small,  and  certainly  not  a  prospectless,  curative  action  falls  to 
the  share  of  the  electric  current  in  the  region  of  ophthalmic 
diseases.    Further  investigations  are  much  to  be  desired,  not 
only  in  the  interests  of  ophthalmology,  but  also  specially  in 
those  of  electrotherapeutics,  because  here  we  have  the  advantage 
of  being  able  to  observe  the  anatomical  changes,  and  the 
influence  of  the  remedy  upon  them  directly  and  without  any 
intervention,  to  determine  the  functional  disturbances  which 
may  be  present  in  the  most  exact  manner,  to  control  the 
improvement  which  takes  place  by  various  expedients,  and 
so  to  collect  therapeutical  experiences  with  an  exactitude 
which  could  hardly  be  reached  in  any  other  domain  of  patho- 
logy.   With  the  large  eye  clinics  which  are  now  established 
everywhere,  amply  furnished  with  remedies  and  with  a  super- 
fluity of  material,  it  would  certainly  be  a  very  grateful  task  for 
a  young  investigator  to  undertake  the  systematic  study  and 
working  out  of  electrotherapeutics  in  eye  diseases.  J3esides 
the  study  of  electrodiagnosis,  to  the  importance  of  which  I  have 
already  referred,  my  advice  would  be  to  attend  specially  to 
the  various  forms  of  optic  neuritis  and  neuroretinitis,  as  well 
as  atrophy  of  the  optic  nerve,  opacity  of  the  vitreous,  and 
commencing  cataract,  as  being  those  diseases  which,  accordmg 
to  past  experience,  promise  most  successes,  as  well  as  claim 
special  attention  on  account  of  their  frequency  and  danger. 
May  there  soon  be  found  workers  for  this  field  of  therapeutic 
investigation  ! 
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LECTUEE  XXXIV. 

Diseases  of  the  Auditory  Apparatus— Introduction— Dryness  of  the  Auditoiy 
Meatus — Opacity  of  the  Tympanic  Membrane — Diseases  of  the  Nervous 
Auditory  Apparatus— Nervous  Buzzing  in  the  Ears— Its  Relations  to  Gal- 
•  vanic  Eeaction  —  Electrodiagnosis  —  Therapeutical  Indications  —  Esta- 
blishment of  the  Method  of  Treatment — Cases— Rules  for  Treatment — 
Special  Procedure  in  Individual  Cases— General  Rules  and  Technical 
Remarks— Results—Nervous  Deafness— Cases— Methods  of  Treatment- 
Deaf  Mutism — Meniere's  Disease — Neuroses  of  the  Nerves  of  Taste — 
Ageusis— Neuroses  of  the  Olfactory  Nerves— Anosmia  and  its  Treatment. 

I  COME  now  to  the  auditory  apparatus.  For  many  years 
numerous  attempts  have  been  made  to  bring  relief  to  those 
suffering  from  deafness,  by  the  use  of  electric  currents.  Many  of 
these  attempts  have  not  been  in  vain,  and  several  of  the  cures 
reported  were  undoubtedly  due  to  the  employment  of  electricity. 
But  the  position  of  auditory  science,  as  well  as  that  of  electro- 
therapeutics, has  not  at  all  times  allowed  of  really  exact  and 
scientific  advances. 

These  date  from  Brenner's  splendid  labours,  which  have 
earned  for  the  galvanic  current  an  important  and  unassailable 
position  in  the  region  of  auditory  science.  All  aurists  do  not 
yet  seem  to  have  arrived  at  the  true  understanding  of  the 
matter. 

It  is  principally  and  almost  entirely  nervous  auditory  affec- 
tions which  have  as  yet  been  subjected  to  electrical  treatment, 
but  nervous  auditory  affections  are  frequent ;  the  labyrinth 
and  the  auditory  nerve  are  often  primarily  diseased,  and  still 
oftener  disturbances  of  the  nervous  apparatus  supervene  on 
diseases  of  the  conductive  mechanism.  But  the  troublesome 
and  annoying  symptom  of  singing  in  the  ears  is  especially 
frequent,  being  in  some  cases  purely  nervous  in  origin,  while 
in  others  it  cannot  at  all,  or  only  in  part,  be  referred  to  nervous 
diseases.  Every  expert  knows  how  difficult  this  symptom  often 
is  to  remove,  and  how  helpless  auditory  science  is  against  it, 
especially  with  its  favourite  '  mechanical '  treatment.  But  it 
is  just  in  this  widespread  and  troublesome  affection  that  the 
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electric  aud  especially  the  galvanic  current  has  very  often 
proved  successful,  often,  with  the  removal  of  the  subjective 
noises,  relieving  the  accompanying  deafness.  The  results  are 
sometimes  even  brilliant,  after  all  other  remedies  have  been 
tried  in  vain.  And  these  results  are  not  merely  dependent 
upon  chance  ;  they  progress  on  the  grounds  of  methodical  diag- 
nostic investigation  and  the  scientific  determination  of  thera- 
peutical indications  based  upon  it.  This  is  proved  by  numerous 
unassailable  facts. 

It  is  principally  Brenner's  merit,  on  the  ground  of  his  elec- 
trodiagnostic  labours  on  the  auditory  nerve  and  his  many  care- 
ful therapeutical  observations,  to  have  developed  these  indica- 
tions, established  the  several  methods  of  treatment,  and  proved 
their  eiBciency  ;  and  this  merit  is  not  to  be  lessened  by  the 
deficient  understanding  and  the  grudging  opposition  of  certain 
aurists,  influential  though,  they  may  be,  who  would  willingly 
suppress  the  valuable  facts. 

But,  besides  nervous  affections,  some  other  pathological  con- 
ditions of  the  organ  of  hearing  have  been  subjected  to  the 
influence  of  electric  currents,  with  good  results ;  I  shall  mention 
them  briefly. 

1.  Abnormal  dryness  of  the  external  meatus,  combined  with  a 
troublesome  feeling  of  cold,  heaviness,  and  numbness  of  the  whole  ear, 
and  occasioned  by  deficient  secretion  of  wax,  occurs  in  many  old 
auditory  affections.  The  galvanic  current,  especially  if  it  is  con- 
ducted by  means  of  suitable  electrodes  into  the  meatus  itself,  filled 
with  water,  generally  removes  this  feeling  quickly  and  effectually, 
according  to  the  experience  of  Brenner  and  Hagen;  probably  by 
acting  on  the  blood  vessels  and  the  secreting  glands.  The  meatus 
becomes  supple  and  moist  again,  the  secretion  of  wax  is  renewed,  and 
the  normal  sensation  in  the  parts  returns. 

2.  Opacities  of  the  tym,panic  membrane,  which  are  known  to  be 
remarkably  frequent,  always  depend  upon  the  deposit  of  abnormal 
products,  which  may  be  very  various  in  kind.  The  frequent  obser- 
vation that  an  active  congestion  of  the  tympanum  may  be  caused  by 
the  action  of  galvanic  currents  on  the  ear,  showing  itself  by  a  great 
amount  of  injection  in  the  neighbourhood  of  the  manubrium  of  the 
malleus,  suggested  to  Brenner  that  this  might  be  utilised  for  the 
absorption  of  certain  opacities  of  the  tympanum.    Experience  has 
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fully  confirmed  his  iflea,  and  Hagen  has  communicated  a  number  of 
similar  observations.  The  proceeding  consists  here  also  in  passing  an 
auditory  electrode  into  the  meatus,  which  is  filled  with  water,  and 
employing  galvanic  currents  with  reversals,  so  that  both  poles  may 
act  alternately.  Great  perseverance  is  generally  required  in  this 
treatment,  especially  when  it  is  a  case  of  very  old  opacity.  But 
Hagen  has  seen  the  opacity  disappear,  or  be  very  much  lessened,  in 
several  cases,  after  from  12  to  20  sittings,  and  Hedinger  saw  similar 
results. 

This  experience  would  suggest  (but,  so  far  as  I  know,  it  has  not 
yet  been  followed  up)  that  it  might  be  possible  in  this  way  to  exert 
a  favourable  influence  on  morbid  deposits  in  the  tympanic  cavity, 
sclerotic  changes  in  its  mucous  membrane,  (fee.  But  electrothera- 
peutists  have  no  experience  to  guide  them  in  the  matter. 


3.  Diseases  of  the  nervous  apparatus  itself.  —Among  these 
the  one  which  is  of  by  far  the  greatest  practical  importance 
is  the  subjective  noises,  nervous  buzzing  in  the  ear. 

These  are  very  frequent ;  they  are  extremely  troublesome 
and  depressing  to  the  patient,  disturbing  his  sleep  and  his 
spirits,  are  combined  with  unpleasant  sensations  in  the  head, 
diminish  his  desire  and  his  power  to  work,  and  are  generally 
found  much  harder  to  bear  than  the  difficulty  of  hearing,  or 
even  absolute  deafness,  which  generally  accompanies  them.  At 
the  same  time  they  are  often  not  to  be  reached  by  any  treat- 
ment ;  and  air  douches  and  catheterisation,  derivatives,  narco- 
tics and  nervine  tonics,  air  and  water  cures,  &c.,  may  be  em- 
ployed for  months  and  years  in  vain.  There  is,  therefore,  no 
doubt  as  to  their  great  practical  importance,  and  the  discovery 
of  a  further  and  a  valuable  remedy  for  this  obstinate  and  severe 
affection  in  the  galvanic  current  is  to  be  greeted  with  double 
satisfaction. 

I  havealready  sufficiently  shown  (Lecture  XII.,  p.  236  et  seq.) 
the  great  importance  of  the  galvanic  current  for  the  accurate 
diagnosis  of  this  subjective  feeling.  It  has  been  shown  that, 
in  cases  of  subjective  noises  in  the  ear,  very  different  results  of 
the  galvanic  examination  may  manifest  themselves.  Most 
frequently  there  is  simple  galvanic  hyperesthesia,  often  going 
as  far  as  'paradoxical  reaction;'  or  there  maybe  hyperasthesia 
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with  various  anomalies  of  the  normal  formula  up  to  a  complete 
reversal  of  it,  or  simple  reversal  of  the  normal  formula  without 
hypersesthesia,  &c.  But  there  are  also  many  cases  in  which 
the  galvanic  examination  detects  no  anomalies  of  reaction  of 
the  auditory  nerve,  and  so  remains  void  of  result  in  that  direc- 
tion. On  the  other  hand  it  has  been  shown  that  the  galvanic 
current  has  often  a  direct,  modifying  influence  on  the  singing, 
on  the  subjective  noises ;  and  that  in  a  number  of  cases  the 
buzzing  is  diminished  or  even  entirely  removed  by  the  action 
of  the  current,  certain  excitations  doing  this  while  others 
increase  it.  It  is  generally  AC  and  AD,  and  to  a  much  less 
extent  KO,  which  have  this  direct  muffling  effect  upon  the  buz- 
zing (as  in  nearly  all  cases  of  simple  galvanic  hypersesthesia)  ; 
but  it  sometimes  happens  that  KC  and  KD  also  restrain  the 
noises,  as  especially  in  hypersesthesia  with  reversal  of  the  normal 
formula,  and  now  and  then  even  with  a  qualitatively  normal 
formula.  There  is  another  set  of  cases,  again,  in  which  the  buz- 
zing is  not  influenced  in  any  way,  either  increased  or  dimi- 
nished, by  the  current ;  and,  lastly,  there  are  often  certain  mixed 
forms,  with  two  or  more  noises,  in  which  one  or  other  of  these 
noises  is  lessened  or  removed  by  the  current  (generally  AD), 
while  the  others  remain  entirely  unaffected.  This  shows  the 
variety  in  the  origin  of  these  noises,  which  has  long  been  placed 
beyond  a  doubt  on  other  grounds. 

In  practice  it  is,  of  course,  most  important  to  decide 
whether  the  noises  owe  their  origin  to  an  implication  of  the 
nervous  auditory  apparatus  in  the  disease,  i.e.  whether  they  are 
nervous  in  origin  or  not.  Unfortunately  the  material  which  is 
at  our  disposal  for  deciding  these  urgent  and  difficult  problems 
is  not  yet  sufficient.  Still  we  may  select  a  few  laws  which  may 
serve  as  guides  and  data  to  further  investigations. 

If  it  can  be  shown  that,  besides  the  subjective  auditory 
noises,  distinct  anomalies  of  the  galvanic  irritability  of  the 
nervous  auditory  apparatus  are  present  (hypera3sthesia,  qualita- 
tive changes,  &c.)— whether  there  are  any  grosser  changes  in 
the  conductive  apparatus  or  not— it  may  at  least  be  surmised 
that  the  noise  has  something  to  do  with  the  disease  of  the 
nerves,  that  it  is  altogether  or  in  part  caused  by  it.  But  this 
surmise  becomes  the  greatest  probability  if  a  distinct,  modifying 
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influence  can  be  seen  to  be  exerted  by  the  galvanic  current  on 
the  singing — if  it  is  increased  by  some  stimuli  and  diminished 
or  completely  silenced  by  others — especially  if  this  is  done  by 
AD ;  and  such  cases  will  present  a  certain  chance  of  success 
from  therapeutical  treatment. 

But,  on  the  other  hand,  the  nervous  nature  of  a  subjective 
noise  becomes  very  unlikely  if  no  anomalies  can  be  found  in  the 
galvanic  irritability  of  the  auditory  apparatus,  or  if  no  modifying 
influence  can  be  exerted  on  the  buzzing  by  the  galvanic  current. 
But  the  possibihty  of  a  nervous  origin  is  by  no  means  entirely 
excluded, in  such  a  case,  and  although  there  will  also  be  less 
chance  of  therapeutical  success,  still  it  is  only  therapeutical 
experiment  which  can  finally  decide  on  its  curability  or  incur- 
ability by  means  of  the  galvanic  current.  This  is  not  unim- 
portant in  practice. 

In  the  treatment  of  these  affections  the  results  of  the  galvano- 
diagnostic  examination  has  an  importance  which  it  does  not 
possess  anywhere  else,  and  there  is  not  merely  a  special  charm 
in  the  clearness  and  exactitude  in  which  the  therapeutical 
indications  and  results  of  the  investigation  clothe  themselves, 
but  the  facts  which  are  discovered  here  are  of  the  very  greatest 
interest  for  electrotherapeutics  in  general,  and  it  is  just  in 
this  that  the  great  importance  of  Brenner's  investigations 
lies. 

The  establishment  of  the  methods  of  treatment  is  carried 
out  here — at  first  at  least — entirely  on  the  grounds  of  the 
reaction  formula  discovered  by  the  examination,  with  reference 
to  the  modifying  action  of  the  current  ux^on  the  buzzing,  which 
may  have  been  discovered  at  the  same  time.  This  rule  may 
be  applied,  almost  without  exception,  to  all  simple  and  uncom- 
plicated cases  of  hypersesthesia  with  buzzing  in  the  ears.  It 
is,  perhaps,  premature  to  devote  our  attention  to  the  restora- 
tion of  the  normal  formula  as  the  direct  aim  of  our  treatment, 
and  to  arrange  our  therapeutical  remedies  and  operations  really 
for  this  end — to  diminish  abnormal  and  excessive  irritability, 
to  increase  that  quality  where  it  is  diminished,  to  restore 
what  has  been  entirely  lost,  and  to  throw  off  what  has  been 
newly  formed.  However  enticing  this  may  appear,  and  how- 
ever promising  the  beginnings  of  this  proceeding  may  be,  the 
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whole  is  still  too  uncertain  to  be  made  entirely  the  foundation 
of  our  therapeutical  method.  Experience — the  immediate  effect 
on  the  noises  themselves — must  always  be  our  safest  guide 
in  the  choice  of  our  methods  of  cure. 

And  experience  has  up  to  now  spot  en  very  strongly  in  favour 
of  Brenner's  discoveries  for  diagnostic  inferences,  therapeutic 
indications,  and  final  results  have  displayed  a  wonderful  exacti- 
tude in  many  cases,  but  of  course  not  in  all.  That  there  should 
be  many  failures  in  such  severe,  obstinate,  and  generally  also 
long-standing  affections  will  not  surprise  anyone  who  is  at  all 
familiar  with  the  subject,  and  particularly  anyone  who  knows 
how  many  more  failures  there  have  been  with  other  methods  of 
treatment. 

But  the  list  of  cases  is  now  so  rich  in  undoubted  and  remark- 
able successes  that  the  great  practical  value  of  electro-otology 
is  established  beyond  all  doubt.  Let  me  quote  some  proofs  of 
this. 

152.  Observation  hy  Brenner.  Simple  Galvanic  Hypercesthesia 
with  Singing  in  the  Ears. — A  student,  aged  23.  DiiEculty  of  hear- 
ing and  constant  singing  of  the  most  severe  kind  in  both  ears,  in 
consequence  of  long-standing  catarrh  of  the  middle  ear.  Great 
depression  of  spirits  in  consequence,  and  distui-bance  in  work. 
Ticking  of  a  watch  heard  on  the  left  side  at  1  inch,  on  the  right  at 
2  inches ;  tympanum  thickened,  very  opaque ;  light  spot  very  small 
on  the  right  side,  absent  on  the  left ;  Eustachian  tube  clear  on  both 
sides ;  repeated  treatment  by  aurists  without  result.  Successful 
electrical  treatment  of  the  buzzing  a  few  months  ago ;  relapse  from 
mental  over-work  and  emotional  excitement.  Galvanic  examination 
gave  on  both  sides,  with  very  weak  currents — 

KCK"  violent  ringing. 
KDK  CO. 

KO       ringing  silenced  for  a  time,  gradually  becoming  stronger  again. 

AC       ringing  disappeared  suddenly  and  completely. 

AD       ringing  still  absent. 

AOK'>  ringing  returned  with  increased  violence. 

For  the  purpose  of  treatment  the  ringing  was  silenced  in  each  ear 
by  means  of  AD  (K  being  in  the  hand) ;  then  the  strength  of  the 
current  was  gradually  diminished  by  the  help  of  the  rheostiit,  and  the 
circuit  finally  opened  by  withdrawing  the  K  from  the  hand  very 
slowly ;  the  buzzing  had  then  entirely  disappeared.    After  two  more 
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sittings  permanent  removal  of  the  buzzing ;  watcli-tick  heard  on  the 
left  at  4,  on  the  right  at  6  inches. 

153.  Observation  by  Brenner.  Ringing  in  the  Ears  after  the  Use 
of  Quinine.  Simple  Galvanic  Hyper (^sthesia.  Cure. — A  nun,  aged  33. 
Had  taken  large  doses  of  quinine  for  several  weeks,  on  account  of  an 
obstinate  tex'tian  ague,  and  had  thereby  acquired  an  extremely 
troublesome,  incessant  ringing  in  the  ears,  vs^hich  had  remained  un- 
altered for  3  months;  some  diminution  of  hearing  on  both  sides, 
Otological  examination  gave  an  entirely  negative  result,  and  repeated 
air  douches  had  no  effect.  Galvanic  examination  showed  a  moderate 
degree  of  simple  hypersesthesia  and  complete  cessation  of  the  tinnitus 
with  AC  and  AD.  A  favourable  prognosis  vras  thus  established,  and 
treatment  was  commenced  with  AD  and  careful  opening  of  the 
current.  After  the  first  sitting  the  ringing  stopped  for  two  hours  ; 
after  the  second  it  disappeared  till  evening ;  after  the  sixth  it  did  not 
reach  its  former  intensity  in  24  hours  and  changed  its  tone ;  after  the 
fifteemih  the  patient  was  entirely  cured — the  head  clear,  the  spirits 
lighter,  and  the  embarrassment  of  the  hearing  gone. 

154.  Personal  Observation.  Impairment  of  Rearing  and  Tinnitus 
Auriwm.  Double-sided  Hyperassthesia  of  the  Auditory  Nerve.  Paresis 
of  the  Right  Abducens. — A  shoemaker,  aged  59.  Difficulty  of  hearing 
and  ringing  in  the  ears  for  6  months,  persisting  day  and  night ;  much 
the  same  on  both  sides,  like  ringing  of  bells  or  boiling  of  water. 
Increasing  dizziness  for  4  weeks ;  head  much  confused  and  tense ; 
diplopia  for  3  weeks.  Condition  on  January  7,  1870  :  Paresis  of 
the  right  abducens.  Otological  condition  (Prof.  Moos)  :  Chronic 
catarrh  of  the  middle  ear ;  on  each  side  diffused  opacity  of  the 
tympanic  membrane  with  diminution  of  the  light  spot ;  peripheral 
•wrinkling  of  the  membrane.  Eustachian  tubes  pervious.  Conduction 
through  the  bones  weak,  better  on  the  right  side  than  on  the  left. 
Clock  (which  could  be  heard  30  feet  off)  heard  at  8  inches  on  the 
right,  5  inches  on  the  left;  after  catheterisation,  at  12  inches  right,  9 
inches  left.  Galvanic  examination  gave  on  both  sides  the  typical 
formula  of  simple  hypercesthesia.  During  A  D  complete  disappearance 
of  the  tinnitus.  The  treatment  (apart  from  that  of  the  abducens 
paralysis)  consisted  in  energetic  employment  of  AD  to  each  ear,  with 
gradual  cessation  of  the  current.  Ringing  completely  disappeared 
immediately  after  first  sitting,  head  clear  and  light,  dizziness  gone  ; 
ringing  less  next  day.  After  10  sittings  paresis  of  abducens  much 
improved  ;  tinnitus  decidedly  less,  occurring  only  temporarily.  After 
19  sittings  tinnitus  very  slight,  only  complaint  as  to  dizziness. 
Tmnitus  produced  by  action  of  K,  overcome  for  a  moment  by  Koj 
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and  completely  routed  by  AD.  Gradual  progress  towards  improve- 
ment. On  March  31  (after  44  sittings)  discharged  in  the  following 
condition  :  Diplopia  almost  entirely  disappeared.  Tinnitus  as  good 
as  entirely  gone,  only  occurring  temporarily  on  the  left  side ;  extent  of 
hearing  a  little  improved.  Moderate  degree  of  hypersesthesia  still  on 
left  side,  no  longer  marked  on  right. 

155.  Observation  hy  Hagen.  Tinnitus  Aurium  and  Impairment 
of  Hearing.  Simple  HypercestJiesia  of  both  Auditoria. — A  man,  aged 
42.  Six  years  ago  ringing  in  the  ears  and  difficulty  of  hearing,  from 
cold,  on  the  left  side,  and  4  years  ago  also  on  the  right.  Since  then 
gradually  getting  worse.  Eight  ear  :  Tympanic  .membrane  opaque  ; 
light  spot  absent ;  tick  of  clock,  audible  at  20  feet,  heard  at  9  inches. 
Left  ear  :  Tympanic  membrane  streaked  with  greyish  white  radiations ; 
light  spot  absent,  &c.  Tick  heard  at  11  inches.  Tuning  fork  placed 
on  the  top  of  the  head  heard  with  equal  loudness  on  both  sides. 
Pharyngeal  catarrh.  Eustachian  tubes  pervious,  aii-  entering  in  thin 
streams  on  each  side.  Continued  otological  treatment  raised  the 
distance  of  hearing  on  the  right  to  1  foot,  on  the  left  to  1  foot  7  inches, 
but  without  diminution  of  the  subjective  auditory  sensations.  Gal- 
vanic examination  gave  the  formula  for  simple  hypersesthesia  on  both 
sides.  Treatment  with  AD  caused  the  noises  in  both  ears  to  disappear 
at  once.  After  5  sittings  permanent  diminution  of  the  ringing  ;  after 
16,  complete  and  permanent  disappearance.  Distance  for  hearing 
raised  to  4  feet  on  the  right  side,  2  feet  on  the  left.  Opacity  of 
tympanic  membrane  disappeared,  light  spot  distinctly  visible. 

156.  Observationby  Hagen.  Tinnitus  Aurium.  Simple  Eyperois- 
thesia  of  the  Auditory  Nerve. — A  woman,  aged  59.  Threefold  subjec- 
tive sensation  in  the  right  ear,  singing,  whistling,  and  hissing.  Very 
hard  of  hearing  on  the  right  side;  tympanic  membrane  intensely 
yellow,  not  translucent ;  no  light  spot ;  slight  mucous  rattling  with 
the  air  douche.  Catheterisation,  air  douche,  and  strychnine  injec- 
tions in  vain.  Galvanic  examination  shows  simple  hypersesthesia. 
Hissing  and  whistling  arrested  by  AD,  but  singing  unaltered.  After 
a  few  sittings  (AD  with  gradual  opening  of  the  circuit)  hissing  and 
whistling  permanently  removed,  singing  unaltered,  only  two  of  the 
subjective  sounds  cured.  Methodical  use  of  the  K  entirely  without 
effect. 

157.  Observation  by  Hagen.  Tinnitus  Aurium  and  Impairment 
of  Hearing  on  Both  Sides.  Simple  Hyparaisthesia.  Very  Rapid  Cure. 
—A  shoemaker,  aged  34.  Tinnitus  and  difficulty  of  hearing  for  3 
years  on  the  right  side,  a  year  and  a  half  on  the  left.  Condition  : 
Moderate  tympanic  opacity  on  the  right  side,  light  spot  dull,  long 
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arm  of  anvil  not  visible.  On  the  left  tympanic  membrane  an  opaque 
greyish  white  in  its  posterior  quadrant,  light  spot  dull,  manubrium 
much  shortened.  Tick  not  heard  on  either  side ;  very  loud  voice 
heard  at  1  foot.  Conduction  of  sound  through  the  bones  louder  on 
the  right  than  on  the  left.  Eustachian  tubes  pervious.  No  influence 
on  hearing  or  tinnitus  by  catheterisation.  Hypertesthesia  of  some 
degree  of  severity  found  galvanically  on  both  sides.  Tinnitus  in  both, 
ears  removed  at  once  by  the  action  of  AD  and  gradual  opening  of  the 
circuit,  so  completely  that  a  second  treatment  was  not  necessary; 
cure  permanent  after  several  weeks. 

158.  Observation  hy  Brenner.  Long-standing  Ringing  in  the 
Head  and  Ears,  loith  Iinpairment  of  Hearing.  Hypercesthesia  with  a 
Paradoxical  Formula. — A  physician,  aged  50.  Had  suffered  since 
childhood  from  great  difficulty  of  hearing  and  troublesome  subjective 
auditory  sensations.  Watch  heard  on  the  right  side  when  laid  against 
the  ear,  on  the  left  not  at  all ;  conduction  through  the  bones  present ; 
Eustachian  tubes  clear.  Both  membranes  very  opaque,  &,c.  Patient 
distinguished  a  deej^er  sound  of  another  character,  besides  the  ringing 
in  the  ears,  which  he  located  in  a  spot  in  the  occipital  region ;  and  he 
complained  also  of  blows  as  of  lightning  at  the  moment  of  falling 
asleep,  which  consisted  of  detonations,  followed  by  twitchings.  Gal- 
vanism showed  enormous  hyperassthesia  of  both  auditory  nerves,  with 
paradoxical  reaction  in  the  ear  not  treated.  Complete  disappearance  of 
the  head  sounds  during  AD,  the  ear  sounds  remaining  unaffected. 
Repeated  galvanic  treatment  for  some  months,  with  very  good  results. 
Steady  diminution  of  the  head  ringing ;  less  intensity  in  the  lightning 
concussions  on  falling  asleep,  and  finally  disappearance  of  the  same  ; 
increase  in  hearing,  greater  clearness  of  the  head,  improvement  of 
spirits,  only  the  ringing  in  the  ears  left. 

159.  Observation  by  Hag  en.  Impairment  of  Hearing  and  Tinnitus 
Aurium.  Hypercesthesia  with  Reversal  of  the  Normal  Formula. — A 
female  factory  hand,  aged  17.  Hard  of  hearing  and  suffering  from 
subjective  noises  (roaring,  singing,  tolling,  and  ringing)  for  3  months 
on  both  sides,  left  more  than  right.  No  wax  on  either  side.  Tym- 
panic membrane  opaque ;  no  light  spot.  Eustachian  tubes  clear ;  con- 
duction through  the  bones  equal  on  both  sides.  Eepeater  watch 
heard  at  4  inches  on  the  right,  1  inch  on  the  left.  No  influence  on 
the  fourfold  noise  after  several  weeks  of  otological  treatment.  Galvanic 
examination  gave  the  following  formula  for  both  ears,  the  riaht  re- 
quiring a  stronger  current  that  the  left : — 
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KG  — 
^  KD  — 

KOC    feeble  hissing. 
ACC    loud  hissing. 
ADC  GO  hissing  persistent. 
AO  — 

KD  immediately  improved  the  subjective  sounds.  The  left  ear  then 
treated  with  KD  and  gradual  cessation.  Result :  The  four  sub- 
jective sounds  of  the  left  ear  disappeared,  and  at  the  same  time  com- 
plete quietness  in  the  right  ear,  which  was  not  treated.  Right  ear 
remained  free  permanently ;  in  the  left  the  roaring  first  disappeared  ; 
the  singing,  tolling,  and  ringing  returned  soon  after  the  first  sitting, 
and  were  again  immediately  removed  by  the  KD  treatment,  the 
singing  permanently.  After  the  8th  sitting  the  singing  temporarily 
returned,  to  be  permanently  cured  after  the  17th  sitting.  Hearing 
somewhat  improved ;  KO  reaction  disappeared  from  the  galvanic 
formula,  but  the  normal  not  yet  reached.    The  cure  persisted. 

160.  Observation  by  Moos.  Imiyairmeni  of  Hearing  with  Tinnitus 
Aurium  after  Gerebro-Sinnal  Meningitis. — A  peasant  lad,  aged  21. 
Suffered  from  cerebro-spinal  meningitis  in  1866,  during  which  he  was 
perfectly  deaf ;  subsequent  improvement  in  the  left  ear,  none  in  the 
right;  loud  subjective  sounds  on  both  sides.  Summer  1867:  Com- 
pletely deaf  on  right  side  ;  watch,  carrying  for  6  feet,  heard  at  3  feet 
on  the  left  side,  talking  at  2  paces ;  complete  deafness  for  deep 
notes.  Accurate  examination  showed  integrity  in  the  mechanism  of 
the  auditoi-y  apparatus.  The  greatest  variety  of  otological  treatment 
without  any  result.  Formula  of  simple  hypersesthesia  on  the  left 
ear ;  subjective  noise  deadened  by  AD  ;  after  the  first  sitting  talking 
heard  at  6  paces,  the  watch  at  6  feet.  In  the  right  ear  loud  hissing 
with  KC,  but  no  improvement  on  further  treatment,  while  on  the  left 
side  after  22  sittings  talking  could  be  heard  at  18  paces  and  the  sub- 
jective noises  were  much  moderated. 

From  these  cases  it  may  be  gathered  which  method  of 
treatment  will  succeed  each  time,  and  how  it  may  be  deduced 
from  the  results  of  the  examination.  It  must  be  held  fast  as  a 
general  rule  that  those  stimuli  which  deaden  or  silence  the 
subjective  noise  must  be  brought  to  bear  with  the  greatest  pos- 
sible intensity  and  duration,  whilst,  on  the  other  hand,  those 
which  increase  the  buzzing  must  have  their  stimulating  action 
diminished  as  jnuch  as  possible,  or  even  abolished,  by  cautious 
opening  and  closing  of  the  current.    The  restoration  of  the 
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normal  formula  frequently  takes  place  at  the  same  time  by  the 
encouragement  of  the  weakened  or  absent  stimuli  or  by  the 
evasion  of  those  which  act  too  energetically. 

For  individual  practical  cases  the  procedure  is  simply  as 
follows : — 

In  buzzing  of  the  ears,  combined  with  simple  hyperassthesia, 
which  is  diminished  by  AD  (the  most  frequent  case),  begin  with 
A  at  its  full  strength,  and,  after  AD  has  acted  sufficiently, 
diminish  the  current  very  gradually  and  in  such  small  stages 
(by  means  of  the  rheostat  or  by  lessening  the  number  gf 
cells)  that  all  opening  stimulation  will  be  avoided,  so  that 
there  shall  be  no  sensation  of  opening  and  also  no  buzzing 
during  this  gradual  cessation.  You  must  often  do  this  very 
slowly  and  carefully,  sometimes  going  back  to  a  greater 
strength  of  current,  and  lengthening  the  duration  of  the 
sitting,  before  it  is  possible  to  get  a  cessation  entirely  free  from 
irritation  ;  and  for  this  many  expedients  are  necessary.  If  you 
wish  to  increase  the  action  of  AD  by  a  previous  reversal  of  the 
current,  begin  with  K  at  a  minimum  strength,  let  this  gradually 
increase,  then  rapidly  change  to  AD,  and  then  proceed  as  has 
just  been  described. 

But  if  the  hypersesthesia  is  so  great  that  the  'paradoxical 
reaction,'  the  alternating  combined  ringing  of  the  other  ear,  is 
present,  you  may  lose  in  the  one  ear  what  you  have  just  gained 
in  the  other;  and  for  such  a  case  the  proper  method  is  to 
furnish  both  ears  with  one  divided  electrode  and  then  carry  out 
the  treatment  in  the  way  just  described.  This  may  be  very 
quickly  successful,  and  it  may  also  be  employed  in  double-sided 
simple  hypersesthesia  of  a  moderate  degree. 

But  if  tinnitus  aurium  is  combined  with  hypereesthesia  with 
reversal  of  the  normal  formula  you  will  often  find  that  the 
tinnitus  is  lessened  by  the  action  of  KD,  whilst  it  is  increased 
by  AC  and  AD.  In  that  case  you  must  proceed  in  an  exactly 
opposite  manner,  by  forcing  and  prolonging  the  action  of  KG 
and  KD  as  much  as  possible,  preventing  KO  by  gradual  open- 
ing and  AC  by  cautious  closing  of  the  circuit ;  otherwise  the 
procedure  is  exactly  the  same  as  in  simple  hyperesthesia. 

The  circumstances  become  more  difficult,  however,  if'  other 
anomalies  of  the  normal  formula  ^,re  present,  with  ox  without 
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hypersesthesia,  e.g.  if  all  kinds  of  irritation  are  responded  to  by 
a  sensation  of  sound,  and  the  like.    It  must  then  be  often  left 
to  the  tact  and  good  fortune  of  the  practitioner  to  decide  which 
procedure  will  be  successful  in  the  individual  case.  Systematic 
and  rational  experiments  will  be  the  best.    As  guiding  data 
you  may  hold  fast  to  the  following :  First  endeavour  to  find 
out  what  will  deaden  the  buzzing,  whether  AD  or  KD,  and 
direct  the  treatment  accordingly.    It  may  also  be  of  import- 
ance whether  the  pathological  irritations  have  become  stronger 
fehan  the  normal,  i.e.  whether  a  reversal  of  the  formula  is  near 
or  uot.    In  the  first  case  the  same  treatment  as  in  reversal  of 
the  formula  must  be  preferred ;  in  the  second  the  treatment 
will  be  the  same  as  in  simple  hyperjesthesia.    Finally,  you 
may  try  to  bring  the  auditory  nerves  gradually  back  to  the 
normal  formula  by  regular  galvanic  treatment;  to  overcome 
the  pathological  irritation  and  to  favour  the  normal,  and  so, 
perhaps,  to  obtain  a  favourable  reaction  on  the  nervous  affec- 
tion. 

But  you  must  not,  under  any  circumstances,  allow  your- 
selves to  be  frightened  away  from  one  or  other  method,  or  even 
from  the  continuance  of  your  therapeutical  experiments,  by 
theoretical  considerations,  until  you  have  exhausted  all  avail- 
able iDrocesses.  All  possible  attempts  at  cure  are  permissible ; 
electrotonus  is  not  despotic  even  on  this  its  most  undis- 
puted domain,  and  the  possibility  is  not  so  far-fetched  that 
results  may  gradually  be  attained,  by  means  of  the  cautious 
katalytic  action  of  the  current,  with  changes  of  polarity,  which 
will  be  denied  to  its  direct,  modifying  action.  This  may,  per- 
haps, enable  us  to  understand  the  remarkable  assertion  of 
Benedikt,  that  reversals  of  the  current  are  the  best  treatment 
for  deafness  as  well  as  for  tinnitus. 

These  rules  apply  also  to  all  the  rarer  anomalies  of  reaction, 
which  have  not  yet  been  described,  to  the  very  irregular 
formulEE,  with  tinnitus,  and  also  to  the  cases  in  which  galvanic 
examination  gives  no  definite  result.  In  such  cases,  if  the 
other  otological  methods  have  been  tried  and  have  been  ex- 
hausted, you  may  certainly,  on  the  grounds  of  experience,  try 
even  a  vague  and  apparently  purposeless  electrical  treatment, 
and  carry  it  out  for  some  time  consecutively  and  systematically. 
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I  have  repeatedly  seen  improvement  in  this  way  from  persever- 
ance and  patience.  For  such  patients  I  would  even  consider  a 
trial  of  the  faradic  current  to  be  justifiable,  as  some  observers 
(Schivardi  and  others)  have  reported  remarkable  results  from 
its  use.  Its  therapeutical  action  upon  the  auditory  nerve  itself, 
as  well  as  upon  the  brain,  vasomotor  nerves,  &c.,  is  by  no  means 
to  be  excluded. 

To  say  a  word  as  to  the  technique  of  this  method  of  treat- 
ment, it  requires  in  most  cases  an  unusually  high  degree  of 
exactitude  and  neatness  in  carrying  it  out,  trustworthy  appa- 
ratus, with  skill  and  judgment  in  its  use,  an  exact  knowledge 
of  the  facts  belonging  to  the  subject,  and  a  clear  idea  of 
what  ought  to  be  accomplished.     As  all  these  conditions 
are  very  seldom  combined,  this  may  be  partly  the  reason 
why  many  observers,  and  especially  certain  aurists  who  were 
very  .little  or  not  at  all  conversant  with  electrotherapeutical 
measures,  had  such  very  unsatisfactory  results.     You  will 
find  it  best  to  use  the  '  external  arrangement  of  experiment ' 
(vide  p.  154),  electrode  B  beiag  in  the  oiDposite  hand  or,  less 
advantageously,  at  the  nape  of  the  neck.    Firm  fixation  of  the 
electrodes  is  necessary;  the  reversers  of  the  current  and  all 
parts  of  the  apparatus  must  be  so  arranged  that  unintentional 
interruptions  and  shocks,  may  be  avoided  as  much  as  possible, 
and  very  special  care  must  be  employed  in  making  and  break- 
ing the  current.    This  last  will  often  give  you  a  great  deal  of 
trouble,  for  in  very  great  hypersesthesia  a  very  small  lessening 
of  the  strength  of  the  current  may  induce  sensations  or  buz- 
zing.   Weakening  of  the  current  by  diminishing  the  number 
of  cells,  combined  with  a  diminution  of  the  rheostatic  re- 
sistance (in  the  secondary  coil),  lingering  on  the  lower  degrees 
of  the  current  before  making  it  weaker  still,  sometimes  even  a 
temporary  increase  in  the  strength,  and,  finally,  removing  the 
ear  electrode  by  letting  it  glide  over  the  surface  of  the  hair 
are  the  means  by  which  you  may  generally  succeed  Very 
sensitive  individuals,  in  whom  the  secondary  symptoms  are 
strongly  developed,  must  often  be  accustomed  to  very  weak 
currents  before  passing  on  to  the  stronger  and  only  reallv 
effectual  currents.  ^ 
The  sittings  must  often  be  tolerably  long,  if  success  is  to 
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be  certain — from  5  to  15  or  20  minutes  -and  their  repetition 
must  be  decided  each  time  according  to  circumstances. 

The  results  of  the  electrical  treatment  of  tinnitus  am'ium 
are  very  varied — sometimes  brilliant  and  rapid,  sometimes  only 
coming  on  gradually,  sometimes  failing  altogether.  It  cannot 
yet  be  decided  in  what  proportion  the  successes  stand  to  the 
failures  ;  the  cases  are,  indeed,  too  dissimilar.  In  the  most 
favourable  forms  (simple  hypersesthesia  with  certain  diminu- 
tion of  the  tinnitus  by  AD)  the  course  of  the  case  generally  is 
that  the  buzzing  ceases  after  the  sitting  for  a  quarter  or  half 
an  hour,  or  for  several  hours,  sometimes  even  till  the  next  day. 
It  very  rarely  completely  disappears  after  one  sitting,  although 
even  that  sometimes  happens  (Obs.  157).  As  a  rule  it  returns, 
after  the  time  mentioned,  with  gradually  increasing  strength, 
to  be  again  driven  away  at  the  next  sitting,  and  this  time  for 
somewhat  longer.  Cure  is  thus  gradually  induced.  The  more 
rapidly  the  buzzing  returns  after  the  first  sitting,  the  nearer  it 
comes  to  its  former  intensity,  and  the  more  exactly  it  presents 
the  same  characters  as  before,  the  more  slowly  will  cure  result, 
and  vice  versa.  But,  according  to  the  experience  which  we  have 
got,  all  those  forms  of  tinnitus  which  can  be  entirely  silenced 
by  AD  appear  to  be  curable.  In  the  less  favourable  cases  it  may 
be  a  long  time  before  good  results  are  attained,  a,nd  you  will 
often  have  to  ixy  various  methods  of  treatment  and  many  modi- 
fications of  the  instruments  used  before  you  succeed.  This, 
however,  only  makes  such  cases  the  more  interesting,  although 
the  result  may  not  seem  so  brilliant.  You  must  not  be  afraid 
to  make  a  thorough  trial  of  the  electric  current  even  though 
opposed  by  the  patient,  if  all  other  remedies  have  been  ex- 
hausted. It  has  been  my  repeated  experience  that  buzzing 
in  the  ear  which  was  at  first  not  at  all  amenable  to  the  current 
has  been  improved  and  even  removed  by  galvanic  treatment 
after  a  pause  of  six  months  or  a  year. 

From  the  observations  already  communicated,  it  will  be  seen 
that  nervous  impairment  of  hearing  is  very  often  capable  of 
improvement  by  means  of  the  galvanic  current,  and  that  the 
same  manipulations  which  cause  the  disappearance  of  the  liuz- 
zincT  often  induce  a  very  marked  improvement  lu  the  hearing 
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(vide  Obs.  152,  155,  160).  But  thf^re  are  other  cases  of  deaf- 
ness in  which  tinnitus  is  present,  but  in  which  a  nervous  origin 
is  at  least  highly  probable,  partly  from  the  absence  of  any 
visible  disease  of  the  ear  itself,  partly  from  the  presence  of 
anomalous  galvanic  reaction  formula,  and  partly  from  all  kinds 
of  accompanying  nervous  disturbances.  I  will  adduce  a  few 
examples  of  this. 

161.  Observation  by  Brenner.  Im'pairment  of  Hearing  without 
Perceptible  Anatomical  Changes.  Anomaloios  Galvanic  Reaction. — A 
student,  aged  23.  DiflSculty  of  hearing  for  two  years.  Otological  in- 
vestigation showed  no  anatomical  change.  Watch  tick  heard  on  the 
right  at  5  inches,  on  the  left  at  3.  Talking  heard  at  3  feet,  whisper- 
ing only  when  quite  close.    Galvanic  reaction  formula  : — 

KCK 

KDk  > 

KOk  I 

ACK     I    ringing  sensation  of  a  different  timbre. 

ADk  >  j 

AOk 

The  treatment  had  for  its  object  to  avoid  the  AC  reaction  by  gradual 
closure,  to  strengthen  the  AO  reaction  by  long  continuance  of  the 
current,  to  increase  the  KC  reaction  by  changing  from  A  to  K,  and 
to  avoid  the  KG  reaction  by  gradual  opening.  After  2  months 
watch  heard  on  the  right  at  12,  on  the  left  at  7  inches.  Marked 
improvement  for  speaking,  moderate  speaking  being  heard  at  7  feet 
and  whispering  at  2  feet.  The  pathological  reactions  required  stronger 
curi'ents  to  induce  them,  and  the  normal  reactions  had  become  more 
intense. 

162.  Observation  by  Brenner.  Difficulty  of  Hearing  with  Ana- 
tomical Change.  Torpor  of  the  Auditory  Nerve.  Decided  Improve- 
ment.—A.  widow,  aged  50.  Increasing  difficulty  of  hearing  for  17 
years,  with  severe  buzzing  in  the  ears  and  consequent  depression  of 
spiiits.  Watch  heard  when  close  to  the  ear,  conducted  through  the 
bones  of  the  head.  Tympanic  membrane  slightly  opaque  ;  light  spot 
normal ;  malleus  very  prominent  j  Eustachian  tubes  clear,  kc.  Lono- 
and  persevering  otological  treatment  removed  the  buzzing,  and  im^ 
proved  the  hearing  so  much  in  the  right  ear  that  the  watch  could  be 
heard  at  46  inches  on  that  side,  but  only  at  21-  on  the  left.  Galvani- 
cally  the  right  auditory  nerve  showed  an  almost  normal  formula,  but 
the  left  all  the  signs  of  torpid  reaction  (p.  241).  The  left  ear'wa« 
treated  galvanically,  and  the  irritability  of  the  nerve  sou-ht  to  be 
raised  by  reversals  from  A  to  K.    liesuhj :   * 
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1st  sitting : 
2nd  , 
6th  „ 
9th  „ 
10th  „ 


Hearing  at  2\  in. 


The  signs  of  lowered  irritability  diminished  ;  the  KD  and  AO  re- 
actions appeared.    Treatment  discontinued. 

In  these  and  similar  cases  the  galvanic  current  deserves  a 
trial.  Treatment  must  first  be  directed  to  finding  out  the 
formula  and  its  anomalies,  and  it  consists  in  suitable  endeavoinrs 
to  remove  these  anomalies  and  to  restore  the  formula  to  its 
normal  condition,  as  also  to  lessen  the  torpor  of  the  auditory 
nerve  by  repeated  stimulation  and  to  increase  its  irritabiHty 
by  the  modifying  action  of  the  current.  If  no  anomalies  of  the 
reaction  formula  are  present  the  treatment  must  be  commenced 
and  carried  through  entirely  according  to  general  rules. 

The  attempts  to  improve  congenital  deafness,  and  thereby 
deaf  mutism,  by  electrical  means  have  as  yet  led  to  very 
unsatisfactory  results,  but  a  few  such  observations  occur.  It 
does  not  appear  to  me  necessary  to  say  anything  special  about 
the  methods  to  be  employed. 

The  so  called  Meniere's  disease,  on  the  contrary,  deserves  a 
short  notice  here,  as  it  is  also  to  be  referred  to  a  disease  of  the 
nervous  auditory  apparatus.  The  sudden  deafness,  the  frequent 
tinnitus,  combined  with  severe  dizziness  and  vomiting,  the 
absence  of  any  change  in  the  external  and  middle  ear,  as  well 
as  the  results  of  investigation  in  testing  the  auditory  nerve 
itself,  sufficiently  prove  this.  It  is  not  yet  certain  whether  it 
depends  upon  an  extravasation  of  blood  into  the  labyrinth  or 
upon  inflammation  or  the  like. 

The  galvanic  current  may,  however,  be  tried  for  this  not 
very  hopeful  disease,  whether  it  is  done  in  the  manner  deter- 
mined by  the  reaction  formula  which  may  be  present,  or  accord- 
ing to  the  rules  which  are  suitable  for  the  treatment  of  intra- 
cranial anatomical  processes  generally. 


From  the  foregoing,  gentlemen,  it  will  have  become  evident 
to  you  that  much,  not  little,  may  be  accomplished  in  nervous 
auditory  affections  by  means  of  the  electric  current.  It  must 
strike  us  as  all  the  more  strange  to  see  that  many,  even  pro- 
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minenfc  aurists  judge  the  diagnostic  and  therapeutic  significance 
of  this  valuable  remedy  with  contempt,  and  take  pains  to  ignore 
it,  hardly  granting  it  a  passing  mention  in  their  class  books  and 
handbooks.  These  doctors  may  settle  it  with  their  own  con- 
sciences when  they  withhold  from  their  sorely  tried  patients 
the  rise  of  a  remedy  whose  value  has  been  proved  beyond  a 
doubt  by  numerous  authentic  observations  ;  but  science  will 
pass  over  the  disapproving  vote  of  such  writers,  founded  on 
ignorance  of  the  subject,  and  will  not  allow  itself  to  be  deprived 
by  them  of  its  joy  in  the  well-earned  and  interesting  facts  and 
practical  results. 

Neuroses  of  the  GtUSTatory  Nerves 

are  very  rarely  the  subject  of  special  electrical  treatment.  The 
only  disturbance  of  them  which  now  and  then  comes  to  be  con- 
sidered is  paralysis  of  taste,  ageusis.  This  is  hardly  ever  found 
isolated,  by  itself,  but  very  often  as  a  symptom  of  various 
nervous  diseases,  as  in  lesions  of  the  trigeminus  at  the  base 
of  the  skull,  lesions  of  the  chorda  tympani  in  the  middle  ear, 
rheumatic  and  traumatic  paralysis  of  the  facial,  peripheral 
lesions  of  the  lingual,  or  diseases  of  the  glosso-pharyngeal,  also 
in  certain  cerebral  diseases,  in  hemianfesthesia  with  implication 
of  the  other  organs  of  sense,  and  particularly  often  in  hysterical 
hemian93sthesia. 

You  know  already  that  all  or  most  of  these  lesions  may  also 
be  treated  electrically ;  first  of  all,  then,  the  treatment  of  the 
fundamental  lesion  is  to  be  entered  upon,  according  to  the 
methods  known  to  you,  which  may  be  very  different  for  the 
various  cases  (galvanisation  transversely  and  longitudinally 
through  the  skull,  treatment  of  the  facial  and  trigeminus  paraly- 
sis, &c. ;  vide  previous  lectures). 

Upon  this  the  disturbance  of  taste  will  generally  disappear 
quickly  and  easily,  as  in  rheumatic  facial  paralysis,  provided,  of 
course,  that  it  depends  upon  a  lesion  which  is  curable  in  itself. 
Asa  rule  you  will  not  find  it  necessary  to  proceed  directly 
against  the  ageusis  ;  but  sometimes  it  persists  longer  than  the 
fundamental  affection,  or  it  may  even  remain  permanent. 

If  you  consider  direct  interference  to  be  desirable,  it  seems 
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most  suitable  to  stimulate  the  gustatory  nerves  directly  from 
the  tongue  and  the  buccal  cavity,  preferably  with  the  galvanic 
current.  You  will  stroke  thoroughly  the  whole  of  the  mucous 
membrane  concerned  with  a  small  sponge  electrode  (pharyngeal 
electrode,  p.  487),  or  with  Neumann's  pair  of  electrodes,  consist- 
ing of  knobbed  sounds,  for  a  few  minutes,  and  with  a  strength  of 
current  of  whose  power  to  excite  distinct  sensations  of  taste  you 
have  persuaded  yourself,  either  on  the  healthy  half  of  the 
tongue  of  the  patient  or  on  yourself,  or  which  you  have  deter- 
mined by  the  galvanometer. 


Neuroses  of  the  Olfactory  Nerves 

are  still  more  rare  and  unimportant  than  those  of  the  nerves  of 
taste,  although  they  often  cause  a  much  more  considerable  de- 
rangement of  perception. 

Here  also  diminution  of  the  sense  of  smell,  anosmia,  has 
alone  been  the  subject  of  eleetrotherapeutic  experiments.  It 
occurs  not  very  rarely  by  itself  alone  (from  diseases  of  the  nose 
itself,  lesion  of  the  olfactory  nerves  by  injuries  of  the  skull,  de- 
generation from  senile  processes,  &c.),  but  frequently  also 
combined  with  other  nervous  derangements,  which  are  de- 
pendent on  the  fundamental  affection  (cerebral  tumours,  gun- 
shot wounds  of  the  orbit,  meningitis,  cerebral  haemorrhages, 
hysteria,  &c.)  With  regard  to  the  localisation  of  the  therapeu- 
tical influences  it  may  specially  be  mentioned  that  anosmia  on 
the  left  side  is  often  seen  in  connection  with  right  hemiplegia 
and  aphasia ;  that  anosmia  with  hemiansesthesia  and  impH- 
cation  of  the  other  nerves  of  special  sense  points  to  the  seat  of 
lesion  being  in  the  internal  capsule ;  but  that  the  seat  of 
cortical  anosmia  has  still  to  be  more  accm-ately  defined  (probably 
the  temporal  lobes). 

There  are  some  cases  in  literature  of  successful  electrical 
treatment  of  anosmia.  Duchenne  has  seen  good  results  from 
faradisation  of  the  nasal  mucous  membrane,  chiefly  in  hysterical 
patients.  Barwinkel  treated  three  eases  of  anosmia  which  had 
lasted  for  from  1  to  10  years  (probably  caused  by  catarrh), 
curing  2  cases  and  improving  the  third  after  6  sittings.  His 
method  consisted  in  galvanisation  with  a  weak  current  from  the 


ANOSMIA. 


G65 


nape  of  the  neck  to  the  nasal  mucous  menibrane,  the  catheter- 
shaped  electrode  being  moved  backwards  and  forwards,  especially 
at  the  posterior  part ;  this  caused  characteristic  subjective  sen- 
sations of  smell  and  copious  secretion.  Fieber  also  saw  some 
benefit  from  the  employment  of  the  galvanic  current,  with 
olive-shaped  electrodes,  in  both  nares.  JSTeftel  found  the  sense 
of  smell,  which  had  been  lost  for  20  years,  return  during  the 
galvanic  treatment  of  a  case  of  tinnitus  aurium.  Beard  also 
observed  improvement  in  a  case  from  external  and  internal 
galvanic  treatment  of  the  nose  ;  and  Ferrier  cured,  in  a  few 
weeks,  a  traumatic  anosmia  which  had  lasted  for  years,  by  means 
of  the  galvanic  current  (transversely  through  the  zygomatic 
fossse  or  from  the  root  of  the  nose  to  one  of  the  fossa). 

There  is,  therefore,  no  doubt  that  many  cases  of  anosmia 
may  be  cured  by  electricity.    The  methods  to  be  employed 
are  self-evident.    First  the  fundamental  affection  causing  it 
must  be  attacked ;  then  a  galvanic  treatment  of  the  olfactory 
nerves  themselves  must  be  tried,  with  transverse  passage  of 
the  current  through  the  anterior  part  of  the  temples  or  longi- 
tudinally from  the  root  of  the  nose  to  the  nape,  with  reversals 
of  the  current.    To  this  may  be  added  direct  treatment  pro- 
ceeding from  the  nasal  cavity  itself,  by  means  of  a  thin, 
catheter-shaped,  knobbed  electrode,  isolated  as  far  as  the  point, 
which  is  to  be  passed  into  the  nose  and  moved  backwards  and 
forwards  over  as  much  of  the  mucous  membrane  as  possible, 
especially  towards  the  upper  part ;  this  may  be  done  with  the 
faradic  current  as  well  as  with  the  galvanic  (kathode).  The 
occurrence  of  great  jDaiu  will  generally  give  sufficient  warning 
of  the  current  being  too  strong. 
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XI.  DISEASES  OF  THE  ORGANS  OF  MO- 
TION, OF  THE  GLANDS,  OF  THE 
THORACIC  VISCERA,  AND  OF  THE 
DIGESTIVE  APPARATUS. 

LlTERATTTEE.  The  Muscles. — Senator:  * Krankh.  des  Bewegungsappar.,' 
V.  Ziemssen^s  Hanclb.,  xiii.  1,  p.  99  fF. ;  2nd  edit.  1879. — Froriep:  'Beob. 
lib.  d.  Heilwii'kuDg  d.  Elektricitat.  I.  Die  rbeumatische  Schwiele.'  Weimar, 
1843. — Erb:  '  Galvanotherap.  Mittb.,'  Deutsch.  Arch.  f.  Min.  Med.,  iii. 
p.  345,  1867  (Bbeumatism). — Eunge :  '  Natur  u.  Bebandluug  d.  Hexen- 
schiisses  (Lumbago),'  Deutsch.  Klinik,  1868,  No.  3. — '  Ueb.  den  Anwen- 
duugsmodus  der  Elektr.  bei  Eheumatismen,'  ibid.  1898,  No.  18.— Viv. 
Poors:  'Case  of  Lumbago  Treated  by  tbe  Applic,  of  tbe  Contin.  Galv. 
Current  and  Rbytbmic.  Exercise,  &c.,'  Lancet,  Dec.  27,  1873. — Gubler: 
'  De  la  Cinesialgie,  sp&ial.  dans  le  Diastasis  Musculaire  et  de  sa  Guerison 
InstantanSe  par  la  Farad.  Loc.,'  Journ.  de  Therap.,  1874,  Nos.  18-23. 

The  Joints.—  Senator,  op.  cit. — R.  Remak :  '  Galvanotherapie,'  p.  285  ff. — 
'Deutsch.  Elinik,'  1863,  No.  11.— '  Applicat.  du  Cour.  Const.,etc.,'  p.  31, 1865. 
—  Oberon:  '  DuTraitem.  duRhumatism.  Articul.  Chron.  Primitif,  Generalise 
ou  Progressif  (Rhum.  Noueux),  par  les  Cour.  Cont.  Constants,'  Gaz.  des 
Hop.,  3869,  Nos.  117-124.— Weisflog :  '  Zur  Casuistik  d.  Faradisation,' 
Deutsch.  Arch.  f.  Mm.  Med.,  vii.  p.  183,  1870,  and  ibid,  xviii.  p.  371,  1876. 

 Mor.  Meyer  :  '  Therap.  Erfolge  d.  Galvanis.  d.  Sympathicus,'  Berl.  Min. 

Woch.,  1870,  No.  22. — '  Elektrother.  Erfahrungen  bei  Schussverletzungeu,' 
ibid.  1871,  No.  8.— '  Elektric.  in  ihrer  Anwenduug  u.s.w.,'  3rd  edit.  pp.  219, 
369  tf.  1868.— Althaus:  'On  the  Treatment  of  Rheumatic  Gout  by  the  Aid 
of  the  Constant  Galvanic  Current,'  Brit.  Med.  Journ.,  Sept.  28,  1872.— 
Erdmann:  '  Anwendung  d.  Elektricitat  u.s.w.,'  4th  edit.  p.  303,  1877.— 
Drosdoff:  '  Veriinderungen  d.  Sensibilitat  beim  Gelenkrheumatismus  und 
die  Elektrotherapie  dieser  Krankheit,'  Centralbl.  f.  d.  vied.  Wiss.,  1875,  No. 
17  _Abramovski :  '  Einiges  iiber  d.  Verhalten  d.  acuten  Gelenkrheumat.  z. 
farad.  Strom,'  Berl.  Min.  Woch.,  1876,  Nos.  7  and  8.— F.  Beetz :  '  Ueb. 
Faradisation  bei  I'oly arthritis  rheumatica,'  Deutsch.  Arch.  f.  Min.  Med., 
xviii  p  482,  1876.— A.  Joffiroy :  'Traitement  de  Certaines  Arthropathies 
par  I'Electricite,'  Arch.  Gendr.  d.  MSd.,  Nov.  1881,  pp.  598-604.-Durand- 
Fardel:  'Arthrite  Noueuse  et  sa  PathogiSuie,'  U7iion  Med.,  1881,  No.  118. 
— Seelio-miiller :  'Ueb.  d.  el.  Behandl.  d.  chron.  Gelenkrheum.  u.  andr. 
chron.  Gelmkaihctionen;  Deutsch.  med.  Woch.,  1883,  No.  42.— H.  Bottger  : 
*  J^ehandl.  des  cliron.  Gelenkrlieum.  mit  Elektricitiit.'  Diss.  Halle,  1884. 
The  Glands.— GhwBtQk :  '  Beitr.  z.  d.  katalyt.  Wirkuugen  d.  Eloktnc, 
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Oesterr.  Zeitschr.  f.  praM.  Ileilk.,  1870,  Nos.  11, 12.— Picot :  '  Ilypertropbie 
Ganglionnaire  Cervicale,  etc.,'  Gaz.  des  Hop.,  1870,  No.  50. — Wilhelm  : 
'Die  Zertheilung  der  Driisengescliwiilste  durch  Elektricitat,' Pes^.  med.-chir. 
Presse,  1874,  No.  49. — Seeger :  '  Der  galv.  Strom  als  Kesoi'ptiousmittel,' 
Wim.  Died.  Pr.,  1871,  Nos.  22-25.— Mor.  Meyer:  'Ein  neues  Verfahren 
behufs  Verkleinerung  von  Driisengescliwulsten  durch  den  elektr.  Strom,' 
Berl.  hlin.  Woch.,  1874,  No.  10. — Diem  :  '  Constant.  Strom  u.  Compress,  bei 
indolent,  sympath.  Bubouen,'  Bai/7:  drztl,  Intell.-Bl.,  1882,  No.  22. — 
Chvostek  :  '  Die  Struma,'  Oesterr.  Zeitschr.  f.  pr.  Heilk.,  1S69,  Nos.  51,  52. 
— Chvostek :  '  Eine  Methode  zur  Faradis.  d.  Milz  bei  Lebenden  u.s.w.,' 
Wien.  med.  Pr.,  1870,  Nos.  7,  8,  10,  16,  17,  34,  and  41.—'  Ueb.  d.  Einfiuss 
d.  elektr.  Stroms  auf  Milztumoren,'  Wien.  med.  Blatter,  1879,  Nos.  2-5. — 
Botkin  :  '  Die  Oontractilitat  d.  Milz.'  Berlin,  1874.-^Elias  :  '  Zur  Elelrtro- 
ther.  d.  Leukamie,'  Deutsch.  Klin.,  1875,  No.  5. — Skorczewsky  :  '  Ueb.  d. 
Einfluss  d.  Faradisation  d.  Milzgegend  auf  d.  Milztumoren  u.  d.  Intermittens- 
parosysmen,'  Wien.  med.  Woch.,  1876,  Nos.  21-23, 29-31.— Mader  :  'Febris 
intermittens;  Verkleinerung  d.  grossen  Milztumors  durch  Faradisat.  d. 
Milzgegend,'  Wien.  med.  Pr.,  1880,  No.  46. 

The  Thoracic  Viscera. — Bastings  :  '  Die  Lungenschwindsucht  und  ihre 
Heilung  durch  Elektricitiit.'  Erlangen,  1866. — '  Guerison  d'un  Oas  Grave  de 
Phthisie,  etc.,  par  Electrisat.  Method,  des  Muscles  d.  la  Respiration,'  Journ. 
d.  Med.  d.  Brux.,  1879.— C.  Schwalbe :  '  Elektrother.  Beitriige,'  Virch. 
Arch.,  Ixiii.  p.  402,  1875. — Caspar! :  '  Der  Batteriestrom  als  Heilmittel 
gegen  Asthma  nervosum,'  Wie^i.  med.  Woch.,  1868,  No.  21. — Brenner: 
'  Unters.  u.  Beobacht.,'  ii.  p.  84. — Neftel :  '  Galvauotherapeutics,'  chap.  iv. 
p.  128.  New  York,  1871. — Schaeffer:  'Asthma  u.  seine  Behandlung,' 
Deutsch.  med.  Woch.,  1879,  Nos.  32,  33.— Schmitz  :  '  Zur  Behandlung  des 
Asthma  mit  Elektricitat,'  ibid.  1880,  No.  47.— M.  Bresgen :  '  Das  Asthma 
bronchiale  und  seine  Beziehungen  zum  chronischen  Nasenkatarrh  u.s.w.,' 
Volkmann's  iSa^nml.  Min.  Vortr.,  1882,  No.  216.— E.  Flies:  '  Beob.  iiber  d, 
Einfluss  d.  const,  galv.  Stroms  auf  d.  krankhaft  vermehrten  u.  verstarkten 
Herzimpuls,'  Bej-l.  klin.  Woch.,  1865,  No.  26.— V.  Ziemssen:  'Ueb.  d. 
mechan.  u.  elektr.  Erregbarkeit  d.  Herzens  u.  d.  Nerv.  phrenic.,'  Deutsch. 
Arch.f.  klin.  Metl,  xxx.  1882. 

The  Digestive  Apparatus. — Leube :  '  Krankh.  d.  Magens  u.  Darms,'  V. 
Ziemssen's  Hnndb.  d.  spec.  Path.,  vii.  2,  2nd  edit.  1878.— Fred.  D.  Lente : 
'  On  the  Treatment  of  Vomiting  by  Electricity,'  Arch,  of  Electrol.  and 
Neurol,  i.  p.  193,  1874.— Semmola :  '  L'Elettricita  nel  Vomito  Nervoso,' 
Gaz.  Med.  Ital.  Lombard.,  1878,  No.  6.— Popper :  '  Heilung  d.  Erbrechens 
d.  Elektricitiit,'  Oesterr.  Zeitschr.  f.  prakt.  Ileilk.,  1 864,  No.  43.— Leube  : 
'  Ueb.  Nervose  Dyspepsie,'  Deutsch.  Arch.f.  klin.  Med.,  xxiii.  p.  98,  1878.— 
F.  Piichter :  '  Ueber  nervose  Dyspepsie  u.  nerv.  Enteropathie,'  Berl.  klin. 
Woch.,  1882,  Nos.  13,  14.— Beard  and  Rockwell :  '  General  Electrisation  in 
Dyspepsia,'  Philad.  Med.  Sury.  Report.,  1868,  No.  20.—'  Treatise  ol  the 
Medical,  &c.,' 1871,  p.  470.— Stein :  'Die  farad.  Behandlung  der  Obstipa- 
tion u.  d.  nervosen  Enteropathie,'  Centrntbl.  f  Nervcnheilk.  u.s.w.,  1882, 
No.  9.— R.  Burkart :  '  Zur  Patholog.  d._Neurasthenia  gastrica  (Dyspepsk 


6G8 


ELECTROTIIERAPE  UTICS. 


nervosa).'  Bonn,  1882.— Fiirstuer  :  '  Ueb.  die  Auwendung  d.  Indiictionsstr. 
bei  gewissen  Formen  d.  Magenerweiteriing/  Berl.  klin.  Woch.,  1876,  No.  11. 
— Oka  and  Harada :  '  Behandlung  verschiedener  Formen  d.  Magener- 
weiterung  durch  d.  Inductionsstrom,'  ibid.  1876,  No.  44.— Neftel :  'Die 
Behandl.  d.  Magenektasie  beiin  chron.  Magenkatarrh,'  Centralbl.  f.  d.  med. 
Wiss.,  1876,  No.  21.— De  Watteville :  'Ueber  Galvano-Faradisatioii,' 
Neurol.  Centralbl.,  1882,  No.  12.— Bald.  Bocci :  '  Elettr.  nello  Stomaco  dell' 
Anim.  et  dell'  Uomo  e  Gastre  Elettrodi  etc.,'  Lo  Sperim.,  1«81,  p.  561.— 
Fubini:  '  EinB  uss  d.  elektr.  Inductionsstr.,  dea  Kocbsalzes  u.s.w.  auf  d, 
Geschwindigkeit  d.  Bewegungea  des  Diinndarois.' — '  Centralbl.  f.  d.  med. 
Wiss.,'  1882,  No.  33. — Tripier:  'Faradisation  Abdoaiiuo-Heetale :  R^ta- 
blissement  du  Cours  des  Matieres/  Gaz.  des  Hop.,  1866,  No.  1. — ^Hofmanu  : 
'Beitr.  z.  Elektrotherapie,'  Betz'  Memorabil.,  1869,  No.  8,  Beob.  4.— 
Benedikt :  '  Uuber  d.  elektr.  Behandl.  d.  Obstipation,'  Allg.  Wien.  med. 
Zeit.,  1870,  No.  33.— R.  Wharton  :  '  Intestinal  Obstruction :  Great  Relief 
from  the  Use  of  the  Galv.  Battery ;  Recovery,'  Philad.  Med.  Tunes,  1876, 
April  1. — Mancini :  '  Due  Casi  di  Occlus.  In  test,  guariti  merce  la  Corr. 
ludotta,'  II  Raccoglit.  Med.,  1876,  No.  17. — Santopadre :  '  Nuovo  Caso 
d'Occlus.  Intestin.  guarito  merce  la  Corr.  Ind.,'  ibid.  1876,  No.  10.- — 
Curci :  '  L'Elettricitacontro  la  Paralisi  e  la  Paresi  Intestinale,'  ibid.  July  30, 
1877. — Mario  Giommi :  '  Di  uu  Caso  di  Ostruzione  Intestinale  guarito  coll' 
Applic.  della  Corr.  Indotta,'  ibid.  Nov.  20,  1875.— V.  Basch  :  '  Ein  Fall  von 
Syncope  nach  Faradisat.  der  Baiichdecken,'  Wien.  med.  EL,  1878,  No.  12. — 
Choiiet :  '  Il§us  cousecut.  a  uu  Traum.  du  Ventre,  sans  Obstruct.  Intestin. : 
Gu^rison  par  I'Electricite,'  Gaz.  Hebdom.,  1878,  No.  9. — Bucquoy :  '  Con- 
sider, Prat,  sur  le  Trait,  de  I'lnvagiuat.  Intest.,  etc.,' Jbww.  de  Therap.,  1878, 
Nos.  4,  5. — Salv.  Scarpari :  '  L'Elettr.  nella  Coprostasi  di  Atouia  Intest.,' 
Ann.  Univ.,  p.  27,  Feb.  1881.— C.  G.  Rothe  :  '  Elektr.  bei  CoUca  Saturuina,' 
Betz'  Memorab.,  1880,  No.  8. — Ballouhey :  '  De  I'Electricite  appliqu^e  au 
Trait,  de  TOcclusion  Intestinale.'  These.  Paris,  1880. — Blackwood :  '  A 
Simple  Galvan.  Element  for  the  Treatment  of  Constipation,'  Philad.  Med. 
Sury.  Re}).,  Feb.  25,  1882. — Steiuitz  :  '  Die  Anwendung  des  Inductions- 
stroms  bei  chron.  Magenkatarrh  u.s.w.,'  Eresl.  iirztl.  Zeit&chr.,  1882,  No.  13. 
— Boudet  (,de  Paris)  :  '  Du  Traitement  de  I'Occlusion  Intestin.  par  I'Electr.,' 
Rr ogres  Med.,  1885,  No.  67.— Rapin:  'Cas  d'Occlus.  Intest.  traits  avec 
succes  par  I'Electr.,'  Rev.  Med.  d.  I.  Suisse,  v.  p.  288,  1885.— Ilimerfautli : 
'  Ueb.  d.  habituelle  Obstipation  u.  ilire  Behandl.  mit  Elektr.,  Massage  uud 
Wasser.'    Wiesbaden,  1885. 

Solfanelli :  '  Ascite  curato  col  Metodo  latro-elettrico,'  Gaz.  Med.  Ral. 
Lomb.,  1866,  No.  13.— Alvarenga :  'Ascite  con  Anasarca  (INIorb.  Bright.) 
guarita  coll'  Elettricita,'  Gaz.  Med.  de  Lisbon  (vide  Virchow-Ilirscli, '  .Tahrcs- 
ber.'  for  1867,  i.  p.  521).— Glax  :  '  Ueb.  d.  Eiufluss  d.  Faradisat.  der  Bauch- 
rauscidat.  auf  Resorption  u.  Haruausscheidung,'  Dcutsch.  Arch.  f.  klm. 
Med.,  xxii.  p.  611,  1878.— K.  Limberg  and  W.  F.  Sigrist:  'Fiille  von 
Ileilung  des  Ascites  durch  den  farad.  Strom,'  Rctersb.  med.  Woch.,  1879, 
p.  435,  and  1880,  No.  18.— Popow :  'Faradisat.  d.  Unterleibs  b.  Ascites,' 
Centralbl./.  Nervenhiilk.  u.s.w.,  1880,  No.  14. 
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LECTUEE  XXXV. 

Diseases  of  the  Organs  of  Motion — Muscular  Eheumatism — Its  Varieties  and 
Character — Different  Forms  of  Treatment — Results — Articular  Affections 
— Introduction  —  Acute  Articular  Inflammations — •  Traumatic  and  Otber 
Forms— Polyarthritis  Rheumatica — Chronic  Inflammation  of  the  Joints — 
1,  Chronic  Monoarticular  Rheumatism — 2,  Chronic  Polyarticular  Rheu- 
matism— 3,  Arthritis  Deformans — 4,  Stiffness  and  Ankylosis  of  the  Joints 
— Diseases  of  the  Glandular  Organs — Lymphatic  Glandular  Tumoiu-s — • 
Struma — Splenic  Tumours — Diseases  of  the  Thoracic  Organs — Nervous 
Asthma — Nervous  Palpitation — Cardiac  Debility  and  Irregularity. 

In  this  section  I  have  to  discuss  a  series  of  diseases  in  which 
also  the  electric  current  occasionally  shows  very  remarkable 
curative  action.  These  are  numerous  organic  disorders,  partly 
nervous,  partly  not  nervous  in  character,  some  of  them  of  great 
practical  importance  and  of  high  scientific  and  therapeutic 
interest ;  some  of  less  significance,  but  still  worthy  of  mention 
here,  were  it  only  to  give  you  as  complete  a  picture  as  possible 
of  the  curative  sphere  of  the  electric  current  in  internal  thera- 
peutics. In  doing  so  we  shall,  indeed,  come  sometimes  upon 
the  limits  of  its  action. 
I  begin  with 

Diseases  of  the  Organs  of  Motion. 

The  active  organs  of  motion,  the  muscles,  have  already  oc- 
cupied us  so  long  that  there  is  not  much  more  left  to  say  of 
them  here.  In  particular  I  haVe  already  discussed  at  length 
the  different  varieties  of  atrophy  and  degeneration  and  also 
hypertrophy  of  the  muscles  (vide  Lecture  XXII,,  p.  437,  and 
Lecture  XXV.,  p.  504).  We  have  here  only  to  mention  a  very 
frequent  and  painful  affection,  which  is  generally  known  under 
the  name  of  muscular  rheumatism,  and  in  which  electrical 
treatment  has  usually  very  beneficial  results.  Muscular  rheu- 
matism occurs,  as  everyone  knows,  in  a  great  variety  of  forms 
and  in  all  possible  muscles  of  the  body,  and  is  named  accord- 
ingly in  different  ways ;  it  is  best  to  include  all  under  the 
general  name  of  myalgia.  We  can  then  differentiate  rheu- 
matism of  the  lumbar  muscles  as  lumbago,  of  the  cervical 
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muscles  as  torticollis  or  caput  obstipum,  of  the  thoracic 
muscles  as  myalgia  pectoralis  or  pleurodynia,  and  so  on. 

All  these  varieties  occur  frequently,  are  generally  referred 
by  patients  to  a  chill  or  to  a  sudden  strain  or  jerk  of  the 
muscles,  and  are  in  all  cases  very  painful  and  often  extremely 
obstinate,  defying  treatment  sometimes  for  months  and  even 
years. 

We  are  still  quite  in  the  dark  as  to  the  true  nature  of  these 
affections. .  It  is  certainly  only  in  the  rarest  cases  that  serious 
lesions  can  be  present,  and  the  famous  '  rheumatic  callus '  must 
be  only  an  anatomical  curiosity,  having,  doubtless,  very  little 
to  do  with  what  we  call  myalgia  rheumatica.  We  assume  that 
in  some  cases  the  lesion  consists  in  slight  and  very  temporary 
disturbances  of  circulation,  in  hypersemia,  in  fugitive  inflam- 
mations with  serous  and  other  exudations ;  and  in  another 
class  of  cases  in  circumscribed  rupture  of  a  few  muscular  fasci- 
culi with  its  consequences,  or  sometimes  in  neuritic  or  neuralgic 
affections  of  sensory  nerve  twigs  in  the  muscles,  muscular 
sheaths,  or  fascise.  Lastly,  in  many  cases  there  is  a  direct 
transition  to  tonic  cramp  of  the  muscles,  which  might  equally 
well  be  called  rheumatic  contraction.  In  this  uncertainty 
with  regard  to  our  pathological  views,  it  is  of  course  imprac- 
ticable to  commit  ourselves  to  theoretical  discussions  as  to 
the  proper  treatment.  This  will  come  of  itself  in  discussing 
the  different  affections,  and  I  shall,  therefore,  proceed  at  once 
to  sketch  out  the  customary  and  effective  forms  of  treatment, 
of  which  we  may  employ  three. 

The  first  is  the  application  of  the  faradic  brush  to  the 
skin  over  the  painful  muscles,  with  a  strong  current,  for  a  few 
minutes,  until  intense  redness  is  produced,  when  the  pains 
often  disappear  as  if  blown  away.  This  can  be  repeated 
several  times  a  day  if  necessary. 

The  second  method  is  the  powerful  faradisation  of  the 
affected  muscles  themselves,  recommended  by  Runge  and 
Gubler,  the  current  being  strong  enough  to  induce  very  severe 
and  exhausting  contractions.  For  application  to  the  dorsal 
muscles  larger  electrodes  ('medium-sized')  must  be  used, 
both  being  placed  on  the  muscle,  and  the  current  should  be 
increased  and  diminished  several  times  in  one  sitting,  which 
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may  last  5  or  10  minutes.  This  proceeding  is  disagreeable, 
because  the  contraction  of  the  affected  muscles  is  in  itself  very 
painful,  but  the  pain  usually  diminishes  after  a  few  such 
movements,  the  subsequent  contractions  are  more  bearable,  and 
by  the  end  of  the  sitting  there  is  g'enerally  a  marked  improve- 
ment. 

The  third  method,  galvanic  treatment,  is  much  less  severe 
and  is  equally  efficacious,  in  many  cases  even  more  so.  It  con- 
sists in  the  application  of  the  anode  over  the  specially  painful 
spot,  whilst  the  kathode  is  placed  either  directly  opposite,  on 
some  indifferent  point,  or  on  several  points  consecutively  in  a 
ring  round  the  anode  (Eemak's  '  circular  currents  '  ).  For  this 
purpose  a  stabile  current  of  considerable  strength  (40°  to  55°  N 
defl.  or  20  to  40  ma.)  must  be  employed  for  some  minutes, 
and  at  the  end  some  interruptions  and  reversals  of  the  current 
should  be  made,  to  induce  powerful  contractions  of  the  muscle. 
Eelief  usually  follows  at  once,  and  the  proceeding  may  be  re- 
peated 2  or  3  times  (duration  of  the  entire  sitting  5  to  15 
minutes)  until  the  pain  has  quite  disappeared. 

Poore  recommends  the  combination  of  some  kind  of  gym- 
nastics (energetic  active  contractions)  with  this  galvanic  treat- 
ment ;  and  Eunge,  indeed,  recommends  this  alone  as  sufficient 
in  many  cases;  but  it  would  not  be  very  agreeable  to  the 
patient. 

The  results  of  all  these  methods  are  usually  extremely 
brilliant,  and  the  cure  of  muscular  rheumatism  certainly  be- 
longs to  the  most  hopeful  province  of  electrotherapeutics.  Con- 
siderable relief,  often  complete  disappearance  of  the  pain  and 
stiffness,  is  experienced  immediately  after  the  treatment,  not 
only  in  recent  cases,  but  also,  as  I  have  found,  in  very  obsti- 
nate cases  of  many  months'  standing.  Indeed,  I  have  seen 
immediate  relief  from  the  use  of  the  galvanic  current  even  in 
cases  of  acute  febrile  myalgia,  but  from  2  to  10  or  even  more 
applications  are  generally  necessary  in  order  to  bring  about 
this  result. 

Frequent  and  manifold  are  the  attempts  which  have  been 
made  to  cure  joint  affections  by  means  of  electricity.  Froriep 
battled  successfully  against  the  various  forms  of  articular  rheu- 
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matism  with  his  rotation  apparatus,  and  Cahen  later  apparently 
cured  an  arthritis  defovmaus  by  prolonged  treatment  with  the 
induced  current.  E.  Eemak  then  made  his  first  successful  ex- 
periments on  the  katalytie  action  of  the  galvanic  current  in 
articular  rheumatism,  in  acute,  subacute,  and  chronic,  traumatic 
and  rheumatic  articular  inflammation,  and  thereby  vindicated 
for  the  current  a  very  high  efficiency.  Weisflog,  on  the  other 
hand,  has  brought  the  antiphlogistic  action  of  the  faradic 
current  in  inflammation  of  the  joints  into  the  foreground,  and 
in  recent  times  series  of  favourable  results  from  the  application 
of  the  faradic  current  even  in  typical  acute  articular  rheumatism 
have  been  published.  Altogether,  however,  there  have  been  only 
isolated  observations  and  unsystematic  accounts ;  there  has 
not  yet  been  anything  like  a  regular  or  general  recognition  of  the 
beneficial  effect  of  the  electric  current  in  joint  affections. 

We  shall  consider  here  principally  the  various  forms  of  in- 
flammation of  the  joints,  and  it  seems  convenient  to  discuss 
the  acute  and  chronic  varieties  separately. 


Acute  Articular  Inflammation. 

Whilst  some,  like  Joffroy  in  recent  times,  decry  altogether 
the  employment  of  electricity  in  acute  inflammation  of  the 
joints,  and  others,  like  Weisflog,  declare  it  to  be  impracticable 
and  even  hurtful,  at  least  in  all  rheumatic  inflammations,  both 
the  galvanic  and  faradic  currents  are  recommended  by  others 
as  applicable,  and  even  in  a  very  great  degree  useful. 

The  usefulness  of  electricity  in  acute  traumatic  inflamma- 
tions, dislocation  and  its  sequences,  is  certainly  indubitable; 
Eemak  has  obtained  favourable  results  in  such  cases  with  gal- 
vanic, and  Weisflog  with  faradic  currents.  The  swelling,  heat, 
and  pain  in  the  joints  generally  diminish  rapidly  after  the 
sitting,  the  mobility  increases,  and  a  regular  continuation  of 
the  treatment  soon  effects  a  cure.  This  treatment  wiU  be 
considerably  assisted  by  skilful  massage. 

Eemak  has  obtained  very  good  results  in  spontaneous,  rheu- 
matic, and  symptomatic  inflammations,  and  Weisflog  recognises 
them  as  subjects  for  faradic  treatment,  so  that  further  electro- 
therapeutic  experiments  are  much  to  be  desired  in  all  these 
forms  of  disease. 
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The  treatment  employed  by  Remak,  and  the  one  which  is 
most  to  be  recommended,  consists  in  the  passage  of  a  rather 
strong,  stabile,  galvanic  current  through  the  joint,  with  alter- 
nation of  the  poles,  but  with  a  preponderating  action  of  the 
anode,  especially  so  long  as  the  pain  is  great.  This  should  be 
followed  at  the  end  of  the  sitting  by  some  interruptions  of  the 
current,  and  by  labile  currents  through  the  neighbouring 
muscles  and  along  the  course  of  the  nearest  blood  vessels  and 
lymphatics,  whereby  the  circulation  is  promoted  in  all  the 
tissues.    The  sitting  should  last  from  10  to  20  minutes. 

The  method  of  faradic  treatment  employed  and  chiefly 
recommended  by  Weisflog  consists  in  passing  a  strong  faradic 
current  through  the  joint  several  times  a  day  for  periods 
varying  from  \  to  1  hour,  with  large,  moist  electrodes,  or  by 
means  of  the  local  electric  bath.  Weisflog  lets  the  current  be 
applied  in  this  way,  by  the  patient  himself,  between  6  and  10 
times  in  the  24  hours,  day  and  night ;  he  reports  very  good 

It  is  different  with  the  real  acute  articular  rheumatism, 
polyarthritis  rheumatica  acuta.  In  it  Weisflog  condemns  all 
attempts  with  the  faradic  current  as  hurtful.  Eemak  has  had 
too  little  experience  of  his  own,  but  is  inclined  to  ascribe  a 
decidedly  good  effect  to  the  galvanic  current  in  acute  febrile 
rheumatism,  both  on  the  local  manifestations  and  on  the  fever 
and  general  dyscrasia,  in  so  far  as  they  proceed  from  and  are 
kept  up  by  the  local  affection;  and  he  has  been  specially 
fortunate  m  treating  the  subsequent  local  lesions,  pain,  stiffness 
muscular  weakness,  &c.  ' 

Recently,  however,  Drosdoff  has  made  surprising  communi- 
cations from  Botkin's  clinic  on  the  relations  of  acute  rheu- 
matism to  the  galvanic  current,  which  must  lead  to  further 
investigations.  Drosdoff  found,  in  the  first  place,  the  sensitive- 
ness to  the  faradic  current  (with  moist  electrodes)  very  much 
lowered  in  the  affected  joints  ; '  but,  besides  that,  he  found 
that  faradisation  for  5  to  10  minutes  with  a  powerful  current 
reduced  the  increased  temperature  of  the  joint  to  normal 
moderated  the  pain  for  some  hours,  and  by  daily  repetition 
brought  about  a  short  and  uncomplicated  course  of  the  whole 

'  Weisflog  found  the  same  in  other  forms  of  articular  inflamnmtiou. 

X  X 
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illness.  These  results  have  been  fully  confirmed  in  all  es- 
sential points  by  Eeetz  in  von  Ziemssen's  clinic  ;  he  also 
found  a  remarkable  diminution  of  the  pain,  greater  mobility 
of  the  joint,  and  shortening  of  the  whole  illness  from  a  fara- 
disation of  5  or  10  minutes.  He  regards  the  faradic  current  as 
a  valuable  and  trustworthy  palliative,  which  may  be  advanta- 
geously combined  with  other  remedies.  Abramovski  observed 
the  same  results — diminution  of  the  pain  for  several  hours, 
permanent  improvement  after  a  few  sittings — from  the  employ- 
ment of  the  faradic  brush  over  the  joints  for  10  or  15  minutes 
daily,  but  could  not  find  any  analgesia,  at  least  of  the  skin,  to 
result  from  it. 

As  we  have  found  a  brilliant  and  seldom  failing  remedy  for 
acute  articular  rheumatism  in  the  salicylic  acid  treatment,  you 
will  have  little  desire  or  inducement  to  try  the  tedious  and 
troublesome  methods  of  galvanism  and  faradisation.  But  as 
there  are  always  isolated  cases,  in  which  the  treatment  with 
salicylic  and  benzoic  acids  fails,  in  which  even  the  subcutaneous 
injection  of  carbolic  acid  into  the  neighbourhood  of  the  joint  is 
not  effectual  in  subduing  the  pain,  you  will  turn  now  and  then 
to  the  electric  current  in  acute  rheumatism,  and  will  find  it  at 
least  a  tolerably  sure  and  easily  applied  palliative,  in  combina- 
tion with  internal  treatment.  The  faradic  treatment,  either 
with  moist  electrodes  or  with  the  brush,  should,  I  consider,  be 
first  tried,  each  joint  being  treated  once  or  twice  a  day  for  5  or 
10  minutes  ;  and  afterwai-ds  the  galvanic  current  may  be  em- 
ployed, either  alone  or  alternately  with  the  faradic. 

In  any  case  it  would  be  very  desirable,  both  on  theoretical 
grounds  and  for  the  better  knowledge  of  the  katalytic  actions 
of  the  electric  current,  if  it  could  be  tested  in  a  more  extensive 
and  systematic  manner  in  these  acute  aorticulaj:  affections. 

Chronic  Articular  Inflammations. 

Among  joint  affections  these  are  indeed  the  special  sphere 
for  electricity ;  because  the  ordinary  treatment  fails  much 
oftener  here,  the  disease  drags  on  for  years,  and  there  is,  there- 
fore, abundant  room  for  an  attempt  with  the  electric  current. 
Here  also  it  is  those  forms  in  which  the  tissues  around  tlie 
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joint  are  principally  affected,  and  in  which  deeper  degene- 
rative metamorphosis  of  cartilage  and  bone  is  absent,  which  are 
suitable  for  this  treatment.  It  will  be  advisable  to  distinguish 
between  the  different  varieties. 

1.  Monoarticular  chronic  rheumatism  is  a  tolerably  fre- 
quent affection,  which  may  be  localised  in  different  joints,  but 
which  occurs  most  frequently  in  the  shoulder  and  the  knee, 
then  in  the  elbow  and  the  ankle,  &c.  It  is  sometimes  associated 
with  copious  exudation  of  fluid  (hydrarthros),  but  can  often  be 
recognised  only  by  thickening  of  the  tissues,  stiffness  and  great 
pain  on  movement,  roughness  and  creaking  in  the  joint,  and 
the  like ;  very  commonly  combined  with  considerable  secondary 
atrophy  of  the  muscles,  most  frequent  and  marked  in  the 
deltoid  and  quadriceps  femoris.  It  occurs  in  consequence  of 
injury,  or  from  chill,  gonorrhoea,  &c.,  also  spontaneously  and 
from  scrofulous  causes  (tumor  albus) ;  and  it  is  generally  a 
very  obstinate  affection,  treated  in  vain  by  the  usual  surgical 
means  (firm  bandaging,  iodine,  massage,  baths,  &c.) 

This  joint  affection  is  certainly  one  of  the  most  favourable 
varieties  for  electric  treatment  ;  and  the  reports  of  former 
authors  (Froriep,  Meyer,  E.  Eemak,  Weisflog,  and  others)  on 
the  results  of  galvanism  and  faradisation  have  been  confirmed 
by  E.  Eemak  and  by  myself. 

The  most  suitable  methods  of  treatment  are  the  follow- 
ing:— 

Galvanic:  as  what  is  wanted  here  is  the  katalytic  action 
stabile  currents,  sent  in  all  directions  through  the  middle  of  the 
joint,  are  in  the  first  place  to  be  recommended,  and  frequent 
reversal  of  the  current  will  increase  the  effect.  In  more  recent 
cases  weaker  currents  and  a  predominance  of  the  anode  are  to 
be  preferred  ;  in  older  cases  stronger  currents  and  the  energetic 
use  of  the  kathode.  Besides  this,  a  closing  application  of  a 
labile  current  to  the  neighbouring  muscles,  vessels,  and  lym- 
phatics seems  to  be  very  useful.  The  sitting  should  last  from 
5  to  20  minutes. 

Seeligmiiller  has  recently  recommended  a  method  with 
which  he  has  achieved  beneficial  and  rapid  results  even  in  severe 
and  obstmate  cases.    It  consists  in  the  application  of  the  aal 
vanic  (K)  brush  to  the  skin  in  the  line  of  the  joint,  and  passing 
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it  along  in  such  a  way  that  it  shall  rest  from  I  to  10  seconds  on 
each  spot,  so  as  to  cause  a  small  eschar.  The  current  must 
he  powerful,  and  the  method  is,  therefore,  very  painful ;  but 
its  results  seem  to  be  most  satisfactory,  as  is  proved  by  the 
communications  of  Bottger. 

The  faradic  current  can  be  applied  by  means  of  moist  elec- 
trodes or  suitably  arranged  local  baths ;  the  current  should  be 
tolerably  strong,  and  the  sittings  should  last  from  10  to  15 
minutes.  According  to  Weisflog,  there  ought  to  be  several 
sittings  in  the  day,  each  lasting  from  ^  to  1  hour. 

The  faradic  brush  may  also  be  employed,  especially  where 
an  energetic  determination  to  the  skin,  in  the  neighbourhood  of 
the  joint,  is  desired,  or  where  great  pain  in  the  joint  indicates 
its  use. 

For  the  secondary  muscular  atrophy  either  labile  galvanic 
currents,  KC  and  changes  of  polarity,  regular  faradisation  of 
the  muscles,  or,  finally,  the  weak  continuous  galvanic  current 
so  strongly  recommended  by  Le  Fort  and  Valtat  (vide  supra 
and  Lecture  XXV.,  p.  506)  may  be  employed. 

2.  Polyarticular  chronic  rheumatism  is  often  nothing  more 
than  a  reduplicated  form  of  the  affection  just  considered,  or  it 
may  develope  as  a  sequela  of  a  specific  acute  articular  rheu- 
matism. It  is,  under  all  circumstances,  a  troublesome  and 
obstinate  affection,  in  which,  however,  electricity  sometimes 
proves  useful,  as  the  observations  of  Erdmaun  and  others  show. 

The  treatment  is  carried  oat  in  the  very  same  way  as  in  the 
former  variety,  only  that  here  the  application  must  be  made  to 
each  joint  separately.  Mixed  treatment,  as  employed  by 
Erdmann  in  his  case  (faradic  brush,  faradisation,  and  galvanisa- 
tion of  the  joints  and  muscles),  will  perhaps  attain  the  desii-ed 

end  more  quickly. 

3.  Arthritis  deformans,  or  rheumatismus  nodosus,  is  one 
of  the  worst  of  the  forms  we  have  here  to  consider,  and  it 
usually  resists  the  electric  current  as  obstinately  as  it  does 
all  other  treatment.  Opinions  are  divided  as  to  its  nature ; 
there  are  probably  several  forms,  one  occurring  chiefly  in  the 
larger  joints  and  in  the  spine,  belonging  to  later  life  (malum 
senile),  another  affecting  principally  the  small  joints  of  the 
fingers  and  toes,  and  beginning  in  middle  life,  from  rheumatic 
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causes  (arthritis  pauperum ;)  and,  lastly,  probably  another  form, 
trophoneurotic  in  origin,  which  must,  therefore,  be  regarded 
as  a  neurosis.  The  results  which  Eemak,  Meyer,  and  others 
have  seen  from  the  galvanic  treatment  of  the  sympathetic  and 
of  the  spinal  cord  in  this  affection  serve,  as  much  as  anything 
else,  to  support  the  view  of  its  nervous  origin. 

The  disease  always  lasts  for  years,  and  generally  for  a  whole 
lifetime,  runs  its  course  with  the  formation  of  nodules  and 
deformities  of  the  joints,  acute  pain,  secondary  muscular  atrophy, 
and  general  feebleness,  and  changes  the  individuals  affected  to 
incapable  and  extremely  helpless  creatures. 

Cahen's  case,  treated  faradically  and  cured  in  six  months, 
belongs  to  this  category ;  Eemak  reports  good  results  from 
galvanic  treatment  (especially  in  the  form  of  diplegic  excitation) ; 
Moritz  Meyer  has  cured  several  cases  by  galvanisatiou  of  the 
sympathetic ;  and  Althaus  saw  satisfactory  results  from  the 
galvanic  treatment  of  the  back  and  of  the  joints  themselves. 
The  results  related  by  Cheron,  who  claims  to  have  treated 
successfully  all  possible  incurable  diseases,  are  so  brilliant  that 
they  seem  scarcely  credible  ;  he  acts,  locally  only,  upon  the 
joints,  muscles,  and  nerves  with  powerful  stabile  galvanic 
currents  for  10  or  20  minutes  at  a  time.  Joffroy  has  seen  only 
moderate  results,  and  Weisflog  looks  on  faradisation  not  as  a 
cure  for  this  form,  but  at  the  most  as  a  temporary  palliative. 
I  have  myself  treated  a  whole  series  of  cases,  almost  always 
without  any  result,  although  here  and  there  with  arrest  and 
improvement  in  the  disease,  with  subjective  relief  to  the  patient 
and  a  favourable  effect  on  the  general  conditions.  The  malum 
senile  is,  of  coiu-se,  the  least  favourable ;  you  will  here  hardly 
venture  to  expect  more  than  a  temporary  improvement. 

Besides  the  local  treatment  of  the  joints,  which  is  to  be 
carried  out  in  the  same  way  as  in  the  other  forms  of  chronic 
rheumatism,  I  would  recommend  before  everything  the  regular 
galvanisation  of  the  cervical  sympathetic  and  of  the  corre- 
sponding nervous  plexus,  and  perhaps  still  more  the  treatment 
of  the  spinal  cord  itself,  especially  the  cervical  enlargement  if 
the  upper  extremities  are  specially  affected,  and  the  lumbar 
enlargement  for  the  lower  extremities. 

The  removal  of  the  general  weakness  and  of  the  muscular 
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atrophy,  and  the  improvement  of  the  innervation  of  the  skin, 
as  well  as  of  the  frequent  anomalies  of  sweating,  &c.,  will  be 
best  efifected  by  a  suitable  labile  galvanisation  of  the  plexus,  of 
the  principal  nerve  trunks,  and  of  the  muscles  of  the  extremities. 
Experiments  with  general  farad ieation  and  with  the  electric  bath 
(Lehr)  are  also  justifiable,  as  well  as  Seeligmiiller's  combined 
treatment,  which  has  just  been  described. 

It  is  obvious,  from  the  tendency  of  the  affection  to  in- 
crease, that  the  electrical  treatment  becomes  very  extensive  and 
tedious;  the  duration  of  the  sittings  may  be  from  10  to  15 
minutes  and  more ;  and  the  time  occupied  by  the  whole  course 
of  treatment  must  also  be  very  considerable,  if  good  results  are 
to  be  obtained.  Treatment  for  months  at  a  time,  repeated  for 
years,  is  generally  necessary  ;  patience,  therefore,  must  not  be 
lost. 

4.  Ankyloses,  stiffness  of  the  joints,  periarthritic  swellings, 
and  the  like,  as  they  are  observed  after  injmies,  gunshot  wounds, 
too  prolonged  surgical  bandaging,  &c.,  are  also  objects  of  profitable 
electrical  treatment.  Moritz  Meyer  saw  such  disappear  under 
the  action  of  the  galvanic  current,  especially  with  the  anode ; 
and  Cheron,  on  the  other  hand,  has  found  the  stabile  and  labile 
action  of  the  kathode  useful  in  similar  cases.  It  appears  to  be 
immaterial  which  pole  is  employed  ;  and  probably  it  is  best  to 
use  both  consecutively,  with  changes  of  polarity,  in  order  to 
obtain  the  intensest  possible  katalytic  action.  In  making 
trials  in  this  direction,  therefore,  employ  stabile  and  labile 
reversed  currents  on  the  afi'ected  parts.  Massage  will  here 
prove  a  useful  adjunct  to  electrotherapeutics. 

I  have  already  spoken  of  the  treatment  of  articular  neuroses 
in  connection  with  neuralgia  (vide  Lecture  XXVII.,  p.  536). 

Diseases  of  the  Glandular  Organs. 

Eemak,  in  his  '  Gralvanotherapie '  (p.  282),  while  engaged 
in  describing  the  katalytic  treatment  of  a  case  of  remark- 
able muscular  swelling  of  the  forearm,  mentions  that  he  had 
succeeded,  in  the  same  patient,  in  removing  a  number  of 
swollen  and  painful  lymphatic  glands  in  the  neck,  and  in 
reducing  the  size  of  a  long-standing  and  painful  goitre.  Since 
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then,  glandular  tumours  and  goitres  have  repeatedly  been 
treated  electrically  by  other  observers,  to  some  extent  with 
brilliant  results. 

Seeger,  Chvostek,  Onimus  and  Legros,  and  Picot  have 
employed,  like  Eemak,  the  galvanic  current  for  the  removal  of 
lymphatic  glandular  tumours,  and  have  found  the  best  treat- 
ment to  consist  in  the  stabile  and  labile  passage  of  a  current 
through  them  and  the  neighbouring  lymphatic  vessels.  Accord- 
ing to  Onimus  and  Legros  it  seems  as  if  the  predominant 
action  of  the  anode  were  most  advisable,  but  here,  as  in  all 
cases  where  katalytic  effects  are  desired,  it  is  certainly  best  to 
change  the  direction  of  the  current,  and  to  let  both  poles  act 
successively,  even  if  in  one  case  the  anode,  in  another  the 
kathode  be  allowed  the  advantage  of  ^  longer  period  of 
action.  The  cataphoric  injection  of  iodine  (according  to  the 
improved  method  of  Munk;  vide  Lecture  VII.,  p.  127)  may 
also  be  employed  in  conveniently  situated  glands. 

But  the  faradic  crurent  has  also  been  employed  with  success 
in  some  cases  to  remove  glandular  tumours.  Duchenne  has 
cured  cervical  glandular  swellings  by  means  of  the  faradic 
current ;  Boulu  has  reduced  parotid  tumours  with  the  rotation 
apparatus ;  and  Meyer  tells  of  one  case  of  a  cervical  glandular 
tumour,  the  size  of  a  hen's  egg,  which  he  reduced  to  that  of 
a  plum  kernel  in  60  sittings  with  the  faradic  current.  There  is, 
finally,  the  very  remarkable  observation  of  a  tumour  of  stony 
hardness,  larger  than  a  man's  head,  situated  between  the  head 
and  the  shoulder-blade,  which  was  permanently  reduced  to  a 
minimum  by  means  of  the  faradic  current  (certainly  only  after 
273  sittings  of  from  1  to  1^  hour  each). 

Meyer  has  recently  indicated  a  method  by  means  of  which, 
in  certain  cases,  this  tedious  treatment  may  be  shortened.  He 
has  found  that  frequent  interruptions  of  a  very  strong  faradic 
current,  passed  through  the  tumour  for  5  to  10  minutes,  causes 
an  actual  division  of  the  mass  into  several  small  glands,  and 
thereby  considerably  facilitates  its  reduction  and  absorption. 
This  method,  which  has  only  as  yet  been  tried  in  two  cases, 
deserves  further  testing. 

Chvostek  has  published  a  ku-ge  series  of  observations  on  the 
galvanic  treatment  of  goitre,  and  has  reported  a  wonderfully 
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rapid  cure  in  some  cases,  but  has  frequently  brought  about 
only  a  partial  diminution,  and  in  a  few  instances  no  result  at 
all.  His  method  consists  in  the  passing  of  a  stabile  current 
for  5  or  10  minutes  daily,  the  length  of  duration  of  the  treat- 
ment being  variable. 

Here  must  also  be  recorded  the  different  attempts  that  have 
been  made  to  diminish  and  cure  the  various  forms  of  enlarge- 
ment of  the  spleen  by  means  of  electric  currents.  Chvostek, 
incited  by  a  short  notice  of  Fieber's,  seems  to  have  first  made 
this  experiment  in  a  systematic  manner  and  with  accurate 
observation,  and  he  has  come  to  the  conclusion  that  a  consi- 
derable diminution  of  the  spleen,  recognisable  by  percussion, 
can  be  brought  about  by  the  electric  current.  This  is  depend- 
ent on  reflex  action,  the  skin  being  powerfully  faradised  by 
means  of  two  brushes  for  about  3  minutes  at  a  time.  In 
this  way  first  a  temporary  and  after  regular  treatment  a  per- 
manent diminution  of  the  tumour  is  brought  about,  especially 
in  those  tumours  which  are  found  in  intermittent  fever  and 
the  malarial  cachexia.  Chvostek,  who  reports  a  great  number  of 
striking  results,  even  in  cases  where  quinine  in  large  doses 
has  proved  useless,  exj^lains  this  decrease  in  size  as  arising  from 
the  reflex  contraction  of  the  unstriated  muscular  fibres  in  the 
splenic  tissue  itself,  and  still  more  from  the  contraction  of  the 
blood  vessels  contained  in  it. 

Botkin  is  also  persuaded  of  the  action  of  the  faradic  current 
in  splenic  tumours  of  all  kinds,  but  he  acts  directly  upon  the 
enlarged  spleen  by  means  of  moist  electrodes.  He  saw  results 
even  in  the  spleen  of  leukaemia;  and  Berger  (according  to 
Hosier)  has  also  seen  a  leuksemic  spleen  considerably  reduced 
by  faradisation  of  the  skin  in  the  neighbom'hood,  but,  on  the  other 
hand,  neither  Elias,  Mosler,  nor  von  Ziemssen  has  experienced 
this.  Popow  has  seen  a  case  of  the  beneficial  effect  of  fara- 
disation on  malarial  tumours,  and  Skorczewsky  has  found, 
almost  invariably,  a  diminution  in  the  size  of  these  tumours 
from  faradisation  of  the  spleen  itself,  greatest  in  the  first 
sitting,  less  in  those  following.  Mader  also  saw  good  results  in 
two  cases. 

There  is  no  doubt  that  splenic  tumours,  especially  malarial, 
and  less  often  leukaemic,  can  be  diminished  by  means  of  cuta- 
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neous  and  percutaneous  faradisation  of  the  spleen  and  neigh- 
bourhood (no  definite  results  have  yet  been  seen  from  the 
galvanic  current) ;  and  this  remedy  is,  therefore,  to  be  re- 
commended, probably  in  combination  with  other  treatment — 
quinine,  eucalyptus,  &c. — in  all  cases  in  which  the  tumour 
displays  an  obstinacy  and  resistance  to  ordinary  methods,  as  in 
malaria,  chronic  tumours  after  typhoid,  &c. 

I  must  not  omit  to  mention  that  the  attempts  to  influence 
the  paroxysms  of  intermittent  fever  by  the  galvanic  or  faradic 
current  have  been  unproductive  of  results,  and  do  not,  at  all 
events,  encourage  imitation. 

Diseases  of  the  Thoracic  Organs. 

The  electrical  treatment  of  the  lungs  and  heart  has  as  yet 
been  tried  only  in  a  very  few  varieties  of  cases,  and  there  is 
very  little  to  say  about  it.  Setting  aside  Bastings's  vmder- 
taking  to  improve  and  cure  pulmonary  consumption  by 
strengthening  the  muscles  of  inspiration  by  means  of  faradic 
gymnastics — a  method  which  was  subsequently  lauded  by 
Schwalbe — there  remain  only  a  few  disturbances  of  the  respi- 
ratory and  circulatory  organs,  for  the  most  part  nervous  in 
character,  which  have  given  occasion  for  electrotherapeutical 
attempts. 

The  first  is  asthma  nervosum.  It  is  true  that  in  the  un- 
certainty of  our  views  as  to  the  actual  nature  and  seat  of  asthma, 
there  is  no  little  difficulty  in  the  choice  of  the  position  and  the 
mode  of  application  of  the  electric  currents.  Whether  it 
depends  on  a  spasm  of  the  bronchial  muscles  or  of  the  dia- 
phragm, or  on  a  vasomotor  swelling  of  the  bronchial  mucous 
membrane  ;  whether  on  a  disturbance  in  the  domain  of  the 
vagus  or  the  sympathetic,  either  a  direct  stimulation  of  these 
tracts  or  a  reflex  outbreak  of  asthmatic  processes  ;  and,  finally, 

what  point  is  the  actual  seat  of  this  direct  or  reflex  irritation  

all  this  is  still  more  or  less  uncertain,  and  probably  varies  in 
different  cases.  The  more  recent  views  particularly,  on  the 
specially  frequent  outbreak  of  asthma  from  excitations  which 
proceed  from  the  nasal  mucous  membrane  and  the  laryngeal 
and  tracheal  structures,  are  not  yet  so  generally  accepted  and 
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proved  that  they  can  serve  without  anything  further  as  a  basis 
for  electrotherapeutic  treatment. 

We  are,  therefore,  still  restricted,  for  the  most  part,  to  an 
empirical  experimentation,  guided  too  much  by  special  views 
on  the  subject.  From  the  few  published  observations,  how- 
ever, it  is  shown  that  with  electricity,  and  with  very  dififerent 
methods  of  employing  it,  unquestionable  results  have  been 
obtained  in  bronchial  asthma.  Caspari  has  cured  a  case  of 
several  years'  standing  with  the  galvanic  current,  the  kathode 
being  fixed  over  the  sacrum,  while  the  anode  was  drawn  slowly 
along  the  spinal  column  from  the  neck  to  the  lumbar  vertebrae, 
for  10  or  20  minutes  at  a  time  ;  cure  after  25  sittings.  Brenner 
saw  considerable  relief  in  a  severe  case  of  asthma  from  the 
application  of  the  galvanic  current  to  the  pneumogastric  (anode 
on  the  nape  of  the  neck,  kathode  between  trachea  and  sterno- 
mastoid).  Neftel  has  treated  a  series  of  cases  galvanically  in 
a  systematic  manner,  and  has  obtained  surprising  results.  Pro- 
ceeding on  the  assumption  that  asthma  depends  only  upon  an 
affection  of  the  pneumogastric,  he  has  made  this  nerve  the 
principal  object  of  his  treatment,  after  the  polar  method ;  and 
the  action  of  the  anode  on  the  pneumogastric  was  brilliantly 
successful  in  most  cases,  and  so  in  some  was  the  kathode,  which 
was  particularly  effective  in  checking  the  individual  attacks. 
Neftel  begins  vsdth  a  weak  current,  increases  it  by  the  help  of 
rheostats  until  the  attack  is  diminished,  and  then  leaves  off 
again  gradually.  The  sittings  last  from  2  to  10  minutes,  at  first 
daily,  afterwards  less  often.  Schmitz  also  employed  the  gal- 
vanic current  in  a  case  of  asthma  with  emphysema,  in  which  the 
attacks  were  always  ushered  in  by  extreme  nasal  and  bronchial 
catarrh.  Striking  results  were  obtained — immediate  relief  to 
the  breathing,  with  copious  expectoration— by  placing  the  elec- 
trodes on  each  side  of  the  thyroid  cartilage  at  the  inner  margin 
of  the  sternomastoid.  Schaffer  declares,  contrary  to  these 
experiences,  that  the  galvanic  current  in  the  treatment  of 
asthma  has  uniformly  failed  him,  while  he  has  seen  brilliant 
results  from  the  employment  of  the  faradic  current.  He  regards 
it  as  a  chief  means  of  cutting  short  an  attack,  finding  that 
frequently  the  most  severe  asthmatic  breathing  disappears  as  if 
by  magic.    Carrying  out  his  view,  that  asthma  occurs  most 
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frequently  through  irritation  of  the  nerves  in  the  upper  pa^t  of 
the  respiratory  tract  (nose,  pharynx,  larynx,  trachea),  he  places 
the  electrodes  of  the  faradic  current  higher  or  lower  according 
to  circumstances,  either  close  under  the  angles  of  the  jaw  or  on 
a  level  with  the  thyroid  cartilage,  and  passes  a  powerful  faradic 
cuirent  for  to  an  hour ;  the  difficulties  of  breathing  dimi- 
nish at  once,  and  the  patients  can  go  about  easily.  This  is  done 
twice  daily,  afterwards  less  often  and  for  shorter  periods. 
Schaffer  has  cured  a  number  of  cases  in  this  way,  and  Bresgen, 
also,  has  seen  good  results  from  the  same  method. 

You  see,  gentlemen,  that  we  can  scarcely  obtain  a  firm 
basis  for  the  electrical  treatment  of  asthma  from  so  few  facts. 
The  treatment  of  the  fundamental  cause  must  of  course  in  all 
cases  be  first  carried  out,  and  then  that  of  the  other  accompany- 
ing symptoms  (nasal  catarrh,  polypi,  emphysema,  &c.),  and  only 
where  you  have  occasion  to  assume  a  purely  nervous  asthma 
may  you  immediately  and  exclusively  try  electrical  treatment. 
In  other  cases  you  may  employ  electricity  as  a  palliative, 
along  with  other  remedies.  The  simplest  plan  is  to  begin  with 
faradic  treatment  after  Schaffer's  method ;  and  you  may  at  the 
same  time  faradise  experimentally  through  the  chest,  and  from 
the  nape  of  the  neck  to  the  cardiac  region  and  the  root  of  the 
lungs.  If  this  fails,  it  seems  to  me  advisable  to  proceed  to  the 
galvanic  current,  to  the  treatment  of  the  pneumogastric  and 
sympathetic  in  different  ways,  first  the  action  of  the  anode,  then 
of  the  kathode,  or  a  descending  stabile  current  from  the  nape 
of  the  neck  to  these  nerves  and  to  the  cardiac  region  ;  subse- 
quently Caspari's  method.  In  any  case,  give  each  of  these 
attemj)ts  a  sufficient  time  of  trial. 

Only  further  and  more  numerous  observations  can,  however, 
decide  upon  the  value  of  the  several  methods  of  apiDlication,  and 
the  special  indications  for  them. 

The  way  in  which  angina  pectoris  maybe  treated  electrically 
has  been  already  described  in  Lecture  XXVII.,  p.  539. 

Motor  disturbances  of  the  heart,  in  so  far  as  they  are  of 
nervous  origin,  were  for  a  long  time  seldom  made  the  subject  of 
electrotherapeutic  treatment ;  at  least  there  is  not  much  made 
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known  on  the  subject.  It  may,  perhaps,  be  different  in  future, 
since  the  publication  of  von  Zienassen's  work  on  the  electrical 
irritability  of  the  heart. 

It  would  in  any  case  not  be  irrational  to  try  the  effect  of 
electricity  for  the  nervous  palpitation  which  is  so  frequent. 
Flies  is  the  only  one  who  seems  to  have  made  this  attempt  in 
a  large  number  of  cases.  In  24  cases,  only  5  of  which  had 
shewn  organic  lesion  of  the  heart,  he  found  regularly  a  diminu- 
tion of  the  symptoms;  and  in  many  cases,  with  no  organic 
lesion,  complete  cure  in  5  or  6  sittings.  His  method  con- 
sisted in  the  application  of  moderately  powerful  galvanic 
currents  to  each  pneumogastric  for  one  or  two  minutes  daily ; 
and  the  descending  current  was  said  to  be  more  effectual  than 
the  ascending.  The  effect  was  at  first  only  subjective,  but  was 
very  soon  also  objectively  appreciable  in  the  diminution  of  the 
frequency  and  intensity  of  the  heart's  action.  I  have  myself 
treated  galvanically  a  case  of  severe  palpitation  with  irregularity 
of  the  heart  and  well-marked  cardiac  asthma,  probably  depend- 
ing on  organic  disease,  with  relatively  good  palliative  results 
(acting  on  the  pneumogastric  in  the  neck,  from  the  nape  to 
the  cardiac  region).  I  have  not  heard  of  any  other  similar 
observations. 

It  is  of  course  quite  reasonable  to  appeal  first  to  the 
inhibitory  action  of  the  pneumogastric,  and  to  stimulate  the 
nerve  by  the  current;  but  whether  there  are  not  cases  in 
which  the  same  result  could  be  obtained  by  a  depressant  action 
on  the  cervical  sympathetic,  or  on  the  excito-motor  centre  in 
the  cord  (anode  stabile  on  the  cervical  portion  of  the  cord),  can 
only  be  determined  by  further  experience. 

Further,  however,  the  direct  action  of  galvanism  on  the 
intracardiac  nerves  may  be  tried  according  to  von  Ziemssen's 
process,  sending  very  strong  currents  from  the  spinal  column  to 
the  cardiac  region,  with  very  large  electrodes  and  with  regularly 
recurring  reversals  of  the  current,  in  order  to  regulate  the  beats 
of  the  heart.  An  increase  in  the  frequency  of  the  pulsations 
can  easily  be  induced  by  these  means,  but  to  cause  a  diminu- 
tion, very  considerable  strength  of  current  is  necessary,  at  least 
in  normal  hearts,  although  it  may  be  different  under  patho- 
logical conditions.    It  is  unnecessary  to  say  that  great  caution 
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must  be  used  in  such  experiments,  but  they  always  promise 
certain  results. 

It  also  appears  justifiable  to  make  the  same  trials  in 
debility  and  irregularity  of  the  heart.  Von  Ziemssen's  method 
should  here  again  be  first  employed,  especially  the  stabile 
passage  of  strong  galvanic  currents  through  the  heart  (with- 
out reversal  of  the  current),  which,  when  carried  out  from  a 
particular  point — the  auriculo-ventricular  furrow  and  its  neigh- 
bourhood— causes  an  acceleration  of  the  heart-beats  in  a 
regular  rhythm,  probably  from  direct  irritation  of  the  cardiac 
ganglia.  Further,  galvanisation  of  the  cervical  spinal  cord  and 
of  the  sympathetic  may  be  resorted  to ;  and  the  methods  of 
carrying  it  out  must  be  determined  empirically,  according  to 
physiological  rules. 


LECTUEE  XXXVI. 

Diseases  of  the  Digestive  Organs— Paralysis  of  Deglutition— Neuroses  of  the 
(Esophagus— Diseases  of  the  Stomach— Nervous  Vomiting— Cardialgia— 
Nervous  Dyspepsia— Electric  Metliods  of  Treatment— Atony  and  Diaten- 
sion  of  the  Stomach. 

Diseases  of  the  Intestine— Nervous  Enteropathy— Enteralgia— Atony  and 
Paralysis  of  the  Intestinal  Muscles— 1,  Occlusion  of  the  Intestine  from 
Atonic  Fffical  Accumulation  — Pathology  — Cases— Methods  of  Electric 
Treatment— Invagination  of  the  Intestine— 2,  Chronic  Constipation  from 
Atony  of  the  Intestines— Cases— Percutaneous  Faradisation— Recto-ab- 
dominal Faradisation— Galvano-Faradisation— 3,  Prolapsus  Ani— Paresis 
of  the  Sphincter  Ani— Ascites,  its  Faradic  Treatment. 

The  abdominal  organs  are  in  many  ways  more  suitable  for 
electric  treatment  than  others,  being  to  some  extent  muscular, 
and  therefore  more  accessible  to  the  influence  of  the  electric 
current.  There  are  also  many  lesions  of  another  nature  — 
sensory,  vasomotor,  secretory,  and  otherwise — which  present 
themselves  as  objects  for  electrotherapeutics. 

Our  interest  concentrates  itself  first  and  principally  on 

Diseases  of  the  Digestive  Organs, 
especially  of  the  digestive  tract  itself  in  its  different  sections, 
the  greater  and  smaller  glandular  appendages  having  much  less' 
significance  for  us. 
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Some  subjects  belonging  to  this  section  have  been  abeady 
discussed,  as,  for  example,  the  frequently  occurring  forms  of 
paralysis  of  deglutition  and  its  treatment  (vide  Lecture  XXV., 
p.  488). 

Spasm  and  paralysis  of  the  oesophagus  alone  are  very  rare 
pathological  occurrences,  but  may  occasionally  become  the 
subject  of  electrical  treatment,  which  must  be  carried  out 
according  to  general  rules,  with  whatever  modification  may  be 
suitable  to  local  circumstances.  It  can  be  best  accomplished 
by  passing  one  electrode  (a  bougie  with  a  metallic  knob)  into 
the  oesophagus  itself  at  various  heights,  the  other  electrode 
being  placed  on  the  nape  of  the  neck,  the  dorsal  vertebrae,  or 
the  sternum.  Gralvanism  and  faradisation  may  be  employed, 
but  it  is  advisable  to  be  very  cautious  in  choosing  the  strength 
of  the  current,  on  account  of  the  proximity  of  the  vagi,  whose 
over- stimulation  might  easily  have  dangerous  consequences. 

Brenner  ('  Unters.  and  Beob.,'  ii.  p.  80)  has  cured  rapidly  a 
peculiar  sensory  neurosis  of  the  oesophagus,  a  kind  of  heartburn 
without  any  other  dyspeptic  symptom  (vagus  neurosis  ?),  by 
the  application  of  the  galvanic  current  to  the  region  of  the 
pneumogastric,  the  anode  being  on  the  nape  of  the  neck  and 
the  kathode  between  larynx  and  sternomastoid  for  3  minutes  at 
a  time,  with  a  few  interruptions. 

The  experiments  and  investigations  on  electrotherapeutics 
in  diseases  of  the  stomach  are  more  numerous  and  important. 
I  have  already  spoken  of  the  fundamental  physiological  experi- 
ments (p.  123  et  seq.)  Their  somewhat  scanty  results  have 
not  been  much  increased  by  the  work  of  Bocci,  which  I  have 
since  become  acquainted  with.  He  found  that  direct  irritation 
of  the  gastric  mucous  membrane  with  the  faradic  current 
induced  distinct  contractions,  while  an  indirect  irritation 
through  the  abdominal  walls  caused  only  unimportant  con- 
tractions of  doubtful  therapeutic  value.  On  the  other  hand 
the  direct  internal  application  of  the  faradic  current,  by  means 
of  a  suitable  sound,  provoked,  besides  contractions,  also  injec- 
tion of  the  vessels  and  a  copious  secretion  of  gastric  juice. 

Among  pathological  conditions,  functional  diseases,  nervous 
and  muscular  disturbances  of  the  gastric  function,  are,  of  course, 
exclusively  to  be  considered.     It  would  not  occur  to  anyone 
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to  treat  a  gastric  catarrh,  an  ulcer,  or  a  tumour  of  the  stomach 
with  the  electric  current,  although  it  promises  many  results  in 
those  conditions  which  depend  on  a  diseased  condition  of  the 
sensory  gastric  nerves,  on  spasm  or  weakness  of  the  muscles, 
or,  finally,  on  insufficient  action  of  the  nerves  of  secretion. 
There  are,  indeed,  already  a  number  of  observations  on  all 
these  subjects. 

Several  observers  (Semmola,  Lente,  Popper)  have  found  the 
galvanic  current  useful  in  nervous  vomiting,  as  it  occurs  in 
hysteria,  in  ]3regnancy  and  in  childbed,  in  migraine,  dysmennor- 
rhcea,  &c.  The  methods  of  administration  are  more  or  less 
empirical,  either  faradisation  of  the  neighbourhood  of  the 
stomach,  from  the  back  or  from  the  nape  of  the  neck  to  the 
epigastrium  (Lente) ;  or  both  poles  on  the  gastric  region,  with 
large  electrodes  and  tolerably  strong  currents  (Popper);  or 
galvanism  in  the  same  manner,  finding  out  by  experiment 
whether  the  anode  or  the  kathode  is  more  useful  in  the  epi- 
gastrium. The  galvanisation  of  the  neck  and  of  the  cervical 
portion  of  the  cord,  however,  appears  to  be  specially  efficacious, 
and  by  this  means  the  most  implicated  nerves,  pneumogastric, 
sympathetic,  phrenic,  and  the  centres  in  the  medulla  oblongata' 
are  the  most  quickly  influenced  ;  and  it  is  at  least  advisable  to 
galvanise  from  the  neck  to  the  gastric  region  (Semmola)  The 
published  results  are  in  part  very  brilliant;  in  most  cases  im- 
provement is  felt  at  once. 

The  treatment  of  nervous  cardialgia  has  been  alreadv  de- 
scribed in  Lecture  XXVIL,  p.  541. 

The  so  called  nervous  dyspepsia  has  a  special  interest  in 
recent  times,  and  several  voices  have  already  been  raised  in 
favour  of  its  electrical  treatment.  Certainly  the  different  views 
on  what  IS  called  'nervous  dyspepsia'  are  by  no  means  clear 
it,  with  Lente,  we  were  to  regard  as  such  only  those  cases  in 
which,  with  a  digestion  normal  in  duration  and  in  chemical 
results,  various  disagreeable  and  painful  local  or  general  svm 
ptoms  occur  during  the  process,  whether  from  abnormal  irrita- 
tion of  the  gastric  nerves  themselves  or  from  abnormal  excita- 
bility of  the  general  nervous  system,  the  range  of  *  nervous 
dyspepsia '  would,  in  my  opinion,  be  too  narrow.  For  thZ 
are  undoubtedly  cases  in  which  a  digestion  abnormal  in  duration 
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and  in  chemical  results  may  proceed  from  the  nervous  system, 
through  deficient  innervation  of  the  glands  of  the  stomach,  or 
through  an  insufficient  activity  of  its  muscular  coat,  without 
any  alteration  in  the  structure  of  the  stomach,  and  give  rise  to 
the  symptoms  of  '  nervous  dyspepsia.'  In  the  one  series  of 
cases  the  neurodyspeptic  disturbances  proceed  from  a  digestive 
process  normal  in  itself,  while  in  the  other  series  the  process 
itself  becomes  abnormal  from  primary  nervous  disturbances. 
Both  forms  are  closely  allied  to  each  other,  however,  and  can 
certainly  not  be  separated  so  exactly  in  practice  as  in  theory ; 
and  the  electric  current  is  a  suitable  mode  of  treatment  for 
both,  along  with  other  remedies,  indicated  by  the  general  condi- 
tion of  the  patient. 

The  diagnosis  of  the  condition  is  by  no  means  always  easy, 
but  with  accurate  observation  and  investigation,  by  the  ex- 
clusion of  organic  lesions,  not  seldom  also  ex  juvantibus  et 
nocentibus  (aggravation  of  the  symptoms  by  Karlsbad  and 
other  cures),  you  will  often  be  able  to  recognise  it  with  cer- 
tainty. In  any  case  it  is  much  more  frequent  than  has 
hitherto  been  supposed,  and  among  the  numerous  neurasthenics 
there  are  many  with  this  nervous  dyspepsia.  Perhaps  the 
symptom  recently  mentioned  by  Burkart  (who  has  furnished  a 
valuable  work  on  this  subject),  viz.  tenderness  on  pressure  over 
the  abdominal  sympathetic  plexus,  may  supply  a  certain  indi- 
cation for  the  recognition  of  the  affection. 

In  the  electrical  treatment  you  may  use  both  currents,  and 
may  employ  them  in  different  ways,  according  to  the  most 
prominent  existing  symptoms.  Beard  and  Eockwell,  who  first 
elaborated  the  electrical  treatment  of  nervous  dyspepsia,  re- 
commend in  the  first  place  general  faradisation,  and  rightly  so, 
since  in  most  cases  the  patients  are  suffering  simultaneously 
from  general  neurasthenia.  The  stomach  is  directly  treated  at 
the  same  time.  Galvanism  of  the  pneumogastric  and  sympa- 
thetic and  of  the  spine,  and  later  central  galvanisation,  are 
also  to  be  recommended.  Leube  employs  partly  strong  faradic 
currents  (from  the  back  to  the  epigastrium ),  partly  the  galvanic 
current,  almost  always  externally,  the  anode  on  the  epigas- 
trium, the  kathode  on  the  dorsal  vertebra,  with  tolerably 
powerful  currents.    The  internal  application,  by  means  of  a 
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gastric  electrode,  does  not  seem  to  him  to  be  .more  efifectual 
than  this  method.    Burkart  saw  splendid  results  from  the  em- 
ployment of  the  galvanic  current  in  a  similar  manner:  he 
presses  the  anode  as  deeply  as  possible  into  the  region  of  the 
tender  abdominal  plexus,  and  ai^plies  the  kathode  to  the. back 
with  a  stabile  current.   Stein,  again,  prefers  the  faradic  current, 
and  passes  it,  in  medium  intensity,  with  large  flat  electrodes' 
straight  through  the  abdomen,  from  one  bypochondrium  to  the 
other.  Eichter  mentions  electricity  among  the  remedies  for  ner- 
vous dyspepsia,  and  Kussmaul  saw  good  effects  from  faradisation 
of  the  abdomen  in  various  forms  of  the  affection.    I  myself  have 
collected  very  few  facts  on  this  special  subject,  buti  have  no  doubt 
that  electrotherapeutics  will  frequently  have  the  best  effect  in 
the  different  forms  of  nervous  dyspepsia.    The  faradic  current 
should  perhaps  be  tried  first,  especially  where  atony  of  the 
stomach  and  intestines  is  conspicuous;  and  if  the  abnormal 
sensations,  hyper^esthesia  of  the  gastric  nerves  and  the  like 
are  predominant,  an  attempt  with  the  galvanic  current  would' 
be  justifiable  (anodic  action),  especially  if  the  tenderness  on 
pressure  of  the  abdominal  plezus  is  marked.    The  faradic  and 
galvanic  currents  may  also  be  used  alternately.   The  customary 
methods  of  treatment  for  neurasthenia  in  general  are  also  to  be 
tried,  and  m  all  obstinate  cases  the  treatment  of  the  pneumo 
gastric  and  the  sympathetic  in  the  neck,  and  along  the  spinal 
column,  subsequently  also  central  galvanisation  and  general  fa" 
disation,  must  not  be  omitted.  t^^^^iiaia 
Atony  and  dilatation  of  the  stomach  are  often  observed  in 
the  closest  connection  with  this  nervous  dyspepsia     It  I 
obvious  that  these  lesions  are  specially  favouraW  fo  IctL 
trea  ment,  which  is  indeed  the  most  important  remedy  t  al 
conditions  of  motor  weakness.  ^ 
Atony  of  the  stomach  is  a  very  common  occurrence  in  .11 
diseases  of  the  nervous  system,  especially  in  genernl  L  v 
weakness  and  in  many  central  nervous  Je^tio^l    u  Z  Z 
come  on  m  consequence  of  chronic  gastric  affections  Z  ^ 
continued  and  frequently  repeated  over-loading  o   th.' ^  ^' 
with  bulky  food,  and  the  like.    When  it  has  la  t^  /  '^'''' 
time,  it  leads  as  a  rule  to  dilatation  of   he  stomth  . 
agaiu,^can  be  referred  back  to  various  pa^h^^^^^^^^^^^^^^^ 
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There  are  cases  of  traumatic  origin  from  a  blow  or  fall  on  the 
epigastrium,  especially  in  nervous,  hysterical  persons ;  others 
which  arise  in  consequence  of  gastric  catarrh  and  subsequent 
atony  of  the  muscular  coat ;  and  others  from  overloading  of 
the  stomach  with  food,  or  distension  by  gas  or  stagnation  of 
the  ingesta,  the  last-mentioned  forms  being  specially  frequent 
where  there  is  stenosis  of  the  pylorus  from  any  cause. 

In  all  these  cases,  electrical  treatment  may  be  tried  for  the 
purpose  of  exciting  gastric  contractions  and  of  removing  the 
atony,  which  is  in  all  circumstances  the  first  step  towards  re- 
lieving the  distension.  It  is  unnecessary  to  say  that  other 
remedies  (especially  the  stomach  pump)  deserve  attention,  and 
that  the  causal  indications  must  be  fulfilled.  But  even  in  such 
cases  electricity  may  be  used  as  a  help  to  other  treatment,  and 
it  is  the  sovereign  remedy  in  cases  of  pm-ely  nervous  atony  and 

ectasia  of  the  stomach. 

The  methods  recommended  by  the  several  authors  are  not 
identical.    Onimus  recommends  the  galvanic  current  (from  the 
back  to  the  epigastrium,  and  from  the  lesser  to  the  greater 
curvature),  and  whilst  Leube  only  mentions  briefly  that  he  has 
seen  good  results  from  the  galvanic  current,  nearly  all  the  other 
authors  prefer  the  faradic,  which  seems  also  to  me  to  be  the 
most  suitable  for  the  desired  end  of  exciting  the  unstriated 
muscular  fibres  of  the  stomach  to  increased  peristaltic  action. 
Flirstner  places  one  electrode  in  the  left  hypochondrium,  the 
other  in  the  gastric  region,  and  moves  it  with  strong  pressure 
from  the  cai-diac  orifice  to  the  pylorus  in  an  intermittent 
manner,  with  a  powerful  current.   Neftel  places  both  electrodes 
rdiam'etricall/opposite  points  of  the  surface  o  the  d.^^^^^^ 
stomach,  and  sends  increasing  mduced  currents  ^^^^^f^J^^ 
different  diameters  10  or  20  times  m  succession ;  or  he  passes 
through  very  powerful  currents  15  or  20  times  for  only  a  ew 
econds  at  a  time.    Oka  and  Harada  place  the  anode  m  the 
In  of  the  cardiac  orifice,  whilst  the  kathode  is  moved  firm  y 
ov'er  the  gastric  region  for  about  10  minutes,  preferably  before 
the  principal  meal  of  the  day.  fl^p  mrts  it 

Havins  regard  to  the  anatomical  relations  of  the  parts  it 
Having  re^aiu  electrode  on  the 

seems  to  me  most  effectual  to  place  one  la  g 
back,  close  to  the  spinous  processes  on  the  left  side,  on 
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with  the  cardiac  orifice,  whilst  the  other  electrode,  smaller  in 
size,  is  applied  first  to  the  epigastrium,  and  then  successively  to 
the  other  points  of  the  entire  gastric  surface,  the  current  being 
so  strong  as  to  cause  active  contraction  of  the  •  abdominal 
muscles.   With  the  galvanic  current,  the  anode  is  to  be  applied 
to  the  back,  and  the  kathode,  labile,  over  the  stomach.  The 
sittings  should  be  daily,  and  should  last  from  3  to  8  minutes. 
It  seems  specially  advisable  to  use  the  electricity  immediately 
after  washing  out  the  stomach  by  means  of  the  stomach  pump 
You  will  seldom  have  occasion  for  the  internal  employment 
of  one  electrode  by  means  of  a  sound ;  at  all  events,  the  obser- 
vations that  have  already  been  made  on  the  subject  do  not 
speak  decidedly  in  favour  of  it.    On  the  other  hand,  a  proposi 
tion  made  by  de  WatteviUe  for  '  galvano-faradisation  '  (p  253) 
the  simultaneous  action  of  the  galvanic  and  faradic  currents  on 
the  irritated  parts,  appears  to  me  to  be  specially  suitable  for 
these  conditions  of  atony  and  weakness  of  the  muscular  coat 
This  procedure  is  worthy  of  being  tried  oftener  in  such  cases  as 
It  will  presumably  be  more  efficacious  than  the  alternating'  or 
successive  application  of  the  galvanic  and  faradic  currents 
The  method  of  application  is  exactly  the  same  as  with  the 
faradic  or  galvanic  current  alone. 

I  would  also  add  that,  in  those  cases  of  atony  of  the  stomach, 
a  trial  might  be  made  of  galvanisation  of  the  pneumogastric 
and  sympathetic  m  the  neck,  and  also  of  the  region  ff  the 

i^^rZai^^^^^^^^^^         —tic  (5th  \: 

But  on  all  these  things  light  can  be  thrown  only  by  further 

tl""'"'"'  "'""^  beVnting  in 

view  of  the  increasing  interest  which  these  nervous  gastric 
affections  have  been  recently  exciting.  ^ 

The  electrotherapeutics  of  the  intestines  have  been  moving 
^  the  same  direction  as  those  of  gastric  affections,  and 
also  It  IS  principally  the  functional,  nervous  disturh.^l     ^  , 
have  been  the  subject  of  electroth^apeutical ts:^^^^^^^^^^^^  "'^^^'^ 

Nervous  enteropathy,  which  generally  forms  par  '  of  tl 
symptoms  of  nervous  dyspepsia,  and  expresses  it^elfTn  a  dif^^"' 
ent  way  only  because  of  its  different  iLhsatiotl  treats 
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the  same  manner  and  with  the  same  results,  according  to  the 
views  of  Burkart,  Eichter,  Stein,  and  others.  The  application 
of  the  current  will,  of  course,  have  to  be  made  more  in  the 
region  of  the  intestines  and  of  the  hypogastric  plexus. 

I  have  already  shown  that  nervous  enteralgia  is  suitable 
for  electric  treatment  (Lecture  XXVII.,p.  542),  and  have  said 
that  in  lead  colic  especially  we  can  act  on  the  pain  as  well  as 
on  the  constipation  by  means  of  the  faradic  current. 

But  by  far  the  most  important  is  unquestionably  the  employ- 
ment of  electricity  for  exciting  peristaltic  action,  in  all  conditions 
of  atony,  up  to  complete  paralysis  of  the  muscular  coat.  Those 
frequent  and  troublesome  affections  form  very  grateful  subjects 
for  electric  treatment;  we  must,  however,  distinguish  two 
forms. 

1.  Occlusion  of  the  intestine  from  atonic  accumulation  of 
faces.     In  these  cases,  after  previous  sluggishness  of  the 
bowels,  more  or  less  obstinate,  suddenly,  from  indigestion, 
overloading  of  the  stomach,  intestinal  catarrh,  or  the  like, 
complete  obstruction  sets  in,  with  great  faecal  accumulation, 
intense  meteorismus,  acute  pain,  and  often  with  very  threatening 
symptoms,  which  may  even  amount  to  those  of  ileus.    It  is  of 
course  difficult  to  distinguish  this  from  other  forms  of  obstruc- 
tion of  the  bowels  (from  invagination,  internal  stricture,  twisting, 
&c.) ;  but  the  previous  constipation,  the  presence  of  masses  of 
faeces,  the  continued  absence  of  fever,  perhaps  a  former  similar 
attack,  will  aid  the  diagnosis.    Besides,  electrical  stimulation 
of  the'intestines  will  do  no  great  harm  in  the  other  forms  of 
occlusion,  and  it  is  distinctly  contra-indicated  in  well-developed 
peritonitis  only.    Indeed  Curci  recommends  electricity  as  a 
means  of  differential  diagnosis  in  just  such  cases  of  intestinal 
obstruction  from  obscure  causes :  if  one  or  two  sittings  cause 
neither  evacuation  nor  relief,  a  mechanical  obstruction  is  to  be 

susp^cted.^^  series  of  observations,  chiefly  from  abroad,  show 
that  in  such  acute  cases,  after  all  purgative  remedies  have  been 
^^mployed  in  vain,  and  the  symptoms  have  assumed  a  threatenmg 
intensity,  the  energetic  use  of  the  electric  current  suffices  to 
stimulate  peristaltic  action,  and  to  induce  evacuation  and 
thereby  recovery. 
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163.  Observation  by  Hofmann.  Typlilitis  Stercoralis.  Paraly- 
sis of  the  Muscular  Coat  of  the  Intestines.  Ileus. — In  a  "woman  of 
72,  after  continued  constipation,  meteorismus,  foul  eructations,  and, 
finally,  frequent  vomiting  -with  faecal  odour  set  in.  Purgatives  and 
enemata  were  useless.  Faradisation  of  the  intestines,  one  pole  in 
the  rectum,  the  other  in  the  right  iliac  region,  with  a  powerful  cur- 
rent, for  a  quarter  of  an  hour,  caused  an  evacuation  of  fseces  and 
recovery. 

164.  Observation  by  Mario  Giommi.  Obstinate  Constipation. — 
Cure  by  faradisation.  A  robust  peasant,  aged  51.  Was  seized  on 
July  22  with  pains  in  the  abdomen,  which  was  followed  at  first  by  a 
few  scanty  evacuations,  and  afterwards  by  obstinate  constipation, 
which  defied  all  remedies.  On  August  8  he  was  admitted  into  hos- 
pital. Great  pain,  intense  meteorismus,  circumference  of  abdomen 
99  centimetres  inches),  much  eructation  of  odourless  gas,  diffi- 
culty of  breathing,  dry  tongue,  &c.  Percussion  note  resonant.  An 
old  scrotal  hernia  could  be  certainly  excluded  as  a  cause  of  the  attack, 
and  simple  atony  of  the  muscular  coat  of  the  intestines  was  diagnosed, 
and  the  employment  of  electricity  decided  on;  injections  of  water, 
colocynth,  and  nux  vomica  having  been  previously  tried  in  vain. 
Faradic  treatment :  One  electrode  in  the  rectum,  the  other  on  the 
abdominal  wall  over  the  transverse  colon,  with  the  strongest  current 
obtainable.  First  sitting  15  minutes;  no  result.  ISText  morning 
second  sitting  for  20  minutes ;  scanty  evacuation  of  yellowish  masses, 
condition  of  patient  somewhat  worse ;  in  the  evening,  after  the  third 
sitting,  two  copious  evacuations  with  much  discharge  of  gas,  circum- 
ference of  abdomen  reduced  to  82  centimetres  (33  inches).  After  the 
fourth  sitting  further  evacuations,  and  then  progressive  advance 
towards  recovery.  Discharged  September  2 .  Circumference  of  abdo- 
men 72  centimetres  (29  inches). 

165.  Observation  by  J.  Simon  (communicated  by  Ballouhey). 
Severe  Intestinal  Obstruction.  Colic  and  /^e?ts.— Rapid  recovery  by 
means  of  electricity.  A  man,  aged  44.  Was  seized  on  June  15  with 
sudden  vomiting,  combined  with  acute  colicky  pains ;  no  fever.  Obsti- 
nate constipation  followed,  with  increasing  pain,  and  meteorismus 
gradually  developed.  Enemata  and  all  kinds  of  purgatives  useless 
No  hernia,  no  mechanical  cause  discoverable.  Increasing  distension 
of  abdomen,  anxiety,  obstinate  constipation,  repeated  vomiting,  quick 
thready  pulse,  anxious  expression  of  countenance.  The  symptoms 
increased  in  intensity  until,  on  the  evening  of  June  17,  the  em- 
ployment  of  electricity  was  decided  on,  and  was  carried  out  by 
Dr.  Onimus..  Faradisation  of  abdomen  and  intestines,  alternating 
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with  labile  galvanic  current,  for  20  minutes.  The  vomiting  ceased 
immediately,  and  two  fluid  stools  ensued.  Some  improvement. 
After  three  hours  a  second  electrical  sitting,  followed  in  the  night  by 
12  stools  and  abundant  passage  of  gas  from  the  rectum.  No  more 
vomiting,  and  diminution  of  oppression.  On  June  18  continuance  of 
the  fluid  stools,  less  tenderness  of  abdomen,  no  more  nausea,  no  fever. 
Undisturbed  convalescence. 

Most  authors  employ  exclusively  the  faradic  current  for 
such  cases  (Duchenne,  Hofmann,  Mancini,  Santopadre,  Curci, 
Chouet,  Griommi,  Scarpari) ;   Wharton  only  has  used  the 
galvanic  current,  and  with  good  results  :  he  introduces  one  pole 
into  the  rectum,  places  the  other  on  the  sacrum,  and  passes  a 
current  of  14  elements  for  10  minutes,  with  frequent  reversals. 
In  the  faradic  treatment  also  one  pole  is  introduced  into  the 
rectum  (Curci  alone  appears  to  have  confined  himself  entirely 
to  an  external  application),  while  with  the  other  (kathode) 
the  whole  abdominal  wall,  but  especially  the  region  of  the 
csecum  and  the  rest  of  the  large  intestine,  is  successively 
stroked  with  a  very  powerful  current,  so  that  energetic  con- 
tractions of  the  abdominal  muscles  take  place.    Length  of 
sitting,  5  to  20  minutes.  Ballouhey  describes,  according  to  the 
practice  of  Onimus,  a  mixed  procedure  :  first  the  percutaneous 
labile  use  of  the  galvanic  current  on  the  abdomen,  with  the 
anode  as  near  as  possible  to  the  point  of  obstruction  ;  then  recto- 
abdominal  faradisation  in  the  usual  way,  and,  finally,  recto- 
abdominal  galvanisation  (kathode  in  the  rectum)  with  frequent 
interruptions ;  this  cycle  to  be  repeated  several  times  in  one 
sitting.    De  Watteville's  galvano-faradisation  might  also  be 
tried  in  such  cases. 

Boudet's  method  for  all  forms  of  intestinal  obstruction  is  the 
following,  based  on  theoretical  grounds,  which  are  well  worthy  of 
consideration  :  Galvanic  current ;  one  electrode,  fastened  in  a  thick 
indiarubber  sound,  introduced  into  the  rectum,  which  has  been  filled 
with  1  litre  of  salt  and  water,  while  the  other  (400  sq.  centimetres  in 
diameter)  is  placed  on  the  back.  The  current  should  have  a  strength  of 
10  to  50  ma.,  should  be  stabile,  and  should  act  from  5  to  20  mmutes, 
or  it  may  be  reversed  several  times  with  pauses  between.  A  few 
applications  are  said  to  produce  a  good  result.  Eapin  has  also  been 
uccessful  with  this  mode  of  treatment. 
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The  sittings  may  be  repeated  with  advantage  two  or  three 
times  daily,  until  improvement  takes  place.  This  shows  itself 
by  the  discharge  of  gases,  and  by  more  or  less  copious,  often 
enormous  evacuations  from  the  bowels,  which  sometimes  follow 
immediately  upon  the  faradisation,  but  generally  not  until  one 
or  more  hours  after.  This  procedure,  which  has  been  almost 
entirely  neglected  in  Germany,  certainly  deserves  a  more 
extended  investigation. 

Finally,  I  would  mention  that  Bucquoy  has  successfully 
treated  invagination  of  the  intestines,  as  it  occurs  most  fre- 
quently in  children,  with  the  faradic  current,  after  exactly  the 
same  manner.  He  expects  retrogression  of  the  invagination 
by  means  of  the  excited  peristaltic  action,  but  advises  that  the 
electricity  be  employed  early,  and  before  any  inflammatory 
complication  has  occurred.  It  is  borne  well  even  by  infants, 
and  two  or  three  sittings  of  ten  minutes  each  usually  suffice  to 
induce  an  evacuation  and  relieve  the  invagination.  Of  course 
other  treatment  must  not  be  quite  neglected. 

2.  Chronic  constipation  from  atony  of  the  intestines  is 
a  very  frequent,  even  daily  occurrence.  It  is  very  commonly 
observed  in  nervous  patients  of  all  kinds,  hysterical,  hypochon- 
driacal, neursesthenic,  with  or  without  the  accompaniment  of 
nervous  dyspepsia;  in  nearly  all  spinal  affections,  myelitis, 
tabes,  &c.,  and  in  many  cerebral  diseases,  epilepsy,  &c.  It  is 
specially  common  among  women,  in  whom  it  is  often  caused  by 
unsuitable  ways  of  living  and  eating,  want  of  exercise,  too 
strongly  seasoned  food,  &c.,  and  sometimes  also  to  a  great 
extent  among  young  girls  at  the  time  of  puberty.  It  is  further 
found  in  consequence  of  chronic  intestinal  catarrh,  hsemorrhoids, 
chronic  peritonitis,  &c.,  and,  finally,  one  very  important  cause 
is  the  widespread  misuse,  or  too  long  continued  employment, 
of  purgatives,  especially  of  the  more  drastic  remedies. 

Every  pathologist  of  any  experience,  and  certainly  every 
neuropathologist,  knows  how  wide-spread  and  how  troublesome 
this  affection  is,  how  it  resists  any  attempt  at  cure,  and  how 
much  it  aggravates  a  whole  series  of  symptoms,  especially  in  func- 
tional neuroses.  All  symptoms  of  a  decided  intestinal  disease  may 
be  wanting;  there  is  a  simple  indolence  of  the  bowels,  caused 
by  deficient  peristaltic  action,  from  atony  of  the  intestinal 
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walls.  It  is  at  the  same  time  possible  that  a  diminished 
secretion  of  intestinal  juices  may  have  an  aggravating  influence 
on  the  affection. 

Electricity  is  an  admirable  remedy  in  such  cases,  and  I  can 
entirely  confirm  the  favourable  results  reported  by  Benedikt, 
Scarpari,  Giinther,  Stein,  and  others  of  the  electrical  treatment 
of  atonic  constipation. 

166.  Personal  Observation.  E^yilepsy.  Severe  Constipation. — 
A  student,  aged  20,  suffering  from  severe  epilepsy,  and  from  such  a 
degree  of  constipation  that  for  several  years  he  had  had  an  evacuation 
only  from  the  employment  of  powerful  piirgatives,  had  his  bowels  so 
regvilated  by  systematic  faradisation  of  the  intestines  for  several  weeks 
that  years  passed  without  any  necessity  to  resort  to  any  remedies 
beyond  an  occasional  enema. 

167.  Personal  Observation,  Ceplialcea  Nervosa.  Habitual  Con- 
stipation.— A  girl,  aged  19,  who  suffered  from  severe  nervous  head- 
ache and  other  neurasthenic  troubles,  and  from  a  high  degree  of 
habitual  constipation,  was  relieved  of  the  latter  to  a  great  extent  by 
the  employment  of  regular  faradisation  of  the  intestines  ;  the  faradic 
current  certainly  proved  far  more  effectual  than  all  the  other  vainly 
tried  purgative  remedies. 

168.  Personal  Observation.  Gunshot  Wound  of  Abdomen  and 
Vertebrce.  Obstinate  Constipation. — An  officer,  aged  26.  Received 
on  August  30,  1870,  a  shot  in  the  abdomen,  which  entered  anteriorly 
in  the  right  hypochondrium,  and  emerged  posteriorly  by  the  left  side 
of  the  fourth  lumbar  vertebra.  Complete  paraplegia,  including  the 
sphincters,  ensued.  In  the  course  of  the  winter  gradual  improvement : 
left  leg  regained  power,  the  right  below  the  knee  completely  paralysed 
and  atrophic,  with  ED.  A  great  deal  of  neuralgic  pain,  sleeplessness, 
retention  of  urine.  During  the  whole  time  the  patient  never  had  a 
spontaneous  evacuation,  except  when  diarrhoea  was  present  from  any 
cause ;  castor  oil  and  enemata  had  to  be  constantly  employed.  In 
June  1877  galvanic  treatment  of  the  paralysis  began,  the  patient 
complaining  that  the  castor  oil  was  gradually  losing  its  effect,  J uly 
5,  stoppage  of  the  bowels;  percutaneous  faradisation  of  the  intestines; 
during  the  following  night  copious  evacuations  without  purgatives. 
July  6,  no  faradisation.  July  7,  scanty  stool ;  second  faradisation. 
July  8,  normal  stool ;  faradisation.  July  9,  stool  in  the  morning; 
faradisation,  tolerably  powerful,  in  the  afternoon,  followed  shortly 
after  by  copious  evacuations.  July  10,  no  stool  in  the  morning ; 
faradisation  in  the  afternoon,  followed  by  stool.    July  11,  stool  in 
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the  morning'  j  faradisation  j  copious  stool  in  the  evening ;  chill  during 
the  night,  and  on  July  12  spontaneous  diarrhoea,  July  13,  no  stool; 
faradisation.  July  14,  copious  stool,  and  so  on.  On  July  23  the 
patient  left  for  Wildbad,  and  reported  on  his  return  that  the  stools 
were  much  better,  and  that  purgatives  were  seldom  necessary,  in 
spite  of  the  regular  administration  of  large  doses  of  morphia. 

169.  Personal  Observation.  Obstinate  G onstipation  in  Consequence 
of  Peritonitis. — A  student,  aged  23.  Had  a  severe  and  tedious 
perityphlitis,  with  pericystitis,  &c.,  during  the  previous  winter ;  had 
suffered  constantly  since  then  from  constipation,  treated  with  pil. 
visceral,  and  enemata ;  frequent  abdominal  pain,  and  slight  inflam- 
matory irritation.  No  spontaneous  evacuations,  except  when  diarrhoea 
was  present.  "Was  treated  faradically  from  July  9  (percutaneous 
faradisation  of  the  intestines).  The  pills  were  discontinued.  From 
the  first  day,  with  few  exceptions,  regular  spontaneous  evacuations 
occurred,  either  in  the  afternoon,  soon  after  the  faradisation,  or  on  the 
following  morning.  The  treatment  was  continued  with  the  same 
good  results  until  August  23,  enemata  being  necessary  only  now  and 
then.  The  pain  and  dyspepsia  decidedly  diminished ;  the  improve- 
ment lasted  for  some  months,  and  it  was  later  definitely  established 
by  a  repetition  of  the  same  treatment. 

170.  Observation  by  Stein.  Habitual  Constipation. — An  English 
girl,  aged  18,  Never  before  ailing,  had  menstruated  regularly  for 
four  years,  and  had  suffered  during  that  time  so  much  from  consti- 
pation that  she  never  once  had  a  stool  without  purgatives.  Loss  of 
appetite,  and  much  mental  depression.  Faradisation,  moderately 
strong,  for  ten  minutes  transversely  through  the  abdomen.  At  first 
this  was  followed  by  spontaneous  evacuations  at  intervals  of  two  or 
three  days,  but  from  the  19th  sitting  onward  they  occurred  regularly 
every  day.  After  28  sittings,  the  later  ones  being  made  at  longer 
intervals,  the  cure  was  complete  ;  since  then  the  patient  has  looked 
blooming,  with  a  good  appetite  and  cheerful  spirits. 

Compare  also  the  other  observations  of  Stein's,  and  Obs.  Ill  p 
542  (lead  colic). 

The  electrotlierapeutic  methods  employed  for  this  habitual 
constipation  admit  of  a  gradual  inteusification,  according  to  the 
severity  and  obstinacy  of  the  case. 

I  generally  begin  with  the  percutaneous  employment  of  the 
faradic   current,   recommended   by  Benedikt.'     The  anode 

'  The  recent  physiological  researches  of  Fubini  are  also  in  favour  of  the 
faradic  current. 
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C  large '  electrode)  is  placed  on  the  upper  lumbar  vertebra3, 
while  the  kathode  ('  medium '  electrode)  is  slowly  passed  over 
the  whole  abdominal  surface.  It  is  pressed  more  firmly  on  the 
csecal  region,'  and  may  even  be  left  stabile  there  for  a  little 
time ;  it  is  then  passed  along  the  colon  to  the  left  ihac 
region,  where  it  is  again  pressed  in  more  deeply,  in  order  to 
act  specially  on  the  sigmoid  flexure ;  then  passed  round  the 
umbilicus,  and  in  spirals  or  circles  over  the  entire  abdomen. 
The  current  should  be  tolerably  strong,  so  that  powerful  con- 
traction of  the  abdominal  muscles  may  be  excited.  It  seems 
advisable,  however,  to  avoid  these  contractions  as  much  as 
possible,  because  they  interfere  with  the  passage  of  the  current 
into  the  deeper  parts  ;  it  is  better  to  press  the  electrodes  deeply 
into  the  abdominal  walls,  at  a  distance  from  the  motor  points, 
especially  in  the  flanks.  The  duration  of  the  whole  application 
should  be  from  three  to  ten  minutes.  In  addition,  I  sometimes 
pass  a  current  transversely  from  one  hypochondrium  to  the 
other,  with  reversals,  the  electrodes  being  pressed  as  deeply  as 
possible  into  the  flanks. 

For  a  more  powerful  effect,  I  then  add  the  intrarectal 
application  of  one  electrode,  whilst  the  other  is  passed  over  the 
abdomen  in  the  manner  above  described.  An  ohve-shaped, 
metallic  electrode,  insulated  as  far  as  the  head,  is  introduced 
6  or  8  centimetres  (2|  to  3  in.)  or  more  into  the  rectum;  it 
causes  no  sensation,  or,  at  the  most,  when  the  kathode  is  in  the 
rectum,  a  slight  prickling  and  burning.  It  is  advisable  to  reverse 
the  current  several  times,  in  order  to  bring  the  more  strongly 
stimulating  kathode  to  act  on  the  rectum.  The  energetic 
contractions  of  the  abdominal  muscles  serve  as  a  measure  of 
the  strength  of  the  current;  the  sitting  should  last  from  three 
to  ten  minutes.  (If  this  procedure  is  carried  out  with  the 
galvanic  current,  prolonged  closm-e  of  the  circuit  must  be 
avoided,  to  prevent  the  formation  of  eschars ;  it  is  best  in  such 
a  case  to  change  the  current  frequently,  with  very  short  periods 
of  closure.) 

If  this  treatment  is  not  sufficient,  I  precede  it  by  an  appli- 
cation of  the  galvanic  current  directly  to  the  abdomen  (anode 
on  the  back,  kathode  stabile  and  labile  with  repeated  closures 
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and  changes  of  polarity,  along  the  whole  extent  of  the  intes- 
tine); and,  further,  to  the  region  of  the  splanchnies  in  the 
thoracic  sympathetic  (anode  on  the  sacrum,  kathode  stabile  and 
labile  on  each  side  of  the  spinous  processes,  from  the  5th  to 
the  12th  vertebrae),  which  need  only  last  for  a  few  minutes. 
The  eflficacy  of  the  subsequently  employed  faradic  current  will 
thereby  be  much  increased. 

The  galvano-faradisation  recommended  by  de  Watteville 
will  presumably  be  still  more  effectual  for  this  purpose;  the 
electrodes,  containing  both  currents,  are  arranged  and  manipu- 
lated in  the  same  way  as  has  been  explained  for  the  simple 
faradic  treatment  (anode  on  the  back,  kathode  on  the  abdomen). 
It  is  to  be  expected  that  this  will  greatly  surpass  in  efficiency 
the  simple  faradisation. 

By  these  various  methods  of  treatment,  improvement  in  the 
atony  of  the  intestines  and  in  the  constipation  is  generally  seen 
very  soon ;  the  purgatives,  which  at  the  beginning  are  still 
necessary,  become  more  efficacious,  soon  the  dose  can  be 
diminished,  then  a  spontaneous  stool  takes  place  now  and-  then, 
and  gradually  the  purgatives  can  be  dispensed  with  or  reduced 
to  a  minimum,  and  so  a  cure  be  effected.  This  has  also  a  very 
favourable  influence  on  the  spirits  and  general  condition  of  the 
patients.  I  need  scarcely  say  that  there  are  some  forms-  of 
habitual  constipation  which  resist  all  electrical  treatment. 

Blackwood  reports  good  results  from  a  '  galvanic  suppository  '—a 
corneal  piece  of  zinc  in  the  anus  (perhaps  with  a  small  enema  of  salt 
and  water),  and  a  tongue-shaped  plate  of  silver  in  the  mouth,  con- 
nected with  the  zinc  by  means  of  an  isolated  wire.  It  is  said  to  be 
sufficient  to  apply  this  for  5  or  15  minutes  before  an  evacuation  is 
desired,  or  for  a  quarter  of  an  hour  night  and  morning.  Otherwise 
Blackwood  regards  faradisation,  in  combination  with  massage  of  the 
abdomen,  as  the  best  remedy  for  habitual  constipation.  Hiinerfauth 
reports  good  results  from  the  same  means,  combined  with  hydropathy, 
and  faradic  baths,  according  to  Lehr,  are  very  useful. 

3.  Prolapsus  cmi  and  paresis  of  the  sphincter  ani  may 
also  be  mentioned  as  the  last  forms  of  disease  belonging  to  this 
category,  observed  as  they  are,  especially  in  infants,  in  conse- 
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quence  of  costiveness  and  weakness,  in  adults  from  haemorrhoids 
and  obstinate  constipation,  from  severe  straining  at  stool,  and 
not  unfrequently  also  as  a  sequence  of  spinal  and  peripheral 
paralysis.  Grood  results  have  been  obtained  from  the  electric 
current,  especially  in  the  varieties  conditional  on  atony  of  the 
sphincter  (Duchenne),  while  the  prognosis  of  sphincter  paraly- 
sis, dependent  on  spinal  disease,  must  be  considered,  of  course, 
in  relation  to  the  fundamental  affection. 

Faradisation  of  the  rectum  is  indicated  here  by  means  of 
the  rectal  electrode,  which  must  be  introduced  just  inside  the 
opening,  to  induce  direct  irritation  of  the  sphincter,  which 
causes  a  considerable  amount  of  pain.  You  may,  further, 
stimulate  the  intestine  and  the  sphincter  by  means  of  the 
galvanic  current,  either  with  the  rectal  electrode,  or  percutane- 
ously  from  the  sacrum  to  the  perineum,  or,  lastly,  the  nerves  of 
the  plexus  sacralis  may  be  stimulated  in  the  usual  way.  The 
electric  treatment  of  the  fundamental  affection  may  also  be 
considered. 

In  conclusion  I  will  mention  that  ascites  has  also  been 
repeatedly  the  object  of  electrotherapeutical  researches,  and 
not  without  good  results.  Solfanelli,  Alvarenga,  Grlax,  Sigrist, 
and  Popow  have  treated  such  cases  and  reported  on  them.  The 
ascites  had  been  caused  sometimes  by  cirrhosis  of  the  liver, 
sometimes  by  malarial  cachexia,  vitium  cordis,  emphysema, 
general  ansemia,  &c.  The  treatment  consisted,  in  all  cases,  in 
the  energetic  faradisation,  for  10  or  15  minutes,  of  the  abdo- 
minal walls  (in  the  same  nmnner  as  I  have  stated  with  regard  to 
atony  of  the  intestines),  and  Glax  and  Sigrist  both  lay  special 
stress  upon  the  frequently  repeated  excitation  of  the  several 
motor  points  of  the  abdominal  muscles,  each  of  which  should 
be  thrown  into  short  contractions  50  to  1 00  times  in  a  sitting. 
The  results  were  surprising  in  most  cases  ;  with  increase  in  the 
amount  of  urine  passed,  the  ascites  diminished,  and  its  com- 
plete disappearance  could  be  attained  in  a  short  time;  the 
duration  of  the  cure,  however,  is  of  course  dependent  on  the 
primary  disease.  The  opinion  of  Glax,  that  only  the  mechani- 
cal action  of  the  contracted  abdominal  muscles  is  the  agent  in 
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the  cure,  will  not  snflBce  as  an  explanation  of  the  result ;  we 
must  certainly  consider  also  the  vasomotor  and  katalytic  action 
of  the  current,  the  favourable  influence  on  the  penitoneal 
vessels,  the  increase  of  the  blood  pressure,  and  the  stimulation 
of  the  renal  secretion.  Further  researches  and  more  exact 
investigations  on  this  point  are  much  to  be  desired  in  the 
interests  of  general  electrotherapeutical  questions. 
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XII.  DISEASES  OF  THE   GENITAL  AND 
URINARY  ORGANS. 

Literature. — 77ie  Bladder  and  Male  Organs  of  Generation. — LeTiert: 
'  Krankheiten  der  Blase.' — Curschmann  :  '  Functionelle  Storungen  des 
mannl.  Geschlechtsappavats,'  V.  Ziemssen's  Handh,  d.  spec.  Path.,  ix.  2, 
2nd  edit.  1878. — Petrequin  :  '  De  I'Emploi  de  I'Electricit^  dans  le  Trait,  des 
Paralysies  d.  1.  Vessie,  etc.,'  Bull,  de  Thcrap.,  June  15,  1859. — Desparquets : 
*  Incontinence  Nocturne  d'Urine,  datant  de  I'enfance  chez  un  sujet  de  17 
ans ;  Gu^rison  par  I'Electr.,'  Annal.  d'Electr.  Med.,  April  1862.— Hiffels- 
lieim  :  '  De  I'lnfluence  des  Courants  Interraitt.  sur  les  Nevroses  de  la 
Vessie.' — Seeligmiiller :  '  Ueber  die  Anwendung  der  Elektricitiit  bei  Krank- 
heiten,' l.c.  p.  94,  1867.— Pierreson :  '  Paralysie  de  la  Vessie  consiScut.  a 
un  Empoisonn.  par  I'Opium  ;  Gu6rison  par  I'Electr.,'  Bull.  Gener.  de  Ther., 
June  1872,  p.  511.— E.  Koch :  '  Contracture  du  Col  de  la  Vessie ;  Gu6r.  par 
les  Cour.  Oontinus,'  Journ.  de  Med.  d.  Brux.,  March-July  1873.— J. 
Althaus  :  '  Ueb.  d.  Lahmung  d.  Blase  u.  ihre  Behandl.  mit.  d.  const,  galv. 
Strom,'  Wien.med.  JFocA.,  1871,  Nos.  51  and  52.— L.  Seegur:  '  Vollstandige 
Incontin.  Urinee  et  Alvi ;  Heilung  durch  Elektric.,'  Wien.  Med.  Pr.,  1871,  No. 
4.— A.  Giinther :  '  Die  Anwendung  d.  Elektr.  in  der  Medicin,  excl.  der 
Krankheiten  des  Nervensy stems,'  Corresp.-Bl.  f.  Sclmeizer  Aerzf.e,  1880,  No. 
16.— H.  Engel :  '  Oases  Cured  by  Electricity/  Phllad.  Med.  Times,  Aug. 
1,  1874.— E.  Kurz:  'Therap.  Result,  d.  Faradisation,'  Memorahil ,  1881, 
No.  4.— Charon  and  Moreau-Wolf :  '  Du  Traitem.  d.  I'Orchite  par  I'Applicat. 
des  Courants  Contin.  Const.,'  Journ.  des  Connaiss.  Med.-CJiir.,  1869,  No.  5. — 
'  Cour.  Cont.  Const.,  des  Services  qu'ils  peuvent  rendi-e  dans  I'lnflammation, 
I'Engorgement  et  I'BLypertrophie  d.  1.  Prostate,'  Gaz.  des  Hop.,  1869,  Nos. 
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LECTUEE  XXXVII. 

Aiiections  of  the  Bladder  —  Introduction  —  Spasm  of  the  Bladder — Its 
Treatment,  Direct  and  for  Eemoval  oE  the  Cause — Paralysis  of  the 
Bladder — Its  different  Forms — Pathology — Treatment  as  to  Cause  and 
Symptoms — External  and  Internal  Applications — Galvanisation  of  Cord 
in  Lumbar  Eegion — Results. 

AfEections  of  the  Male  Organs  of  Generation — Inflammation  and  Hyper- 
trophy of  the  Prostate — Orchitis — Functional  Disorders — Impotence — 
Emissions — Spermatorrhoea — Aspermatism — Their  various  Pathology — 
Treatment  as  to  Cause  and  Symptoms — Results. 

AfEections  of  the  Female  Sexual  Organs — Introduction — Menstrual  Dis- 
orders— Amenorrhoea — Dysmenorrhoea — Menorrhagia — Chronic  Metritis — 
Uterine  Displacements — Arrest  in  Secretion  of  Milk. 

jPinal  Observations — Contra-indications  to  the  Use  of  Electricity — Phenomena 
connected  with  the  Organs  of  Circulation  and  the  Influence  of  the 
Nervous  System. 

In  conclusion,  gentlemen,  we  have  entered  upon  an  extensive 
and  complicated  field  of  study.    Disorders  of  the  urinary  and 
genital  organs  are  extremely  common  not  only  in  connection 
with  nervous  diseases  but  in  various  others,  and  assume  the 
most  serious  aspect  whether  in  the  course  of  a  malady  or  in 
the  ordinary  processes  of  life.    The  medical  man,  and  more 
particularly  the  specialist,  are  very  often  called  upon  to  con- 
cern themselves  with  these  questions,  with  reference  to  which 
electrotherapeutics  have  long  since  been  recognised  as  of  great 
importance.    Still  I  am  compelled  to  sum  up  in  a  few  words 
and  not  to  treat  too  diffusely  this  subject,  interesting  though 
it  is,  and  yet  obscure  in  many  of  its  relations.    Much  of  it  is 
sufficiently  clear  after  what  has  been  already  said,  and  needs 
but  a  short  and  passing  allusion.    The  question  of  greatest 
importance  in  this  connection  is  that  of  the  bladder.  The 
functional  disorders  of  that  organ  are  very  common,  both  as 
sequels  and  symptoms  of  nervous  diseases  and  of  local  affec- 
tions (seated  in  the  cauda  equina,  sacral  plexus,  vesical  nerves, 
&c.),  and  also  in  the  course  of  spinal,  more  rarely  in  cerebral 
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diseases.  Sometimes  they  are  localised,  as  a  consequence  of 
chill,  abnormal  distension  of  the  bladder,  or  inflammation  of 
that  organ.  Sometimes  they  are  due  to  reflex  irritation  or 
toxic  agencies,  which  have  a  powerful  efifect  upon  the  mucous 
membrane  of  the  bladder,  so  paralysing  or  stimulating  its 
muscles.  The  circumstances,  then,  in  which  disorders  of  the 
bladder  arise  may  vary  much.  Very  often  they  exist  quite 
independently ;  more  often  they  are  one  expression  of  a  com- 
plex pathological  state.  At  other  times,  again,  they  are  the 
distant  precursors  of  other  manifestations  of  some  cerebral 
disease  (tabes,  myeHtis,  &c.)  and  appear  but  as  a  first  strictly 
localised  symptom. 

Now  for  nearly  all  these  forms  of  disorder,  especially  those 
which  are  not  accompanied  by  inflammatory  or  plastic  aflfections 
of  the  bladder,  and  which  are  not  due  to  a  mechanical  obstruc- 
tion havmg  its  seat  in  some  neighbouring  organs  (prostate, 
rectum,  uterus,  ovaries,  &c.),  electrical  treatment  may  be 
indicated. 

No  doubt  this  statement  holds  less  in  cases  of  what  we 
call  spaem  of  the  bladder,  or  vesical  tenesmus,  which  may 
appear  m  the  form  of  spasmodic  contraction  of  the  mnscnlar 
fibres   as  m  moontinence  dne  to  spasm;  or  as  spasm  of  the 
sphmcter,  such  as  spasmodic  retention,  or  spastic  ischuria.  In 
these  cases  it  rs  usual  to  attempt  by  other  means  to  alleviate  the 
condition,  especially  when  we  are  concerned  with  an  inflam 
matory  affection  of  the  bladder  itself.    Still  there  areds  o^ 
spasm  of  the  bladder  which  are  purely  nervous  in  their  Z  ur 
and  which  may  properly  be  brought  within  the  province  o^ 
electrotherapeutics.    It  behoves  us,  then,  above  alf  things  to 
ascertain  the  cause  of  the  abnormal  irritation,  so  as  to  tal  e 
steps  to  counteract  it.    Suppose,  then,  you  ha^  to  de  lith 
an  affection  withm  the  vertebral  canal,  and  in  the  spinal  lord 
1  self  and  try  to  treat  it  appropriately.    Here  you  need  above 
all  things  to  pass  sustained  galvanic  currents  through  the 
lumbar  region  of  the  cord  and  the  lower  segments  of  the  verte 
b«l  column  ;  m  other  words,  to  bring  the  positive  po  e  J  bt^ 
actively  and  continuously  upon  the  supposed  seat  of  the  mis 
ch,  f.    (Such  a  case  has  been  successfully  treated  by  E  Koch 
Endeavour  also  to  induce  vigorous  action  in  the  Imu,  fnd  in 
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this  way  to  bring  about  counter-irritation  to  oppose  that  which 
has  induced  the  spasm,  just  as  in  the  treatment  f>f  neuralgia. 
To  this  end  apply  the  faradic  brush  to  the  skin  at  the  crest  of 
the  symphysis,  the  perineum,  the  sacrum,  &c. 

The  direct  treatment  for  spasm  of  the  bladder  is  effected 
upon  the  same  principles  as  in  the  case  of  spasms  in  other 
parts  ;  that  is  to  say,  by  the  sustained  application  of  the  gal- 
vanism, by  opening  and  closing  the  current,  by  the  powerful 
action  of  the  anode  upon  the  special  seat  of  morbid  irritation ; 
nnd  naturally  this  is  not  easily  to  be  attained  with  accuracy  in 
the  case  of  the  bladder.  The  best  way  will  be  to  apply,  with 
pressure,  a  large  electrode  to  the  symphysis,  and  the  other 
immediately  opposite  it  upon  the  sacrum,  or  preferably  to  the 
perineum.  The  better  plan  decidedly  is  to  place  the  anode 
upon  the  sacrum  or  perineum.  It  will  be  necessary  to  adopt  the 
same  points  for  the  application  of  the  faradic  current.  Begin 
with  weak  faradic  currents  as  directed,  and  it  is  only  when  you 
fail  to  obtain  any  result  that  you  will  have  to  resort  to  stronger 
and  increasing  ones  and  to  render  this  application  more  and 
more  prolonged. 

I  do  not  think  that  the  urethral  or  rectal  electrode  should 
be  used  in  spasm  of  the  bladder  ;  for  their  use  is  apt  to  aggra- 
vate existing  irritation,  and  there  is  moreover  the  risk  of 
causing  wounds  with  the  galvanic  current,  which  in  these  cases 
has  to  be  used  in  a  steady  and  prolonged  form.  It  will  be  well, 
then,  to  reject  these  resources ;  it  would  be  much  more  advis- 
able, in  desperate  cases,  to  make  use  of  faradic  currents  and 
this 'internal  mode  of  application.  It  is  to  be  desired  that  more 
accurate  observations  upon  this  point  should  be  published. 

The  true  province  of  electrotherapeutics,  in  disorders  oi 
the  bladder,  is  cases  of  weakness,  of  paralysis  of  that  organ. 
It  is  a  morbid  symptom  as  common  as  it  is  insupportable,  and 
which  occurs  in  forms  that  vary  from  the  slightest  degree  to 
the  most  considerable.  It  is  chiefly  in  affections  of  the  spmal 
cord  (tabes,  compression,  effusion  of  blood,  myelitis,  sclerosis, 
&c.)  that  paralysis  of  the  bladder  plays  a  very  important  part, 
and  occurs  with  remarkable  frequency.  There  are  m  addition 
peripheral  nervous  lesions  of  the  most  varied  character  which 
attack  separately  the  nerves  of  the  bladder,  in  the  canda  equvtia 
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or  in  the  sacral  plexus  and  its  branches.    This  symptom  is 
much  less  common  in  cerebral  disease.    On  the  other  hand,  it 
is  as  much  more  frequent  in  hysteria,  in  which  vesical  paralysis 
is  an  event  of  constant  occurrence.    Finally,  there  occur  cases 
of  paralysis  of  the  bladder  of  a  more  independent  nature, 
altogether  distinct  and  separate  and  with  or  without  ascer- 
tained  cause   (chill,  traumatism,  shock,    opium  poisoning, 
&c.)    Paralysis  of  the  bladder  may  present  itself  in  different 
forms.    Where  the  muscles  of  expulsion  are  chiefly  engaged 
we  have  the  phenomenon  of  retention  of  urine  in  its  different 
degrees ;  if,  on  the  other  hand,  the  sphincter  principally  is 
affected  we  have  incontinence  of  urine  more  or  less  complete. 
But  occasionally  it  happens  that  both  classes  of  muscle  are 
paralysed.    The  patient  then  cannot  retain  his  urine,  nor  can 
he  pass  it  at  will.   Here  we  have  the  act  of  emptying  the 
bladder  performed  fully  and  regularly  but  without  the  control 
of  the  will— and  this  is  where  the  reflex  mechanism  in  the 
lumbar   cord  remains  intact— or  a  constant  dribbling  of  the 
urine  ensues,  while  the  bladder  may  still  be  distended  by  the 
accumulating  fluid  (paradoxical  ischuria).    We  should  be  led 
to  wander  too  far  from  our  subject  were  we  to  consider  in 
full  the  mnervation  of  the  bladder,  and  the  different  disorders 
which  may  arise  in  that  organ  throughout  its  various  parts— 
m  the  muscles  themselves,  the  peripheral  nerves,  or  the  lumbar 
cord  and  its  presiding  centres  for  emptying  the  bladder,  or 
those  remote  channels,  motor  and  sensory,  through  which  the 
nerve  mfluence  of  the  bladder  is  connected  with  the  brain  and 
becomes  lost  in  the  spinal  marrow.    Therefore  I  would  refer 
you  for  information  upon  this  head  to  the  text-books  of 
physiology,  or  to  my  treatise  on  the  '  Affections  of  the  Spinal 
tord   (1st  ed.,  pp.  65  and  146),  where  I  have  handled  these 
things  separately  and  attempted  to  distinguish  the  various 
forms  of  paralysis  of  the  bladder,  according  to  the  seat  in  each 
case  of  the  cause  of  the  paralysis. 

R  is  unnecessary  to  say  that  for  the  rational  application  of 
electricity  you  must  ascertain  in  every  instance  the  form  and 
seat  of  the  disorder,  the  way  in  which  it  is  produced,  and  especially 
the  precise  situation  of  the  paralysis  in  the  nervous  system 
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Then  you  may  adopt  the  mode  of  electrical  treatment  suit- 
able to  each  case.  It  is  clear  that  you  should  at  the  outset 
direct  your  attention  to  the  primary  affection  and  treat  it 
effectually  and  appropriately.  I  need  not  here  add  anything 
to  what  I  have  already  said  with  reference  to  the  treatment  of 
affections  of  the  spinal  cord.  But  I  would  not  have  you  believe 
that  I  look  upon  the  treatment  by  electricity  as  the  only 
resource  for  the  cure  of  these  primary  affections.  Quite  other- 
wise :  I  am  well  aware  that  by  the  use  of  other  remedies  and 
modes  of  treatment  much  can  be  effected  in  the  class  of  cases 
now  under  consideration,  andiesults  are  often  obtained  that  are 
better  than  can  be  derived  from  our  elpctrotherapeutics. 

In  conjunction,  however,  with  this  treatment  directed  to 
the  cause,  and  in  those  cases,  which  are  not  uncommon,  where 
such  treatment  is  impracticable,  the  paralysis  of  the  bladder 
should  be  directly  treated.  This  last  mode  of  treatment  is 
concerned  only  with  the  bladder  and  its  nervous  centres  and 
connections.  There  are  different  ways  of  applying  it,  whether 
through  the  skin  by  means  of  moistened  electrodes,  or  inter- 
nally with  the  aid  of  a  catheter,  either  the  faradic  or  galvanic 
current  being  used.  The  various  points  where  the  application 
may  advantageously  be  made  are  as  follows  :— 

For  external  apphcation,  you  place  one  pole  (usually  the 
anode)  over  the  situation  of  the  lumbar  enlargement,  upon  the 
lower  dorsal  and  the  upper  lumbar  vertebra.  The  other  (the 
kathode)  is  laid  over  the  situation  of  the  bladder,  and  when 
retention  is  the  chief  trouble  it  is  advisable  to  place  it  against 
the  symphysis  and  make  as  much  pressure  as  possible.  If,  on 
the  other  hand,  incontinence  is  the  condition  to  be  overcome, 
the  kathode  should  be  applied  to  the  perineum  as  nearly  as 
Dossible  to  the  sphincter  and  in  as  close  contact  with  it  as  may 
be  In  the  case  of  women  it  should  be  used  in  an  appropriate 
manner  If  both  classes  of  muscle  are  affected,  you  make  use 
of  both  modes  of  application,  or  you  may,  as  before,  place  one 
pole  upon  the  symphysis  and  the  other  on  the  perineum 
When  you  use  the  galvanic  current,  let  it  act  freely  and  steadily 
for  some  minutes  at  the  places  indicated,  often  breakmg  and 
reversing  the  current.  The  strength  of  the  current  should 
be  so  regulated  that  at  each  kathodic  closure  powerful  con- 
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traction  shall  take  place  in  the  abdominal  muscles,  seen  to 
originate  at  their  motor  points.  To  employ  the  faradic  method, 
make  use  of  currents  as  strong  as  possible,  continued  for  some 
minutes  (say  five  or  ten)  at  the  points  mentioned  above,  and 
interrupt  at  frequent  intervals,, or  you  can  apply  the  so  called 
faradic  current. 

For  internal  application,  the  anode  is  placed  in  the  same 
way  upon  the  lumbar  region.    A  vesical  electrode,  made  like  a 
catheter,  and  insulated  except  at  the  extremity,  is  introduced 
by  the  m-ethral  canal,  in  the  case  of  incontinence,  only  to  the 
neck  of  the  bladder,  so  as  directly  to  stimulate  the  sphincter, 
when  retention  is  present  within  the  bladder,  which  is  kept 
full  if  possible,  or  may  be  filled  beforehand  with  tepid  water, 
holding  salt  in  solution.    Needless  to  say,  precautions  must  be 
taken  to  render  the  catheter-electrode  aseptic.    In  this  way 
and  using  the  galvanic  current  you  can  safely  employ  only 
short  closures  of  the  kathode,  or  a  few  reversals  with  the  period 
of  closure  of  short  duration,  so  as  not  to  wound  the  parts.  The 
best  plan  will  be  to  determine  the  current  strength  by  means 
of  the  galvanometer.   With  the  faradic  current  you  can  make 
use  of  currents  of  considerable  strength,  for  the  bladder  itself 
is  not  sensitive,  and  the  urethra  in  its  remoter  parts  but  little 
so.    Here  then  the  current,  frequently  internipted,  may  act 
for  a  long  time  with  a  constant  strength,  or  one  that  increases 
or  diminishes  in  intensity.    As  a  measure  of  the  strength  of 
the  current  we  can  make  use  of  the  fact  that  when  the  sphincter 
is  faradised,  it  contracts  with  each  closure  of  the  circuit,  and 
in  consequence  pushes  the  catheter  along  the  urethra  or  expels 
it  entirely  from  it.    With  reference  to  faradisation  of  the 
detrusor  muscles,  it  is  perhaps  advisable,  with  a  view  to  direct- 
ing the  current  in  every  direction  through  the  walls  of  the 
bladder,  to  place  the  anode  upon  the  abdomen  alternately  to 
right  and  left,  and  in  turn  to  the  summit  of  the  bladder  and  the 
perineum.    The  muscular  contractions  produced  in  this  way 
afford  a  sufficient  measure  of  the  current  strength.   As  regards 
internal  application,  you  must  be  careful  not  to  make  the 
sittings  too  long. 

Finally,  there  is  a  mode  of  application  by  way  of  the  rectum. 
Here  the  anode  (an  electrode  of  metal  shaped  like  an  olive)  is 
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inserted  witMn  the  rectum  at  a  convenient  height.  The 
kathode  is  applied  to  the  symphysis,  and  a  galvanic  or  faradic 
current  induced  exactly  as  described  above.  An  attempt  even 
has  been  made  to  introduce  at  the  same  time  a  catheter  elec- 
trode within  the  urethra  or  bladder,  and  in  this  way  to  stimulate 
the  vesical  muscles  (Duchenne,  P^trequin,  Erdmann).  Since 
in  that  case  we  have  no  means  of  estimating  the  strength  of 
the  current,  and  further  because  it  is  only  the  fasciculi  upon 
the  posterior  part  of  the  organ  that  are  effectively  stimulated, 
this  proceeding  has  no  special  advantage. 

In  all  cases  of  serious  and  obstinate  paralysis  of  the  bladder 
it  is  my  habit  to  resort  in  addition  to  a  direct  and  vigorous 
galvanisation  of  the  lumbar  cord,  with  the  object  of  stimulating 
directly  the  nerve  centres  of  the  bladder.  According  to  cir- 
cumstances I  sometimes  even  employ  a  strong  and  persistent 
application  of  the  kathode  to  the  cauda  equina  in  the  situa- 
tion of  the  coccyx  and  perineum,  or  throughout  to  the  spinal 
cord  as  far  as  the  cervical  vertebrae. 

You  will,  of  course,  make  your  choice  amongst  these  different 
methods,  according  to  the  diagnosis  and  circumstances  of  the 
case.  As  a  rule,  it  is  well  to  proceed  from  gentler  and  less 
active  measures  to  those  of  greater  strength  and  intensity. 

The  results  of  this  mode  of  treatment  vary  much  in  dif- 
ferent cases.  In  transverse  inflammation  of  the  cord,  in  com- 
pression and  effusion  of  blood  they  are  not  Hkely  to  be  good. 
They  are  much  better  in  tabes,  where  treatment  by  electricity 
is  often  a  good  help.  They  are  very  good,  sometimes  briUiant, 
in  hysterical  affections,  as  well  as  in  vesical  paralysis  of  cerebral 
origin ;  excellent  too  in  many  forms  of  toxic  disorder  and  in 
others  whose  nature  is  not  understood.  But  sometimes  too  in 
these  cases  all  forms  of  treatment  will  fail  of  effect. 

A  variety  of  weakness  of  the  bladder  of  quite  a  special 
nature  is  nochornal  incontinence  of  urine,  known  as  emtresis 
nocturna.  For  electrotherapeutics  it  forms  a  soui-ce  of  excellent 
results. 

The  theories  that  have  been  framed  as  to  the  exact  nature 
of  that  very  common  disorder  have  been  by  no  means  sustained 
by  proofs,  and  there  is  still  room  for  hypotheses  of  every  de- 
scription as  to  its  exact  seat  and  pathology.    In  my  opmion 
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the  true  cause  consists,  in  the  majority  of  cases,  in  a  want  of 
proportion  between  the  sleep,  which  is  profound,  and  the  irrita- 
bility of  the  distended  bladder,  leading  in  consequence  to  its 
evacuation.  This  explanation  holds  at  all  events  for  all  those 
cases  in  which  during  the  waking  hours  there  is  no  dribbling 
of  urine  whatever.  But  it  is  not  always  easy  to  determine 
in  a  particular  instance  what  share  to  attribute  to  the 
abnormal  depth  of  the  sleep  and  what  to  the  diminished 
peripheral  irritability  of  the  bladder  and  its  neck.  There  cer- 
tainly occur  cases  in  which  the  deep  sleep  from  which  some 
people  can  with  difficulty  be  waked  by  calling,  shaking,  &c., 
is  the  only  cause  of  the  troublesome  disorder  in  question.  la 
other  patients  there  seems  to  be  a  loss  of  peripheral  irritability 
of  the  bladder.  Further,  it  may  be  that  an  increased  irritability 
of  the  nerve  centres  of  the  bladder  in  the  lumbar  region  of  the 
cord  is  the  agency  at  fault,  and  that  these,  under  the  influence 
of  an  afferent  stimulus  less  powerful  than  usual,  straightway  by 
an  irresistible  impulse  determine  the  evacuation  of  the  urine. 
Finally,  for  those  cases  in  which  there  exists  incontinence  more 
or  less  marked,  so  that  the  child  wets  its  clothes  dming  the 
day  and  cannot  in  school  time  leave  so  quickly  as  to  avoid 
doing  so,  we  must  assume  some  weakness  of  the  sphincter  of  the 
bladder.  We  must,  then,  admit  different  causes  in  different 
cases ;  the  seat  of  the  mischief  may  be  sought  at  very  different 
situations  in  the  channels  of  nervous  influence  that  presides 
over  the  emptying  of  the  bladder,  below  in  the  lumbar  region 
of  the  cord,  higher  up  in  the  dorsal  region,  and  perhaps  even 
in  the  brain.  Since  all  the  other  phenomena  of  an  organic 
lesion  are  constantly  absent,  we  have  to  assume  the  existence  of 
a  functional  disorder  limited  to  these  channels,  and  often  in  all 
likelihood  depending  upon  a  permanent  neuropathic  condition. 

Treatment  has  reference  chiefly  and  most  frequently  to  the 
bladder  itself,  and  the  method  suggested  by  Seeligmiiller  is  to 
be  preferred  here  by  reason  of  its  great  simplicity  and  its 
efficiency,  which  is  not  less  remarkable.  Seeligmiiller  passe.s 
a  rod  of  brass  (or  a  metallic  wire),  about  one  centimetre  in 
length,  through  the  orifice  of  the  urethra  (in  females  as  well  as 
males),  connects  it  with  the  kathode  of  a  secondary  faradic 
current,  and  applies  the  anode  with  a  sponge  electrode  to  the 
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symphysis.  A  current  is  induced  of  some  minutes'  duration 
and  appreciable  intensity.  The  result  is  usually  an  immediate 
improvement,  of  which  Seeligmiiller  adduces  very  striking  in- 
stances, and  amongst  others  the  following  : — 

171.  Ohs.  of  Seeligmiiller.  Enuresis  nocturna  {and  diurna). — 
A  girl  of  22  years  of  age  had  suffered  from  earliest  infancy 
from  incontinence  of  urine,  which  persisted  night  and  day.  Every 
possible  remedy  had  been  tried  without  success.  There  were  fre- 
quent intervals  of  remission,  lasting  one  or  more  months,  in  which 
the  nocturnal  enuresis  disappeared  entirely,  but  during  the  day  the 
patient  still  suffered  the  greatest  embarrassment  from  her  disorder. 
During  the  last  six  months  she  has  been  regularly  roused  from  a 
deep  sleep  two  or  three  times  during  the  night,  and  still  it  was  not 
uncommon  for  her  to  pass  water  unconsciously.  The  effects  of  the 
disorder  upon  her  general  condition  were  very  distressing.  It  was  a 
bar  to  work  and  pleasure  of  every  kind.  Emaciation,  cachectic  appear- 
ance and  depression.  Treatment  by  faradisation,  as  detailed  above, 
lasting  live  minutes.  After  the  first  sitting  immediate  improvement. 
In  the  daytime  evacuation  occurred  twice  only — the  previous  day 
every  quarter  of  an  hour ;  in  the  night  not  at  all ;  sleep  excellent. 
After  the  thii-d  sitting  the  condition  was  already  quite  normal.  The 
patient,  as  usually  happens,  now  sleeps  lightly,  and  wakes  at  the 
least  noise ;  whereas  formerly  she  slept  very  soundly.  After  the 
eighth  sitting  she  was  discharged  entirely  cured.  The  cure  has  lasted ; 
general  health  excellent. 

For  my  part  it  is  my  custom  to  proceed  as  follows :  I  apply 
the  anode  to  the  lumbar  cord ;  the  kathode,  which  is  smaller, 
first  to  the  symphysis,  then  to  the  perineum  ;  and  T  induce  a 
pretty  strong  current,  lasting  1  or  2  minutes.  Finally  I  in- 
troduce into  the  urethra  an  electrode  of  metallic  wire  of  about 
2  centimetres'  length.  In  girls  I  replace  this  by  a  small 
sponge  electrode,  which  I  pass  within  the  labia,  so  as  to  bring 
it  in  contact  with  the  orifice  of  the  urethra.  And  here,  too,  I 
apply  a  faradic  current  of  1  or  2  minutes'  duration,  and  of 
such  intensity  as  to  cause  marked  sensation  and  slight  pain. 

In  the  most  obstinate  cases  I  also  pass  a  urethral  electrode 
as  far  as  the  neck  of  the  bladder,  where  I  proceed  to  induce  a 
current  as  described  above.  In  every  instance  I  combine  with 
this  galvanisation  of  the  lumbar  cord,  and  later  of  the  entire 
cord  as  far  as  the  cervical  region,  just  as  in  the  more  serious 
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forms  of  paralysis  of  the  bladder.  You  will  hardly  ever  have 
to  resort  to  a  direct  application  to  the  neck  of  the  bladder  bj- 
way  of  the  rectum  and  urethra,  as  it  has  been  practised  by 
Erdmann,  Duchenne,  and  Desparquets. 

The  results  of  this  treatment  by  electricity  are  usually  re- 
markable, especially  when  applied  to  children  who  are  not  very 
young.  After  one  or  a  few  sittings  an  improvement  occurs — 
generally,  after  a  Kttle  time,  a  complete  cure.  Still  it  some- 
times happens  that  prolonged  treatment  is  necessary,  and  I 
cannot  deny  that  electricity  has  completely  failed  me  in  many 
cases,  in  spite  of  a  well-considered  application  of  all  its 
resources. 

Disorders  of  the  Male  Organs  of  Gteneration. 

Of  these  it  is  especially  functional  disorders  which  call  for 
the  use  of  electricity.    Of  the  others  I  have  little  lo  say. 

The  experiences  furnished  by  Cheron  and  Moreau  Wolf  of 
successes  obtained  by  them  in  the  treatment  by  galvanism  of 
inflammation,  swelling,  and  hypertrophy  of  the  prostate  do 
not  encourage  great  hopes,  nor  have  they  been  confirmed  since 
by  those  writers  or  any  others.  They  introduce  a  metallic 
electrode  by  the  rectum,  and  apply  it  to  the  prostate.  It  is 
usually  the  kathode,  the  anode  only  when  there  is  manifest 
sensitiveness.  The  other  is  applied  to  the  perineum.  The 
strength  of  the  current  is  moderate ;  it  is  continued  for  five  to 
ten  minutes,  and  the  sittings  in  all  are  eighteen  to  twenty. 
The  results  are  represented  as  marvellous,  and  the  proceeding 
extolled  as  far  more  efficient  than  the  other  medical  and  surgi- 
cal remedies.  The  authors  mentioned  pretend  to  have  obtained 
equally  good  results  in  hlennorrhagic  and  traum.atic  orchitis. 
They  say  that  by  means  of  galvanism  they  notably  shorten  the 
course  of  the  disease,  and  render  their  patients  fit  for  work. 
Their  plan  is  to  pass  a  strong  galvanic  current  continuously 
through  the  swelling  for  6  or  8  minutes,  then  a  continuous 
current,  proceeding  from  the  most  painful  part  of  the  swelling 
to  the  spermatic  cord  (4  or  6  minutes),  and  finally  a  current 
ascending  in  the  course  of  the  cord.  Immediately  following 
upon  this  application  improvement  sets  in,  and  after  a  few 
sittings  the  cure  is  complete.    These  statements  require  con- 
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firmation.  I  have  thought  it  my  duty  to  quote  them  in  order 
to  direct  to  them  the  attention  of  those  who  wish  in  like 
manner  to  try  the  efficacy  of  electricity  in  this  direction,  the 
more  so  inasmuch  as  our  knowledge  of  the  katalytic  action  of 
the  current  forbids  us  to  deny  the  possibility  of  such  results. 

In  like  manner  electric  currents  have  often  been  used,  and 
with  success,  for  the  treatment  of  onanism  and  the  sexual  ex- 
cesses that  involve  atrophy  and  degeneration  of  the  testicles. 
The  method  is  to  pass  faradic  or  galvanic  currents  of  moderate 
strength  through  the  substance  of  the  testicles  for  a  period  of 
some  minutes,  and  finally  to  galvanise  at  the  same  time  the 
spermatic  cord,  on  account  of  the  vessels  and  nerves  in  connec- 
tion with  it. 

The  most  important  and  promising  field  for  electrothera- 
peutics, however,  is  the  functional  disorders  that  are  so  common, 
occurring  in  the  various  degrees  of  impotence,  morbid  emis- 
sions, spermatorrhoea,  and  aspermatism.  I  have  not  had 
the  opportunity  of  studying  in  detail  the  pathology  of  these 
affections,  so  various,  complicated,  and  important;  and  the  less 
that  the  mode  of  procedure  in  applying  electricity  is  nearly 
always  much  the  same  for  all  of  them.  I  would  refer  you,  then, 
for  a  fuller  account  to  the  admirable  work  of  Curschmann  and 
the  chapter  devoted  to  them  in  Benedikt's  book.  I  must  con- 
tent myself  here  by  reminding  you  that  some  of  the  disorders 
mentioned  should  be  referred  to  anatomical  peculiarities,  or  the 
results  of  inflammation  of  the  urethra,  the  testicles  and  their 
connections^  the  spermatic  cord,  and  prostate,  and  also  to 
tumours,  &c.  Treatment  by  electricity,  as  a  rule,  is  here  of 
little  use,  and  will  rarely  seem  to  be  called  for. 

Still  there  is  another  class  of  cases  that  should  be  referred 
to  serious  organic  disease  of  the  nervous  system,  central  or 
peripheral.  In  these  the  disorders  of  the  genital  functions, 
emissions,  impotence,  spermatorrhoea,  priapism,  &c.,  are  but 
the  symptoms  of  a  possible  incipient  tabes,  a  chronic  myelitis, 
or  compression  of  the  cord,  or  perhaps  a  more  serious  lesion  ot 
the  nerves  in  the  cauda  equina,  &c.  It  is  known  that  certam 
affections  of  the  spinal  cord  lead,  at  an  early  period  of  their 
course,  to  the  impairment  or  even  destruction  of  the  sexual 
functions— so  especially  do  tabes,  transverse   myehtis,  com- 
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pressioB,  and  chronic  meningitis — while  these  functions  may 
remain  intact  in  others,  as  in  the  different  forms  of  polio- 
myelitis, spastic  spinal  paralysis,  &c.  For  the  first  treatment 
by  electricity  will  yield  good  results  by  its  direct  action  upon 
the  symptomatic  disorder  of  the  genital  functions,  obviating 
their  impairment  when  the  primary  disease  has  been  removed. 
The  possibility  of  cure,  however,  or  even  of  improvement,  will 
always  be  influenced  by  the  original  disease,  and  depend  upon 
it.  And,  as  Benedikt  has  very  judiciously  remarked,  besides  it 
is  not  always  an  unqualified  advantage  to  the  patient  to  have 
these  functions  too  early  re-established.  In  fact  in  a  man 
suffering  from  tabes  the  excitement  and  irritation  of  the  spinal 
cord,  rendered  thus  possible  again,  may  very  easily  become 
hurtful  in  the  event  of  repeated  intercourse. 

A  third  group  includes  those  cases  of  functional  disorders 
of  the  genital  organs  in  which  they  exist  independently,  pro- 
ceeding from  local  causes,  and  ordinarily  arising  from  over-use, 
and  consequently  the  most  complained  of  and  oftenest  sub- 
mitted to  treatment;  or,  on  the  other  hand,  those  in  which  they 
are  but  a  symptom  of  the  functional  impairment  of  the  nervous 
system  throughout,  neurasthenia,  spinal  irritation,  hypochon- 
driasis, &c.     Finally,  these  disorders  may  depend  upon  a 
neuropathic  diathesis,  a  general  weakness  and  irritability  of  the 
nervous  system  following,  it  may  be,  upon  causes  and  antecedents 
of  far  less  importance— as  venereal  excesses,  inflammation, 
conditions  of  irritation  and  debility  of  the  urethral  canal  in  the 
neighbourhood  of  the  ejaculatory  ducts.    These  are  by  far  the 
most  frequent  forms,  and  those  too  in  which  treatment  has 
yielded  its  most  splendid  results,  and  for  which  electricity  is  in 
an  especial  manner  indicated.    It  is  for  the  most  part  the  various 
degrees  of  irritable  weakness  of  the  genital  tissues  which 
concern  us  here,  and  which  lead  by  a  chain  of  various  conse- 
quences to  the  impairment  of  virility,  premature  emission, 
defective  erection,  too  frequent  nocturnal  emissions,  and  finally  to 
pollution  by  day  and  spermatorrhoea ;  conditions  which  in  their 
turn  are  very  often  accompanied  by  quite  a  series  of  different 
morbid  nervous  symptoms,  neurasthenic  phenomena  in  every 
quarter,  and  especially  by  a  marked  disposition  to  hypochondria. 
But  apart  from  these  there  are  some  cases  which  cannot 
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be  grouped  with  any  of  these  three  classes,  in  which,  for  in- 
stance, morbid  emissions  or  aspermatism  occur  in  men  who  are 
otherwise  in  good  health,  of  blameless  life,  and  wanting  every 
sign  of  disease  of  the  genital  organs  or  nervous  system.  Finally, 
certain  disorders  are  met  with  arising  in  the  course  of  diabetes, 
lead  poisoning,  alcoholism,  and  other  maladies.  All  these 
different  conditions  have  been  submitted  with  success,  more 
or  less  marked,  to  the  treatment  by  electricity,  at  the  hands 
of  various  observers.  The  results  quoted  by  Schultz,  Benedikt, 
Mobius,  &c.,  and  to  which  I  could  add  quite  a  catalogue  of 
successes,  proved  beyond  doubt  that  we  must  accord  a  great 
importance  in  this  connection  to  the  electric  current,  and  that 
we  may  obtain  the  most  satisfactory  results  in  the  great 
majority  of  cases  by  the  use  of  electricity,  either  alone  or  in 
conjunction  with  other  remedies. 

The  mode  of  treatment  adopted  here  should  of  course 
have  for  its  object  the  primary  affection,  and  for  many  cases  it 
is  even  the  main  end.  I  would  refer  you  on  this  head  to  what 
I  have  said  in  their  proper  places  concerning  the  treatment  of 
cerebral  disease  and  affections  of  the  spinal  column,  and  espe- 
cially in  connection  with  neurasthenia  and  the  conditions 
associated  with  it.  In  so  far  as  these  come  within  the  pro- 
vince of  electrotherapeutics  it  behoves  us  to  adopt  the  modes 
of  application  which  circumstances  require. 

But  in  general  you  will  not  content  yourself  with  this,  for 
in  many,  perhaps  in  most  cases,  you  will  have  to  apply  the 
electrical  treatment  directly  to  the  organs  of  generation,  just 
as  it  is  usual  to  do  when  these  affections  present  other  sym- 
ptoms. And  further,  this  direct  treatment  will,  on  more  than 
one  occasion,  be  your  chief  concern,  or  even  that  which  shall 
alone  claim  your  attention  in  cases  where  the  sexual  disorder  is 
the  only  or  the  most  evident  symptom  of  the  general  morbid 
condition. 

In  the  great  majority  of  cases  we  are  called  upon  to  stimu- 
late and  restore  the  nerve  functions  in  question,  so  as  to 
remove  the  paretic  condition  of  the  lumbar  cord  and  genital 
nerves,  and  it  is  much  less  common  to  have  to  encounter  con- 
ditions of  irritability  or  over-excitement.  According  as  we 
have  to  deal  with  one  or  other  of  these  states,  it  is  necessary 
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to  introduce  into  our  treatment  certain  modifications  which  are 
suggested  by  general  principles.  Since  the  course  and  dis- 
tribution of  the  genital  nerves,  in  so  far  as  they  influence 
erection  and  the  emission  of  semen,  their  connection  with  cer- 
tain centres  in  the  lumbar  region  of  the  cord,  the  relation  of  these 
centres,  as  of  the  genital  centres  themselves,  with  segments 
of  the  central  nervous  system  in  its  higher  parts  (even  in  the 
brain  to  the  seat  of  the  sexual  instinct,  the  imagination,  &c.) 
offer  the  closest  analogy  with  the  conditions  of  innervation  of 
the  bladder,  it  follows  necessarily  that  the  methods  of  electrical 
treatment  for  functional  disorders  of  the  genital  organs  are,  on 
the  whole,  the  same  as  those  used  in  affections  of  the  bladder. 
This  is  no  less  the  outcome  of  a  consideration  of  the  methods 
employed  by  the  different  observers. 

To  this  end,  as  a  rule,  the  galvanic  current  is  to  be  pre- 
ferred.   The  plan  which  I  regard  as  the  most  suitable  is  as 
follows  :  The  anode— a  large  electrode— upon  the  lumbar 
region  of  the  cord ;  the  kathode,  of  medium  size,  being  applied 
in  a  stabile  and  labile  manner  along  the  spermatic  cord  from 
the  hinder  part  of  the  groin,  for  1  or  2  minutes.    The  current 
must  be  pretty  strong,  causing  a  decided  smarting  in  the  skin 
(30°  to  40°  deviation  of  the  needle).    Then  the  kathode,  stabile, 
is  applied  to  the  dorsal  and  ventral  surfaces  of  the  penis  as  far 
as  the  glans,  and  vigorous  currents  are  passed  for  about  1 
minute.    Again,  with  the  kathode  labile  and  stabile  upon  the 
perineum  above  the  scrotum  at  the  root  of  the  penis,  for  1  or  2 
minutes.    To  this  may  be  added  occasional  interruption  and 
reversal  of  the  current,  so  as  to  cause  more  energetic  stimula- 
tion.   If  there  is  present  some  anaesthesia  of  the  penis,  espe- 
cially of  the  glans,  you  can  subject  it  somewhat  longer 'to  the 
action  of  the  kathode.     If  the  testicles  are  atrophied  and 
flaccid,  and  the  scrotum  cold,  make  the  current  pass  directly 
through  their  substance.     This  is  the  procedure  which  must 
be  adopted,  especially  for  the  cure  of  impotence.    If  the  patient 
suffers  from  morbid  emissions  or  spermatorrhoea  it  is  advisable 
to  relinquish  the  more  irritating  measures,  and  to  employ 
principally  constant  currents,  and,  if  necessary,  with  the  anode 
to  the  perineum.     If  you  have  reason  to  suppose  that  the 
spermatorrhoea  depends  upon  a  lax  or  irritable  condition  in  the 
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neighbourhood  of  the  ejaculatory  ducts,  or  is  maintained  by 
such  a  condition,  it  will  suggest  the  direct  application  to  these 
parts  by  means  of  the  urethral  electrode.  This  should  be  intro- 
duced as  far  as  the  prostatic  part  of  the  canal,  and  in  case  of 
irritability  a  kathodic  current  is  passed  through,  in  one  of 
debility  the  anodic  ;  always  of  gentle  strength  and  extremely 
short  duration,  for  fear  of  wounding  the  parts. 

Faradic  treatment,  however,  for  impotence  and  spermator- 
rhoea, is  by  no  means  necessarily  to  be  excluded.  To  carry  it 
out  you  apply  the  electrodes  almost  in  the  same  situations  and 
for  the  same  period.  In  general  tolerably  strong  currents  are 
employed.  Direct  faradisation  of  the  testicles,  too,  is  called  for 
in  cases  of  deficient  nutrition  and  flaccidity  of  these  organs. 
G-unther  claims  to  have  practised  it  successfully  in  azoospermia. 
If  there  is  anaesthesia  of  the  skin— and  by  means  of  the 
farado-cutaneous  examination  we  can  often  determine  a  dimi- 
nished sensibility— or  notable  coldness  of  the  penis,  flaccidity 
of  the  scrotum,  &c.,  the  faradic  brush  may  be  apphed  with 
advantage  to  the  genital  organs,  and  in  like  manner  to  the 
perineum  and  the  neighbourhood  of  the  anus,  from  which  we 
can  obtain  a  considerable  reflex  contraction  of  the  scrotum. 
The  faradic  current  may  also  be  applied  through  the  urethra, 
but  here  you  must  guard  against  a  too  violent  stimulation. 
The  application  of  one  electrode  through  the  rectum  has  been 
suggested  by  Mobius,  so  as  to  bear  more  closely  upon  the  ejacu- 
latory ducts  and  prostate.  Mobius  places  the  other  electrode 
upon  the  perineum  and  makes  use  of  'fluctuating'  faradic 
currents  of  2  or  3  minutes'  duration  ;  and  in  addition  a 
brief  galvanisation  with  the  kathode  in  the  rectum  and  the 
anode  on  the  sacrum.  He  extols  the  results  of  this  proceedmg. 
For  my  part  I  have  never  resorted  to  it. 

In  every  serious  and  obstinate  case  I  never  fail  to  employ 
a  system  of  regular  galvanisation  of  the  lumbar  cord,  in  which 
are  situated  the  most  important  centres  of  sexual  function.  In 
cases  of  probable  anatomical  deficiency  I  add  to  this  galvanisa- 
tion of  the  Cauda  equina  in  its  lower  part,  and  usually  extend 
it  to  the  cervical  region  of  the  cord,  especially  m  patients  in 
whom  a  loss  of  tone  in  the  genital  nervous  system  generally 
seems  likely  to  obtain. 
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The  treatment  should  always  be  continued  for  a  considerable 
time.  It  should  last  at  least  for  6  or  8  weeks,  often  much 
longer,  and  daily  sittings  should  be  given.  In  most  instances 
other  forms  of  treatment  should  be  adopted  at  the  same  time, 
as  the  exhibition  of  tonics,  baths,  the  water  cure,  &c. 

The  results  which  I  have  obtained  in  this  way  were  often 
very  satisfactory,  especially  in  cases  of  purely  functional  disease. 
At  the  same  time  I  have  been  baffled  by  cases  which  afforded  a 
fa-vomable  prognosis,  and  which  yet  entirely  resisted  the  treat- 
ment by  electricity.  It  is  therefore  well  to  withhold  too  great 
hopes  at  the  outset,  except  of  course  in  those  instances  where 
we  have  to  deal  with  a  kind  of  physical  impotence,  and  in  which 
we  administer  electricity  to  the  patients  rather  with  a  moral 
object  than  that  of  combating  some  physical  affection. 


There  b  ave  been  published  in  different  quarters  independent 
observations  and  even  large  works  (and  lately  in  particular  an 
excellent  work  by  Dixon  Mann)  upon  the  Diseases  of  the 
Female  Organs  of  Generation  and  their  treatment  by  elec- 
tricity, and  yet,  amongst  us  in  Germany  at  all  events,  they  do 
not  seem  to  have  engaged  the  attention  of  gyneecologists,  or  if 
so,  it  has  escaped  my  notice.   For  my  part  I  have,  so  to  speak, 
no  personal  experience  upon  this  subject,  and  consequently  I 
have  no  mature  opinions  concerning  it.     Nevertheless  the 
notices  which  have  been  published  elsewhere  are  so  worthy  of 
attention  that  they  might  well  have  claimed  a  little  of  the  con- 
sideration of  gynaecologists,  with  whom  it  rested  to  apply  to 
their  own  branch  of  science  the  powerful  resources  of  electricity, 
closely  connected  as  it  is  with  nervous  pathology.   A  considera- 
tion which  should  greatly  influence  them  is  that  the  uterus  is 
a  muscular  organ,  highly  vascular  and  richly  supplied  with 
nerves.    And  yet  there  evidently  remains  here  an  extensive 
and  fruitful  field  for  the  action,  vasomotor  and  katalytic,  stimu- 
lating and  sedative,  of  the  electric  current.    It  is  true  that 
efforts  in  this  direction,  so  great  in  extent  and  results  when 
viewed  from  the  standpoint  of  science,  can  be  conducted  only 
by  specialists  in  gynaecology. 

Here,  then,  I  must  confine  myself  to  a  brief  allusion  to  the 
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most  important  notices  which  have  been  published  on  the 
subject.  I  leave  them  for  careful  examination  in  the  hands  of 
other  observers. 

With  reference  to  that  affection  of  the  ovary  characterised 
b}-  extreme  sensitiveness  to  pressure,  so  common  in  nervous 
and  hysterical  women,  and  which  bears  the  most  intimate  relation 
to  many  nervous  derangements,  I  have  already  made  some 
observations  (Lecture  XXVII.)  It  would  certainly  repay  the 
trouble  to  pursue  further  the  hints  which  I  have  given  there  as 
to  the  effect  of  electrical  treatment. 

On  the  treatment  by  electricity  of  the  various  disorders  of 
menstruation  there  are  published  many  notices  (Rockwell, 
Baker,  Althaus,  Taylor,  Fieber,  Good,  Dixon  Mann). 

For  the  cure  of  amenorrhoea  persisting  at  puberty  or 
developed  later  from  a  variety  of  causes — debility,  the  nervous 
diathesis,  anaemia,  &c.— the  electric  current  often  proves  very 
efficient  and  striking  in  its  results.  Those  who  use  it  have 
often  had  occasion  to  observe  that  the  menses  flowed  with  extra- 
ordinary abundance  and  even  prematurely  under  treatment, 
especially  when  the  back  and  thighs  were  galvanised,  or  a 
general  faradisation  resorted  to,  a  result  which  seems  to  afford 
the  prospect  of  an  effectual  cure  in  electricity.  Moreover,  the 
ascertained  powerful  influence  of  the  electric  currents  upon 
the  vessels  and  vasomotor  nerves  when  the  uterine  muscles  are 
stimulated  would  lead  us  on  a  jpriori  grounds  to  hope  to  exer- 
cise a  beneficial  control  over  the  processes  of  menstruation. 

Should  you  desire  to  treat  such  a  case  of  amenorrhoea,  you 
might  adopt  for  the  purpose  the  following  course :  With  the 
faradic  current  pass  the  brush  over  the  soles  of  the  feet  or 
inner  surface  of  the  thighs,  or  faradise  from  the  nape  of  the 
neck  to  the  region  of  the  uterus,  a  proceeding  which  Althaus 
becan  by  saying  was  alone  effective.  Later,  however,  he 
adopted  the  galvanic  current  instead.  Dixon  Mann,  in  addition 
io  the  use  of  galvanism,  directly  faradises  the  parts  from  the 
kidneys  to  the  cervix  of  the  uterus,  at  the  period  of  expected 

menstruation.  „      ,      i       •  rr^..^ 

Most  observers,  however,  have  preferred  galvanism.  Here 
YOU  may  apply  galvanism  to  the  sympathetic  m  the  neck 
(Fieber  Good),  or  galvanism  to  the  vertebral  column,  especially 
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its  lower  segments  (Clemens,  Grood),  galvanism  to  the  lumbar 
region  (anode)  with  the  negative  pole  at  the  ovaries  (G-ood, 
Althaus),  or  finally  intra-uterine  galvanisation  (Dixon  Mann, 
Althaus),  when,  like  Dixon  Mann,  you  may  introduce  the 
kathode  within  the  uterus  and  apply  the  anode  over  the  lumbar 
cord  or  ovaries,  or  with  Althaus  place  the  anode  at  the  os  uteri 
and  apply  the  kathode  alternately  to  either  ovary.  For  a  uterine 
electrode  you  may  employ  an  instrument  resembling  a  catheter 
or  a  small  sponge- electrode,  or  a  small  electrode  fashioned  like 
a  plate  for  application  to  the  cervix.  It  will  be  necessary  to 
make  use  of  a  tolerably  strong  current  (from  7  to  9  millimetres 
according  to  Dixon  Mann)  for  10  to  15  minutes  two  or  three 
times  a  week.    The  results  will  often  be  astonishing. 

I  have  already  intimated  that  electricity  will  yield  good  re- 
sults in  connection  with  dysmenorrhoza.  I  would  remind  you 
of  Neftel's  statements  with  reference  to  cases  of  this  kind  which 
he  pronounced  to  be  of  the  nature  of  visceral  neuralgia.  In 
such  cases,  then,  of  painful  spasmodic  menstruation,  you  can 
first  make  trial  of  Neftel's  method  (anode  to  dorsal  and  lumbar 
cord,  kathode  on  the  hypogastrium,  ovaries,  &c.),  and  if  neces- 
sary you  can  fall  back  upon  the  following  plans :  that  of 
Schwanda,  the  application  of  galvanism  and  faradism  to  the 
uterus;  Taylor's,  the  use  of  feeble,  uninterrupted  galvanic 
currents,  with  the  A  on  the  sacrum  and  the  K  in  the  form 
of  a  small  metallic  rod  of  appropriate  size  placed  within  the 
OS  uteri.  In  preference  employ  the  method  of  Dixon  Mann, 
the  anode  (a  uterine  electrode)  within  the  uterus,  the  kathode 
over  the  lumbar  cord,  and  an  uninterrupted  current,  lasting  10 
minutes  ;  the  treatment  to  be  repeated  three  times  a  week  in 
the  intervals  between  the  nienstrual  epochs.  The  results  are 
said  to  be  excellent. 

There  are  a  'priori  reasons  to  expect  that  in  certain  circum- 
stances electricity  might  be  used  with  advantage  for  the  cure 
of  monorrhagia,  and  in  a  broader  sense  for  metrorrhagia,  espe- 
cially in  view  of  the  active  influence  of  the  current  in  exciting 
uterine  contractions.  In  point  of  fact,  favourable  results,  have 
been  published  by  different  authors.  Thus  Mackintosh  saw  a 
severe  haemorrhage  occurring  after  child-birth  instantly  arrested 
in  consequence  of  uterine  contractions  induced  by  the  applica- 
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tion  of  the  faradic  current  to  the  cervix  uteri  and  abdomen. 
Further,  Dixon  Mann  has  treated  and  obviated  the  disease  in 
question  by  galvanising  the  uterus  (with  the  kathode  in  the 
uterus  and  the  anode  over  the  kidneys)  for  15  minutes  twice  a 
week,  with  a  pretty  strong  current  in  the  interval  hetwem 
successive  'periods  of  menstruation. 

Of  derangements  of  the  uterus  itself,  chronic  metritis  has 
in  an  especial  degree  been  made  the  object  of  electrical  treat- 
ment. Here  it  is  from  the  katalytic  and  vasomotor  effects 
of  the  current  that  we  should  expect  the  most  favourable 
effects.  Beau  and  Trij^ier  make  use  for  this  purpose  of  the 
faradic  current.  The  former  places  a  moistened  sponge  elec- 
trode against  the  os  uteri,  and  the  other  upon  the  abdomen. 
Tripier  inserts  one  of  the  electrodes  within  the  uterus,  and 
the  other^  which  is  in  two  parts,  at  once  on  the  rectum  and 
over  the  anterior  wall  of  the  abdomen;  or  else  in  the  case  of 
young  girls  he  faradises  superficially  from  the  abdomen  to  the 
sacrum.  On  the  other  hand,  Bartholow  has  effected  his  pur- 
pose by  means  of  the  galvanic  current.  He  placed  the  anode 
with  the  aid  of  a  speculum  at  the  os  uteri,  the  kathode  on  the 
hypogastrium,  using  the  current  uninterruptedly  for  five  or 
ten  minutes  two  or  three  times  a  week.  Dixon  Mann  places 
the  kathode  in  the  uterus  and  the  anode  over  the  lumbar 
region,  a  pretty  strong  current  interrupted  occasionally  in  the 
last  resort.  Attempts  have  also  been  made  with  electricity  to 
correct  displacement  of  the  uterus.  And  this  proceeding  has 
some  advantages  in  those  cases  where  the  displacement  is  really 
due  to  an  enfeebled  condition  of  the  uterine  walls,  and  in 
which  we  may  hope  to  remedy  it  by  causing  contractions  and 
restoring  the  muscular  tone.  But  in  many  other  cases  there 
are  hardly  any  grounds  to  hope  for  success.  The  methods  to 
be  adopted  for  this  purpose  may  vary  much.  Simpson  long 
ago  recommended  a  form  of  intra-uterine  pessary  for  displace- 
ments as  well  as  for  chronic  metritis,  and  since  that  time  many 
observers  have  obtained  favourable  results  fi-om  the  treatment 
by  electricity,  both  in  inversions  and  flexions  of  the  uterus. 
While  Bartholow  made  use  only  of  the  galvanic  current  in  the 
way  prescribed  above,  E.  Mann  has  adopted  alternately  faradic 
and  galvanic  treatment    .Still  the  greater  number  of  physicians 
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have  restricted  themselves  to  the  faradic  current  (Beuvain, 
Fano,  Elleaume,  Zannini,  Tripier,  &c.),  with  the  object  of 
causing  vigorous  contractions  of  the  uterus,  and  so  obviating 
the  displacement.  In  most  instances  they  have  merely  passed 
the  faradic  current  from  the  os  uteri  to  the  abdominal  vfall. 
Zannini  introduces  an  electrode  within  the  rectum,  the  other 
being  placed  in  the  uterus,  and  passes  a  faradic  current  of  pro- 
gressive intensity  for  a  space  of  five  or  six  seconds.  Tripier 
has  minutely  detailed  the  methods  adopted  for  this  purpose. 
In  anteversions  and  anteflexions  he  faradises  the  posterior  wall 
of  the  uterus  with  a  suitable  electrode,  passing  the  current 
from  the  rectum. 

In  analogous  displacements  backwards,  on  the  other  hand, 
he  faradises  the  anterior  aspect  of  the  uterus,  starting  from  the 
bladder  or  the  abdomen;  in  either  case  one  electrode  (the 
negative)  is  placed  within  the  uterus  itself.  In  prolapse  of  the 
uterus  he  claims  to  have  obtained  good  results  from  a  bi-inguino- 
uterine  or  inguino-vaginal  faradisation.  At  all  events  the 
published  notices  and  their  results  call  for  further  researches  in 
connection  with  these  conditions,  which  are  certainly  very  obsti- 
nate to  other  treatment. 


Finally,  I  will  mention  the  expedients  that  have  been 
adopted  with  the  electric  current  to  restore  the  failing  secretion 
of  milk.  That  this  treatment  has  been  successful  in  many 
instances  is  proved  by  the  statements  of  Aubert,  Becquerel, 
Lardeur,  and  Estachy.  Various  modes  of  procedure  are  open 
to  us  here  too.  Nearly  all  these  physicians  have  applied  the 
current  directly  to  the  chest,  by  means  of  moistened  electrodes 
placed  in  different  positions  upon  the  mammary  glands.  They 
have  employed  currents  of  moderate  strength,  and  after  2  or 
3  sittings  of  ten  or  twenty  minutes  they  have  wit,nessed  the 
restoration  of  the  suspended  secretion.  Some  have  obtained  this 
result  by  means  of  the  friction  apparatus,  others  with  the 
faradic  current.  Quite  recently,  on  the  other  hand,  static 
electricity  has  been  recommended  as  very  efficient  in  this 
respect. 

With  reference  to  the  application  which  has  been  made 
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of  electricity  to  obstetric  practice,  to  excite  labour  pains, 
induce  premature  delivery,  to  obviate  haemorrhage  before  and 
after  parturition,  I  shall  pass  this  by,  because  it  has  not  come 
within  my  own  notice  and  is  apart  from  the  province  of  this 
book.  Moreover,  you  can  easily  deduce  from  the  general  prin- 
ciples of  electric  treatment  whatever  considerations  may  possess 
practical  value  in  this  respect. 

Before  I  bid  you  farewell,  gentlemen,  allow  me  to  place 
before  you  some  brief  statements,  which  may  be  thought  to 
possess  practical  interest,  and  which  1  have  not  yet  had  occasion 
to  make.  You  have  doubtless  remarked  with  surprise  that 
throughout  the  entire  discussion  of  electrotherapeutics  1  have 
nowhere  dwelt  with  much  insistence  upon  the  contra-indica- 
tions  to  the  use  of  electricity.  But,  possessed  with  the  notion 
of  contra-indication  as  it  enters  into  ordinary  therapeutics,  you 
will  agree  with  me  that  in  the  case  of  a  remedy  like  electricity, 
which  can  be  graduated  so  nicely  and  administered  in  such 
minute  doses,  one  which  can  produce  the  most  various  and 
contradictory  effects — which  acts  now  as  a  stimulant  and  again 
as  a  sedative,  at  one  time  as  a  tonic,  at  another  as  kn  alterative — 
it  can  hardly  be  possible  to  establish  very  definite  contraindica- 
tions. In  fact,  after  mature  reflection  on  the  subject  I  must 
admit  that  I  am  unable  to  lay  down  any  such ;  but  I  am  bound 
to  acknowledge  that  these  contraindications  occur  often  enough 
in  particular  cases.  And  yet  they  have  reference  to  one  or 
other  of  its  forms  only,  rarely  to  electricity  in  general. 

Under  this  head  the  state  of  the  circulation  of  the  blood 
vessels  seems  to  me  to  require  special  attention.  We  must 
remember  that  one  of  the  most  striking  effects  of  electricity  is 
the  dilatation  and  increased  flow  of  blood  in  the  vessels  sub- 
mitted to  its  influence.  In  every  case,  then,  where  danger  to 
the  patient  might  arise  from  increased  blood  supply,  pressure, 
or  hypersemia,  the  use  of  electricity,  or  at  any  rate  of  those 
forms  which  promote  the  circulation,  appears  to  me  to  be  contra- 
indicated.  Hence  the  practical  advice  to  withhold  it  in  cases 
of  acute  inflammation.  Further,  it  should  be  used  guardedly 
in  patients  with  degenerated  or  atheromatous  vessels,  miliary 
aneurisms,  hypertrophy  of  the  heart,  &c.,or,  in  plain  terms,  you 
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are  cautioned  not  to  use  electricity  in  the  case  of  old  people  or 
apoplectics,  whose  vessels  are  diseased,  and  even  though  there 
exists  no  special  evidence  of  this  condition.  It  is,  then,  after, 
all,  the  condition  of  the  nervous  system,  its  excitability  in  a 
greater  or  less  degree,  the  manner  and  nature  of  its  reaction 
with  the  electrical  stimulus,  that  enables  us  to  decide  whether 
electricity  will  be  useful  or  injurious.  As  regards  the  degree 
of  susceptibility  to  electricity  Beard,  and  more  lately  INIobius, 
have  made  some  statements  which  _  it  behoves  us  to  consider. 
There  are  some  people  in  whom  the  electric  current  is  powerful 
for  good  or  for  evil,  while  others  again  are  but  little  affected  by 
it.  It  is  especially  in  patients  of  a  nervous,  neurasthenic  or 
hysterical  temperament,  that  an  extraordinary  susceptibility  to 
electricity  is  witnessed,  so  much  so  that  very  weak  currents 
induce  pain,  and  may  lead  to  an  aggravation  of  their  distemper. 
It  may  even  happen,  rarely  it  is  true,  that  this  aggravation,  as 
in  the  case  of  other  remedies,  is  so  marked  as  to  lead  us  to 
assume  in  these  patients  an  idiosyncrasy  intolerant  of  electri- 
city. This  constitutes  a  contra- indication  to  its  use ;  whilst  a 
lesser  degree  of  susceptibility  entails  but  the  necessity  of  great 
caution  in  choosing  the  strength  of  the  current,  and  of  pro- 
ceeding by  careful  steps  to  more  active  treatment.  It  is  not 
uncommon  to  see  such  persons  become  very  tolerant  of  electri- 
city when  its  use  has  been  continued  some  time.  In  the 
majority  of  cases  this  susceptibility  to  its  influence,  so  far  as 
prognosis  is  concerned,  is  far  from  being  of  unfavourable  import 
for  the  success  of  the  treatment. 

This  is  all  that  I  have  thought  it  necessary  to  sa3'  to  you 
concerning  the  contra-indications  to  the  use  of  electricity,  and 
you  will  bear  it  in  mind  when  you  first  enter  upon  practice. 

I  have  finished  my  task,  gentlemen  ;  and  I  believe  that  I 
have  placed  before  you  a  tolerably  complete  account  of  the 
present  condition  of  electrotherapeutics  in  its  bearings  upon 
medical  pathology.  I  am  well  aware  that  I  have  left  many 
gaps  unfilled,  that  I  might  have  added  many  details,  and  that 
there  is  much  thai,  it  would  have  been  well  to  study  and  dis- 
cuss with  more  minuteness,  before  it  could  be  made  the 
foundation  of  a  practical  system.    I  hope  that  these  omissions 
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will  not  have  escaped  your  notice.  I  would  have  wished  to 
submit  the  subject  to  you  with  clearness  and  accuracy,  and  to 
have  shown  you,  as  far  as  it  was  in  my  power,  the  course  you 
should  pursue  in  the  various  events  that  arise  in  practice.  If  I 
may  hope  that  T  have  shown  you  the  principles  and  scientific 
groundwork  of  a  system  that  you  will  constantly  have  occasion 
to  modify  in  practice,  I  must  also  admit  that  I  have  been 
constrained  to  expose  at  the  same  time  the  scantiness  and  in- 
suflBciency  of  our  knowledge  and  the  uncertainty  of  our  power. 
I  am  glad  that  I  have  been  able  to  enlist  your  interest  in  the 
eflforts  and  researches  of  science  which  bear  upon  our  subject, 
and  to  which  I  have  ventured  to  call  your  attention  in  different 
parts  of  my  lectures.  It  will  be  a  new  gratification  to  me  if 
you,  by  your  zeal  and  personal  investigations,  would  take  your 
part  in  the  solution  of  these  problems,  and  so  contribute  to 
the  progress  of  electrotherapeutics  in  general.  It  is  especially 
in  the  domain  of  therapeutics  that  there  is  still  much,  very 
much,  to  be  done. 


INDEX. 
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ABDOMEN,  farado-cutaneous  sensi- 
bility of,  159 ;  excitation  of 
muscles  of,  295 ;  spasm  of,  565  ; 
paralysis  of,  and  its  treatment,  466, 
470 

Abdominal  viscera,  123 
Agcusis,  treatment,  663 
Alcoholic  paralysis,  17 5 
Alimentary  canal,  572,  573 
Alteration,  see  Modification 
Alternatives,  voltaic,  73 
Amaurosis,  643 
Amblyopia,  643 
Amenorrhoea,  714 
Ampfere,  34 

Amyotrophic  lat.  sclerosis,  407 
Antemia,  of  brain,  345 ;  of  spinal 
cord,  389 

Anesthesia,  568  ;  atrophy  of  nerves 
in,  577  ;  electrical  investigation  of, 
570;  treatment  of,  570;  electrical 
excitation  in,  571  ;  faradisation  in, 
348,  575  ;  galvanism  in,  348,  575 ; 
as  a  result  of  apoplexy,  348 ;  hys- 
terical, 578;  of  tiigeminus,  578; 
pharyngeal  and  laryngeal,  578 ;  of 
median,  572  ;  of  ulnar,  572 ;  tabetic, 
678;  vasomotor,  578;  reaction  of 
degeneration  in,  199 

Analgesia,  tabetic,  578 

Anclcctro tonus,  87 

Angina  pectoris,  539 

Angioncuroses,  579 

Anif'rosis,  589 

Ankylosis,  see  Joints 

Anode  (positive  pole),  22 

Anodic  opening,  79;  emploj'ment  of, 
249  ;  closure,  79 

Anosmia,  664 


BLE 

Antagonists,  contracture  of,  in  para- 
lysis of  arm,  treatment,  477 ;  exci- 
tation of,  in  rheumatism,  560 

Antiparalytic  action,  430 

Antispastic  action  of  currents,  558, 
559 

Anus,  paresis  of,  699 
Aphasia,  see  Brain 

Aphonia,  hysterical,  494 ;  paralytic, 
488  ;  spasmodic,  465 

Arm,  paralyses  of,  467 

Arsenic,  paralysis  from,  504 

Arthritis  deformans,  262 

Ai-ticular  neuralgia,  536;  inflamma- 
tion, 672 

Ascites,  700 

Aspermatism,  714 

Asphyxia,  494 

Asthenopia,  645 

Asthma,  681 

Ataxia,  locomotor,  see  Tabes  dorsalis 
Athetosis,  620 

Atrophy,  424  ;  degenerative,  187  ; 
optic,  370,  418,  635-643;  muscular, 
504 

Auditory,  excitation  of,  102;  law  of 
reactions  of,  105  ;  paradoxical  reac- 
tion of,  232;  hyperaisthesia,  231, 
650  ;  hunger,  236  ;  torpor,  241 

Axilla,  motor  points  in,  293 

Axis  cylinder,  degeneration  of,  188 

Azoospermia,  718 


BASEDOW'S  disease,  621 
Bath,  electric,  276 
Batteries.  28 
Bladder,  705  ' 
Blepharospasm,  552,  562 
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BRA 

Brain,  diseases  of,  318;  electroihera- 
peutics  of,  335 ;  elecLrophysiology 
of,  116 

Bulbar  paralysis,  178,  850 


CAPUT  obstipum,  670 
Cardiac  weakness,  499 
Cardialgia,  539 
Catalepsy,  617 
Catalysis,  129,  255 
Cataphoric  action,  62,  125 
Caustic  effects  of  galvanic  current, 

115,  126 
Central  galvanisation,  275 
Cephalalgia,  528 

Cerebral  anEemia  and  hyperasmia, 
315;  haamorrhage,  346;  neuras- 
thenia, 314 

Cervico-brachial  neuralgia,  532  ;  cer- 
vico-occipital  neuralgia,  527 

Chilblains,  588 

Chorea,  611 

Choroid,  affections  of,  634 
Cicatrices,  258 
Circle  currents,  270,  671 
Circuit,  21 

Cirrhosis  of  muscle,  190;  of  nerve, 
188 

Closure  contraction,  87  ;  tetanus,  73 

Coccygodynia,  536 

Colic,  542 

Collector,  30 

Commutator,  31 

Concussion,  spinal,  387 

Conductivity,  see  Kesistance 

Conjunctivitis,  631 

Constant  current,  20 

Constipation,  695 

Consumptive  atrophies,  202 

Contraclions,  law  of,  14,  79 

Contractures,  545  ;  hemiplegic,  532  ; 
hvsterical,  557  ;  of  flexors  of  hrmd, 
557  ;  of  levator  anguli  scapultc, 
655 ;  of  quad,  lumborum,  557  ; 
rheumatic,  554,  556  ;  of  lower  limb, 
556 

Contra-indications,  724 
Convulsion,  reaction  of,  216 
Co-ordination,  neuroses  of,  60S 
Cramp,  1G8 
Crutch  paralysis,  468 
Current  density,  35 
Cyanosis,  584 


DANIELL  (element),  28,  30 
Uubilitas  cordis,  499 


EPI 

Degeneration,  reaction  of  (RD),  176  ; 
spinal,  381,  407  ;  atrophic,  of  nerves, 
179, 189,  421 ;  of  muscles,  189 

Degenerative  atrophy,  187.  421 

Deglutition,  paralysis  of,  485 

Dementia  paralytica,  360 

Density  of  current,  35,  75 

Depression,  psychical,  858,  360,  383 

Determination  of  poles,  41 

Diabetes,  624 

Diaphragm,  spasm  of,  535,  565  ;  para- 
lysis of,  465,  467 
Dilatation  of  stomach,  689 
Diminished  excitability,  169 
Diphtheritic  paralysis,  406;  RD  in, 
200 

Diplegia  contractions,  222 
Direction  of  current,  267 
Dosage,  electrical,  301 
Double  ccnttaction,  206 
Douche,  electric,  281 
Du  Bois-Reymond's  sledge,  27 
Dysmenorrhoea,  721 
Dyspepsia,  687 

Dystrophia,  progressive  muscular,  173 


EAR,  diseases  of,  647  ;  exploration 
of,  153 
Ectropion,  631 

Electric  bath,  276  ;  brush,  38  ;  chain, 

286  ;  douche,  281 ;  hand, 273 
Electrical  excitability,   motor,  141 ; 

sensory,  155  ;  excitation  of  muscles, 

see  iMoior  points 
Electrical  excitation,  law  of,  70 
Electricity,  static,  7, 20,  604  ;  dynamic, 

20 

Electrobioscopy,  176  . 
Electrodes.  36,  302 
Electro-diagnosis,  133  ;  methods  and 

principles  oF,  138  ct  seqq. 
Electrolysis,  61,  125 
Electromotive  force,  21 
Electromuscular  sensibility,  161 
Electrophysiology,  69 
Electrotherapeutics,    general,    244 ; 

special,  313 
Electrotonic  theory.  249 
Electrotonus,  86,  249 
Elements,  galvanic,  28,  30 
Elephantiasis,  588 
Endolaryngcal  electrisation,  493 
Endopharyngeal  electrisation,  493 
Engelskjiin's  ihcory,  305 
Enteralgia,  514,  692 
Enuresis,  710 

Epidermis,  resistance  of,  45 
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EPI 

Epilepsy,  605 

Epileptiform  neuralgia,  526 
Erythema,  588 
Erythromelalgia,  584 
Eye,  diseases  of,  630  ;  exploration  of, 
153 

Exaltation,  psychical,  860 
Excitation,  law  of,  70;  theory,  249 
Exciting  electrode,  139 
Exhaustion,  reaction  of,  217 
Exophthalmic  goitre,  621 
Extra  current,  26 


FACIAL  paralysis,  199,  451 ;  spasm, 
562 ;  neuralgia,  525 
Faradic  current,  25  ;  bath,  277  ;  ex- 
citability, 144  ;  hand,  273  ;  brush, 
38 ;  apparatus,  27  ;  reaction  of  de- 
generation, 209 
Faradisation,  general,  272  ;  methods 
of,  273 ;  of  skin,  273 ;  of  muscles, 
273 

'  Fluctuating  '  cim-ent,  see  Swelling 
Functional  neuroses,  592 


GALVANIC  batteries,  28  ;  current, 
20 ;  excitability,  146 
Galvanisation,  methods,  249  et  seqq., 

268  ;  of  sympathetic,  261 
Galvano-faradisation,  253 
Galvanometer,  33 
Galvanotonic  reflexes,  224 
Gastralgia,  541,  687 
Gastric  atony,  689 

General  faradisation,  272  ;  galvanisa- 
tion, 275  ;  neuroses,  692 
Genito-urinary  organs,  702 
Glands,  diseases  of,  678 
Globus  hystericus,  605 
Glossy  fingers,  590 
Goitre,  679 
Gout,  281 

Graves'  disease,  621 
Gustatory,  neuroses  of,  603 

HAEMORRHAGE,  spinal,  389 
Hiematomyelitis,  390 
Hallucinations,  treatment  of,  360 
Head,  galvanisation  of,  116,  303,  336 
Hearing,  nervous  affections  of,  647; 

hallucinations  of,  236 
Heart,  121,  683 

Hemiameslhesia,  569  ;  hysterical,  604 
Hemianopia,  645 
Hemiatrophy,  facial,  589 

VOL.  VI. 


KER 

Hemichorea,  168 
Hemicrania,  529 

Hemiplegia,    see    Cerebral  hfemor- 

rhage 
Herpes  zoster,  588 
History  of  electrotherapeutics,  3 
Hydrocephalus,  349 
Hydrops  articulorum,  587 
Hyperasmia  of  brain,  345,  357 ;  of 

spinal  cord,  377,  389 
Hyperajsthesia,  hysterical,  603 
Hyperidrosis,  589 
Hypertrophy,  prostatic,  713 
Hypochondriasis,  281,  600 
Hypoglossal  paralysis,  462 
Hypopyon,  632 
Hysteria,  601 
Hysterical  psychoses,  355 
Hystero-epilepsy,  604 


TMPOTENCE,  744 

-L    Inconstant  elements,  29 

Incontinence  of  urine,  706 

Increased  excitability,  163 

Indifferent  electrode,  139 

Indirect  catalysis,  382 

Induction,  25  ;  currents,  see  Faradic 

Infantile  paralysis,  397 

Insanity,  electrisation  in,  351-361 

Insufficiency  of  ocular  muscles,  445 

Intercostal  neuralgia,  533 

Intestinal  obstruction,  692 

Intestines,  atony  of,  698;  electro- 
physiology  of,  123;  neuralgia  of, 
543  ;  occlusion  of,  692 

Intrauterine  galvanism,  721 

Invagination,  693 

Investigation,  electric,  see  Electro- 
diagnosis 

Iris^diseases  of,  632;  electrophysiologj' 

Ischuria,  706  ;  paradoxical,  707 
Isofaradic  reaction,  221 
Isogalvanic  reaction,  221 

JOINTS,  diseases  of,  671  ;  neuralgia 
of,  536  ;  ankyloses  of,  671 

KATALYTIC  action,  see  Cataphoric 
Kataphoric,  62,  125 
Katatonia,  366,  368 
Katolectrotonus,  87 
Kathodal  opening,  82  ;  closure,  82 
Kathode  (negative  pole),  22 
Keratitis,  631 

3  B 
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KID 

Kidneys,  electrophysiology  of,  124 
Knee,  neuralgia  of,  537 


LABILE,  252 
Laryngeal  electrode,  490 
Larynx,  paralyses  of,  488 
Latent  period,  222 
Lateral  sclerosis,  396 
Law  of  contractions,  71,  81 
Lead  paralysis,  500  ;  colic,  513 
Leclanche's  cell,  28,  30 
Leg,  paralysis  of,  477 
Lens,  crystalline,  632 
Localisation  of  currents,  288 
Locomotor  ataxy,  see  Tabes 
Lumbago,  669 
Lumbar  neuralgia,  533 
Lymphatic  swellings,  679 


^j^AGNETO-ELECTRIC  apparatus, 
Mastodynia,  533 

Mechanical  excitability,  increase  of, 

186;  in  myotonia  congenita,  213 
Medication  by  electricity,  127 
Melancholia,  359 
Meniere's  disease,  662 
Meningeal  apoplexy,  386 
Meningitis,  spinal,  366,  386 
Menorrhagia,  721 
Menstrual  disorders,  721 
Mental  diseases,  see  Psychoses 
Mercurial  palsy,  504 
IMetalloscopy,  286 
Metritis,  722 
Migraine,  529 
Milk,  secretion  of,  723 
Milliampere,  34 

Modifications  of  excitability  in  nerve 
and  muscle,  163,  216;  in  sensory 
nerves,  225 ;  in  nerves  of  special 
sense,  228 

Modifying  action,  86,  255 

Monoplegia,  327 

Morphinism,  281 

Motor  nerves  and  muscles,  electro- 
physiology  of,  69 

Motor  points,  289 

i\lotorial  end  plates,  188 

Muscle,  reactions  of,  84  ;  diseases  of, 
(!fi9 

Musctdar  atrophy,  189,  504  ;  hyper- 
trophy, 507  ;  rheumatism,  600  ;  de- 
generation, 190;  cirrhosis,  190 

Jlyalgia,  669 

Jlychlasis,  645 


PER 

Myelitis,  390 
Myelo-meningitis,  391 
Myotonic  reaction,  213,  507 
MyxEedema,  591 


NECK,  paralysis  in,  464 
Nerves,  lesions  of,  420 ;  degene- 
ration of,  187 
Neuralgia,  508  ;  treatment  of,  519 
Neurasthenia,  cerebral,  344;  spinal, 
389,  598  ;  general,  597  ;  vasomotor, 
598 

Neurilemma,  changes  in,  187 

Neuritis,  419 

Neuroses,  594  et  seqq. 

Noises,  subjective,  231,  651 

Normal  polar  formula,  80 

Nutrition,  electricity  in  reference  to, 
129 ;  errors  of,  205,  and  the  elec- 
tric bath,  281 

Nystagmus,  646 


OBSTIPATION,  694 
Obstruction,  intestinal,  692 
Ocular  muscles,  diseases  of,  445,  643 
(Esophagus,  electrophysiology  of,  123  ; 
spasm  and  paralysis  of,  686 ;  neu- 
roses of,  686 
Ohm's  law,  42 
Olfactory,  neuroses  of,  664 
Opening  contraction,  81,  87  ;  tetanus, 
73,  80 

Optic  neuritis,  636  ;  atrophy,  641  ; 
hypersesthesia,  229;  law  of  reac- 
tions, 100 

Orchitis,  713 

Ovarie,  543,  603,  720 


PAIN,  sec  Neuralgia 
Painful  pressure  points,  282 
Palate,  122,  484 
Palmospasm,  217 
Palpitation,  281 
Papillitis,  635 
Paradoxical  reaction,  232 
Paralysis,  424;  of  individual  nerves 
and  muscles,  445 ;  agitans,  619 ; 
•  infantile,  src  Poliomyelitis 
Paraplegia,  367 

Partial  reaction  of  degeneration,  196 
Percutaneous  medication,  127 
Periostoses,  258 

Peripheral  nerves,  diseases  of,  409 ; 

paralysis  of,  444 
Peripolar  zone,  90 
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Permanent  galvanisation,  284 
Pessary,  intrauterine,  722 
Pfiiiger's  laws,  71 
Physical  introduction,  18 
Physiological  introduction,  64 
Pleurodynia,  670 
Polar  method,  77,  268 
Polar  zone,  90 

Polarisation,  61 ;  internal,  131 

Pole,  see  Anode  and  Kathode 

Poliomyelitis,  397,  401 

Position  of  electrodes,  58 

Post-mortem  escil  ability,  176 

Pressure  points,  282 

Progressive  muscular  atrophy,  403 

Prolapsus  ani,  699 

Prostatic  enlargement,  713 

Pseudohypertrophy,  507 

Psychical  depression,  333,  358,  360; 

exaltation,  360 
Ps.vchoses,  351 
Pulse,  diminution  of,  280 
Pulvermacher's  chain,  286 
Pupil,  the,  102 


QUALITATIVE  electro-diagn  osis, 
Quantitative  electro-diagnosis,  141 


RAILWAY  spine,  387 
Eeaction,  normal,  80;  of  dege- 
neration (ED),  176 
Rectal  electrode,  124 
Rectum,  atony  of,  697  ;  electrophy- 
siology  of,  123  ;  methods  of  treat- 
ment of,  124  ;  neuralgia  of,  543 
Reflex  effect  of  electrisation,  264, 

432  ;  psychoses,  358 
Refreshing  action,  93 
Regeneration  of  nerve,  188 
Resistance,  electrical,  43  ;  of  tissues, 

44  ;  internal  and  external,  52 
Respiration,  artificial,  286,  494 
Respiratory  spasm,  565 
Retention  of  urine,  705 
Retina,  anfcsthcsia  of,  644;  elect  ro- 
physiology  of,  99,  228  ;  diseases  of, 
635  ' 
Retinitis  pigmentosa,  635 
Retino-choroiditis,  634 
Rheostat,  35 
Rheoiihores,  36 

Rheumatic  facial  paralysis,  452 
Rheumatism,   muscular,   670;  arti- 
cular, 676 


SUB 

Rhythmical  contractions,  213 
Rotaiy  apparatus,  24 

CJATURNINE  paralysis,  500 
yJ    Sciatica,  534 
Scleroderma,  590 

Sclerosis,  disseminated  cerebro-spinal, 
349,  392;  lateral,  396;  amyotrophic 
lateral,  407 

Scotoma,  644 

Scrivener's  palsy,  see  Writer's  cramp 
Scrofula,  257,  679 

Secondary  coil  and  current,  25  :  excit- 
ability, 92 

Secretory  nerves,  108 

Sensibility,  faradocutaneous,  156 ; 
faradomuscular,  228 

Sensory  nerves,  electrophysiology  of, 
94  ;  law  of  reaction  of,  96 

Sensory  reaction  of  degeneration,  227 

Sick  headache,  see  Migi-aine 

Siemens'  unit,  44 

Sight,  affections  of,  629 

Simple  element,  285 

Singultus,  565 

Skin,  electrisation  of,  114, 165  ;  resist- 
ance of,  46 

Sledge,  Du  Bois-Eeymond's,  27 

Sleep  paralysis,  220,  473 

Sleeplessness,  346 

Smell,  affections  of,  664 

Somnolence,  hysterical,  120 

Spasm,  facial,  562  ;  treatment  of,  550; 
pathology  of,  647 

Spasmodic  diseases,  545 

Spastic  spinal  paralysis,  396 

Special  sense,  disease  of  organs  of,  629 

Spermatorrhoea,  714 

Spinal  anremia,  389;  apoi^lexj',  386; 
concussion,  387 ;  htemorrhage,  389  ; 
hyperemia,  389;  irritation,  388; 
meningitis,  386;  neurasthenia,  3S9 

Spinal  cord,  diseases  of,  362;  electro- 
physiology  of,  120  ;  gah  ■anisation 
of,  364  ;  secondary  degeneration  of, 
407 

Spleen,  680 
Sprain,  258 

Stabile  galvanisation   (i.e.  Iiolding 

electrode  immovable),  j^^ass/w 
Standard  electrode,  147 
Static  electricity,  7,  20,  604 
Stomach,  687 

Strength  of  current  in  treatment  301 
Stupor,  356  ' 
Subaural  galvanisation,  261 
Subjective  noi.ses,  231,  651 


INDEX. 
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SUB 

Subluxation,  258 
Suppository,  galvanic,  694 
'  Swelling  '  currents  of  Frommhold, 
254 

Sympathetic,  electrophysiology,  111  ; 
'  o-alvanisation  of,  261 ;  diseases  of, 
579  ;  irritation,  581 ;  paralysis,  581 


''PABES  dorsalis  (locomotor  ataxy), 
i  893 

Taste,  galvanic,  107 ;  alterations  of, 

663  ;  exploration  of,  155 
Tenesmus  vesicte,  705 
Tension,  electrical,  21 
Tetanus,  opening  and  closure,   73  ; 

tonic   contraction  (abbrev.   T  or 

Tet.),  80 ;  treatment,  613 
Tetany,  615 
Thomsen's  disease,  507 
Tic  douloureux,  see  Neuralgia;  con- 

vulsif ,  see  Spasm 
Tinnitus  aurium,  649 
Tobacco  amblyopia,  643 
Torticollis.  564 
Touch,  97 

Toxic  paralyses,  504 
Trachoma,  631 

Treatment,  general  principles,  287 
Tremor,  618  ;  alcoholic,  281 
Trigeminal  neuralgia,  525 
Trismus,  562 

Trophic,  function,  201  ;  neuroses,  579  ; 
changes  in  nerves,  436  Tneuralgia 
from,  511) ;  in  muscles,  439  ;  in 
spinal  cord,  387 


ZIN 

Trunk  muscles,  paralysis  of,  465 
Tussis  nervosa,  555 
Tympanitis  hystericus,  605 
Tympanum,  opacity  of,  648 


UNIPOLAR  method  of  diagnosis,  see 
Polar 

Unit  galvanometer,  33 
Urinary  organs,  diseases  of,  704 
Urticaria,  588 
Uteiine  disorders,  720 
Uterus,  electrophysiology  of,  1 24 


VASCULAR  reflexes,  131 
Vasomotor  nerves,  109;  neuroses, 
579 

Vertebral  muscles,  excitation  of,  296 

Vertigo,  623 

Visceral  neuralgia,  538 

Vitreous,  diseases  of,  633 

Vocal  cords,  paralysis  of,  488 

Voltaic  alternatives,  73,  252 

Vomiting,  nervous,  689 

Von  Brun's  experiment,  127 


WRITER'S  cramp,  608 
Wry  neck,  564 


ZIEMSSEN'S  motor  points,  289 
Zinc,  paralysis  from,  504 
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